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Area Home Area Office Superintendent of Documents Publications 
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TOTAL ENCLOSED $ 





SHIP TO: (If different from above) 
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Package containing multiple copies 
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Subscription 


GPO Form 3430 
(R 2-83) 


PRELIM. 3 








PLEASE PRINT OR TYPE ALL INFORMATION 


ORDER FORM 


Customer's Telephone No.’s FOR OFFICIAL USE ONLY 
bitittititiitii tt MAIL TO: QuANTITY CHARGES 
bx Home Area Office Superintendent of Documents Publications 
“ sad U. S. Government Printing Office Subscriptions 


MASTER CARD and VISA ACCEPTED Washington, D. C. 20402 Special shipping charges. 
International handling. . 




















Seaeeiketags as eee 


‘ Expiration Date 
Customer's Name and Address Month/Year EXEZE 








Balance Due 
Discount 
Refund 











Deposit Account Number 


datiebaibnl of Lape 


TO PLACE YOUR ORDER BY PHONE CALL OUR ORDER DESK AT 202-783-3238, MONDAY THROUGH FRIDAY, 8-4:30 EASTERN TIME 








Unit of List 


Title of 
Issue ID O Publication 


Stock No. Quantity oO Subscription 





TOTAL ENCLOSED $ 





SHIP TO: (If different from above) 


Unit of Issue Explanation 


Each - sit 


Subscription 


GPO Form 3430 
(R 2-83) 


PRELIM. 5 








U.S. GOVERNMENT BOOKSTORES 


In addition to the mail-order service provided by the Office of the Superintendent 
of Documents, U.S. Government Printing Office, there are retail bookstores in 
Washington, D.C., and several cities throughout the United States, each of which 
has in stock approximately 1,500 of our most popular titles. You are invited to 
stop in any time. The locations of these stores are shown below: 


Atlanta Bookstore 

Room 100, Federal Building 
275 Peachtree Street NE. 
Atlanta, Georgia 30303 
Telephone: (404) 221-6947 


Birmingham Bookstore 

9220 Parkway East-B 
Roebuck Shopping City 
Birmingham, Alabama 35206 
Telephone: (205) 254-1056 


Boston Bookstore 

Room G-25 

John F. Kennedy Federal Building 
Sudbury Street 

Boston, Massachusetts 02203 
Telephone: (617) 223-6071 


Chicago Bookstore 

Room 1463—14th Floor 

Everett McKinley Dirksen Building 
219 South Dearborn Street 
Chicago, Illinois 60604 
Telephone: (312) 353-5133 


Cleveland Bookstore 

First Floor 

Federal ey 

1240 East 9th Street 
Cleveland, Ohio 44199 
Telephone: (612) 522-4922 


Columbus Bookstore 
Federal Office Building 

200 North High Street 
Columbus, Ohio 43215 
Telephone: (612) 469-6956 


Dallas Bookstore 

Room 1C50 

Federal Building—U.S. Courthouse 
1100 Commerce Street 

Dallas, Texas 75242 

Telephone: (214) 767-0076 


Denver Bookstore 

Room 117 

Federai Building—U.S. Courthouse 
1961 Stout Street 

Denver, Colorado 80294 
Telephone: (303) 837-3964 


Detroit Bookstore 

Patrick V. McNamara Federal Building 
477 Michigan Avenue, Suite 160 
Detroit, Michigan 48226 

Telephone: (313) 226-7816 


Houston Bookstore 

45 College Center 

9319 Gulf Freeway 
Houston, Texas 77017 
Telephone: (713) 226-5453 


Jacksonville Bookstore 
Room 158 

Federal Buildin 

400 West Bay Street 
Jacksonville, Florida 32202 
Telephone: (904) 791-3801 


Kansas City Bookstore 

Room 144, Federal Office Building 
601 East 12th Street 

Kansas City, Missouri 64106 
Telephone: (816) 374-2160 


U.S. Government Bookstore 
ARCO Plaza, C Level 

505 South Flower Street 
Los Angeles, Calif. 90071 
Telephone: (213) 688-5841 


Milwaukee Bookstore 

Room 109 

Federal Building 

519 East Wisconsin Avenue 
Milwaukee, Wisconsin 53202 
Telephone: (414) 219-1304 


New York Bookstore 

Room 110, Federal Building 
26 Federal Plaza 

New York, New York 10007 
Telephone: (212) 264-3825 


Philadelphia Bookstore 
Federal Office Building 
Room 1214 

600 Arch Street 
Philadelphia, Pennsylvania 
Telephone: (215) 597-0677 


Pittsburgh Bookstore 

Room 118, Federal Building 
1000 Liberty Avenue 
Pittsburgh, Pennsylvania 15222 
Telephone: (412) 261-7165 


Pueblo Bookstore 

World Savings Building 

720 North Main Street 
Pueblo, Colorado 81003 
Telephone: (303) 544-3142 


Pueblo Distribution Center 
Public Docs. Distribution Center 
P.O. Box 4007 

Pueblo, Colorado 81003 
Telephone: (303) 544-5277 


San Francisco Bookstore 

Room 1023, Federal Office Building 
450 Golden Gate Avenue 

San Francisco, California 94102 
Telephone: (415) 556-0643 


Seattle Bookstore 

Room 194 

Federal Building 

915 Second Avenue 
Seattle, Washington 98174 
Telephone: (206) 442-4270 


Washington, D.C., Area 
Bookstores 


U.S. Government Printing Office 
710 North Capitol Street 
Washington, D.C. 20402 
Telephone: (202) 275-2091 


Department of Commerce 
Room 1604, First Floor 
14th & E Streets NW. 
Washington, D.C. 20230 
Telephone: (202) 377-3527 


Department of State 

Room 2817, North Lobby 
21st and C Streets NW. 
Washington, D.C. 20520 
Telephone: (202) 632-1437 


Farragut West Bookstore 
Matomic Building 

1717 H Street, NW 
Washington, D.C. 20555 
Telephone: (202) 653-5075 


Health and Human Services Bookstore 
Room 1528 

330 Independence Ave., SW 
Washington, D.C. 20201 

Telephone: (202) 472-7478 


Laurel Bookstore 

8660 Cherry Lane 

Laurel, Maryland 20810 
Telephone: (301) 953-7974 


Pentagon Bookstore 

Main Concourse, South End 
Washington, D.C. 20301 
Telephone: (703) 557-1821 
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Preface 


In response to requests by the library community and the Depository Library Council to the 
Public Printer, the Assistant Public Printer (Superintendent of Documents) in the summer of 1974 
directed the Library Division to join the Ohio College Library Center’s on-line cataloging 
network, convert to the MARC format, and catalog according to Anglo-American cataloging 
rules (AACR). 

The Monthly Catalog uses AACR 2 description and name headings. Subjects are derived 
from Library of Congress Subject Headings 9th edition and its supplements. The catalog consists of 


text and seven indexes—author, title, subject, series/report number, contract number, stock 
number and title keyword. 


The Government Printing Office considers the Monthly Catalog to be an evolving publica- 
tion. Its scope and timeliness will continue to be of prime importance. 
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Users’ Guide 


ABBREVIATIONS 


addition, addendum, addenda 
amendment, amendments 
appendix, appendixes 

book, books 

change 

chapter, chapters 

Congress 

Department 

document 

facsimile, facsimiles 

fiscal year 

Greenwich hour angle 
House 

House concurrent resolution 
House document 

House executive document 
House joint resolution 
House of Representatives, House bill 
House resolution 

House report 

illustration, illustrations 
inch, inches 

number, numbers 












































page, pages 

plate, plates 

portrait, portraits 

part, parts 

reprint 

revised 

report 

Senate, Senate bill 
Senate concurrent resolution 
Senate document 
Senate executive document 
Senate executive report 
Senate joint resolution 
Senate resolution 
Senate report 

section, sections 
session, sessions 

sub part 

summary 

supplement 

transmittal 

volume, volumes 


Common abbreviations for the names of States, months, etc., are also used. 


LIST OF GOVERNMENT AUTHORS 


The alphabetical list in the preliminary pages locates the catalog sequence of documents issued by a 
specific agency. This list is compiled each month and includes only Government authors of documents 
received and cataloged during that time span. 


INDEXES 


Entries in the Monthly Catalog are indexed for access by author, title, subject, and series/report: 


Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and 
conferences. 


Title index: An alphabetical list of titles, series titles, and sub- or alternate titles. 
Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 
Series/report index: An alphabetical list of report numbers and series statements. 


Contract number index: An alpha-numeric list of contract, grant and project numbers associated with 
technical report publications. 


Stock number index: A numerical list of Superintendent of Documents stock numbers. 


Title keyword index: An alphabetical list of important words selected from information in the title 
fields. 


A margin index on the back cover locates the seven listings. Cumulative indexes are published semi- 


annually and annually. Titles in all indexes are followed by the text entry number where more detailed 
information is available. 


PRELIM. 12 








B 4 


Mi I 


€l ‘(WITd ad 


| MONTHLY CATALOG '- ENTRY 
| NO.—The entry number is assigned 
| after the records are arranged 
| alphanumerically by the Superintendent 
| of Documents classification number. 
| The first two digits establish the. year; 
| the last four digits locate the record in 
|_the Catalog. 


| 

| MAIN ENTRY—A main entry may be 

| a personal author, a corporate author, a 
conference, uniform title, or the 
document title, as established by the 
Anglo-American Cataloging Rules. 


TITLE PHRASE/STATEMENT OF 
RESPONSIBILITY—Title phrase and 
author statement are recorded from the 
title page or its substitute. Material in 
brackets is supplied from other sources. 


IMPRINT—The imprint contains place 
of publication, issuing agency, and date 
of issue. Includes name of distributor if 
different from issuing agency. 


COLLATION—Collation notes pages, 
illustrations, and size. 


SUBJECT HEADINGS (Arabic 
numerals)—Headings are selected from 
Library of Congress subject headings. 
Some NAL and NLM subjects may be 
used. NLM subjects will be indicated 
by an asterisk (*). NAL subjects will be 
indicated by a dagger (t). 


LIBRARY OF CONGRESS CLASS 
NO.—This is given when it is available 
from the Library of Congress. 

DEWEY CLASS NO.—Dewey class is 


given when it is available from the 
Library of Congress. 


SAMP 


83-0123 
Al 


Creighton, C. S. (Ch 
Control of cat 
[prepared by S 
Administration. 
D.C.? : The Adm 
the Supt. of Docs 
1981. 

23. p. : 23 Om 
(United States, De 
2271)*This bulle 
bulletin no. 2099, 
on commercial 
(microfiche)'>S/N 


1. Cabbage—Di 
States. 2. Cater 
States. 

Education Admi 
Series : Farmers’ 


SB : 
334.76/0664 GCL‘ 


OCLC NO.—This is the number 
assigned by the OCLC to identify this 
record in the data base. 





PLE ENTRY 


A 1.9:2271 


(Charles S.), 1926- 
caterpillars on cabbage / 
Science and Education 
.] —*1981 ed. ashington, 
Administration : For sale by 


Jocs., U.S. G.P.O., 1980 i.e. 


cm. —*(Farmers’ bulletin 
, Dept. of Agriculture) ; no. 
ulletin supersedes Farmers’ 
099, Control of Caterpillars 
ial 
S/N 001-000-04185-1 $1.50- 
Diseases and pests—United 
aterpillars—Control— United 
nited States. Science and 
Iministration. II. Title. III. 
ers’ bulletin (United States. 
ulture) ; no. 2271. 
55a 1981 
CLC 8203702 


80-603339 


SUPT. OF DOCS. CLASS NO.—This 
is the number assigned by the GPO 
Library to identify the document 
cataloged. 


EDITION—The edition is recorded 


from information in the document. 


SERIES STATEMENT—This | iden- 
tifies the series title and number. 


NOTES—Notes include _ additional 
bibliographic information about the 
publication, including funding 
information for technical reports. 


ITEM NO.—This document’ was 
distributed to depository _ libraries 
requesting this item number 
(microfiche) indicates document was 
distributed in microfiche. 


STOCK NO.—This is a Government 


Printing Office sales stock number. It is 
used only in ordering from the 
Superintendent of Documents. 


PRICE—GPO sales price. 


i 
ADDED ENTRIES (Roman 
numerals)—When the Government 
publisher is not a main entry. it is 
included with added entries. 


| 


LIBRARY OF CONGRESS CARD 
NO.—Included for libraries ordering 
printed cards from the Library of 
Congress. 





GENERAL INFORMATION 


The Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 20402, is 
authorized by law to sell copies of government publications. The Superintendent of Documents currently 
sells 17,000 titles, which are only a small portion of the publications that have been issued by the Federal 
Government. Not every title that is listed in the Monthly Catalog is sold by GPO. 


The prices of all U.S. Government publications sold by the Superintendent of Documents are 
established by the Public Printer in accordance with Title 44 of the United States Code. Prices are subject 
to change without notice. The prices charged on your order will be those in effect at the time your order is 
processed, with the exception of prices quoted from the GPO order desk. (A telephone quote number will 
be provided at that time which guarantees the price for 90 days.) As it is not feasible to manually correct 
the prices in the publications affected by price changes, the prices charged on your order may differ from 
those printed in the publications and in the Monthly Catalog. 


THE GPO PUBLICATIONS REFERENCE FILE 


The GPO Sales Publications Reference File (PRF) is a 48x microfiche catalog of publications sold by 
the Superintendent of Documents. The PRF is issued on a bi-monthly subscription basis and lists all 
publications and subscription services currently for sale by the Superintendent of Documents. Forthcoming 
sales items and items that have been out-of-print—GPO for up to two years are also included in the PRF. 


Each PRF issue consists of approximately 390 microfiche and is sent to subscribers and depository 
libraries six times a year in January, March, May, July, September, and November. Monthly supplements 
to the PRF, entitled GPO New Sales Publications, consist of one or two microfiche. Each supplement lists 
all new publications added to the active sales inventory during the preceding month. 


The PRF is arranged in three sequences: 
1. By Government Printing Office stock numbers 
2. By Superintendent of Documents classification numbers 


3. By alphabetical arrangement of subjects, titles, agency series and report numbers, keywords and 
phrases, and individual authors. 


The PRF may be purchased as a subscription service, or by single issue. 
THE OUT-OF-PRINT GPO PUBLICATIONS REFERENCE FILE (OUT-OF-PRINT GPO PRF) 


The Out-of-Print GPO PRF provides in-house users and subscribers with access to historical records 
of out-of-print publications. This research tool is useful in tracing the history of sales titles and in 
identifying old titles once part of the Sales Program. 


Records for this microfiche product are generated at the beginning of each calendar year when 
several thousand GPO titles are deleted from the active file of the PRF and are issued as a sales item. 
Records in the Out-of-Print PRF include titles that have been unavailable for sale for 12 months or more. 


The first issue of the Out-of-Print PRF sold to subscribers was made available in 1980 as the 
Exhausted GPO Publications Reference File (EPRF). The title of this issue reflected the stock status 
“exhausted” and included over 25,000 titles arranged in alphabetical sequence. The second issue for 1982 


was later superseded by a cumulation for the years 1981 and 1982. The total number of records up to the 
present time is approximately 40,000. 
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Beginning with the 1983 issue, the title will be changed to reflect the new status, “out-of-print”. This 
new issue will supplement those of 1980 and 1981-1982. 


Copies of out of print publications listed on the EPRF and Out-of-Print GPO PRF can be found in 
regional Federal depository library collections. Copies of certain technical publications no longer sold by 
the Superintendent of Documents may usually be obtained by writing to: 


National Technical Information Service 
5285 Port Royal Road 
Springfield, VA 22161 


SUBJECT BIBLIOGRAPHIES AND INDEX 


At present the Superintendent of Documents does not publish a complete hard copy listing of all titles 
that are for sale. Most of the available titles appear in the more than 250 subject bibliographies that are 
prepared by this Office. The subject bibliographies list publications and subscriptions on a single subject, or 
on a specific field of interest. Each entry is listed by title, GPO stock number, and price. The bibliogra- 
phies also provide a brief description of some of the publications and subscriptions listed, and ordering 
information. The Superintendent of Documents has also prepared a Subject Bibliography Index to assist 
customers in selecting the subject bibliography that most closely relates to their needs. Prices of publica- 
tions listed in the subject bibliographies are subject to change without notice. 


The Subject Bibliography Index and the subject bibliographies are free and may be obtained by 
writing to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


GOVERNMENT PERIODICALS AND SUBSCRIPTION SERVICES, PRICE LIST 36 


Government Periodicals and Subscription Services, Price List 36 is a free catalog available upon request 
from the Superintendent of Documents. This catalog lists over 500 subscription services that are published 
by more than 40 Federal agencies and sold by the Superintendent of Documents. Each issue also lists the 
changes in subscription services that have occurred since the last edition of Price List 36 was published. 
These revisions include new subscription services, subscriptions that have been discontinued, changes in 
subscription titles and the latest prices. All changes are listed under “General Information” in the 
preliminary pages. A subscription order form and ordering information are provided on the last two pages. 
Retention information (the number of available back issues retained for single copy sale) is included in the 
text entries of Price List 36 following the single copy price. Price List 36 is revised and issued quarterly 
(Winter, Spring, Summer and Fall). Prices of all subscription services are subject to change without 
advance notice. To obtain a copy of Price List 36, write to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


CONSUMER INFORMATION CATALOG 


The Consumer Information Center was established in 1970 by presidential order to increase public 
awareness of consumer information released by Federal agencies. A catalog of consumer publications, 
published four times a year by the Center, lists booklets from nearly 30 agencies of the Federal Govern- 


ment. Approximately 40% of these publications are free upon request. A $/.00 user fee is charged for orders 
of more than one free item. 
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The Consumer Information Center does not maintain a mailing list for individual copies of the 
Consumer Information Catalog. However, the Center does maintain a bulk mailing list for educators, 
libraries, consumer and non-profit groups who wish to receive 25 or more copies of the catalog quarterly. 
A Spanish-language edition of the catalog is also available, by individual copy or by bulk. To obtain a 
copy of the catalog or an application to be placed on the bulk list, write to: 


Consumer Information Center 
Pueblo, Colorado 81009 


U.S. GOVERNMENT BOOKS 


This illustrated catalog provides annotations of nearly 1,000 of the Government’s best-selling publica- 
tions and subscriptions. The catalog is revised quarterly with most entries carried over. Single copies of the 
catalog are available free of charge and may be obtained by writing to: 


NEW CATALOG 
Superintendent of Documents 
Washington, D.C. 20402 


NEW BOOKS 


New Books is a bi-monthly listing of all the new sales publications received by the Superintendent of 
Documents within the intervening two month period. New Books is designed primarily for use by people in 
professional and technical fields, announcing publication information in a timely manner. To be placed on 
the free mailing list to receive New Books, write: 


Superintendent of Documents 
Washington, D.C. 20402 


DIALORDER 


Information on U.S. Government Printing Office sales items, as well as all subject bibliographies and 
catalogs, listed on the Publications Reference File, can be found through the Lockheed DIALOG system. 
DIALOG is a computerized reference system available from the Lockheed DIALOG Retrieval Service of 
Palo Alto, California, and the U.S. Government Printing Office is one of the over 190 data bases that can 
be accessed by this system. DIALOG subscribers can search any of these data bases by using their own 
terminal, and take advantage of computerized research methods. 


An additional service, called DIALORDER, is available for a slightly higher fee. Subscribers to 
DIALORDER can place an order with the U.S. Government Printing Office directly by computer, 


however there are special charges for this service. Customers requesting information on DIALOG/ 
DIALORDER should contact: 


Lockheed DIALOG Information Retrieval Service 
3460 Hill Avenue 
Palo Alto, California 94304 


Telephone: 800-227-1960 (In the U.S., except California) 
800-982-5838 (In California) 
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STANDING ORDER SERVICE 


Certain publications or series of publications that are published annually are now available on a 
standing order basis. Customers who wish to use this service must maintain a Superintendent of Docu- 
ments deposit account, or a VISA or MasterCard account. Under the standing order service, customers 
will be placed on a specific standing order list upon request and will receive publications associated with 
the list as they become available. GPO mails these publications to customers and charges their accounts. If 
funds are not available at the time of shipment, the customer is notified that no shipment will be made. 
Subscription services are not offered on a standing order basis. To receive a publication on standing order, 
customers must submit GPO Form 3468, “Authorization for Standing Order Service”. This form and a list 
of standing order titles are available free of charge from the Superintendent of Documents. For more 
information on standing orders, write: 


Department 40 

Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


CONGRESSIONAL PUBLICATIONS 


The following Congressional materials are available from the Superintendent of Documents on a 
subscription basis: House and Senate Hearings, Public Bills, Reports on Public Bills, Private Bills, Reports 
on Private Bills, House and Senate Documents, Private Laws, Public Laws. 


In most cases, single copies of these publications are not sold. Items which are not available for sale, 
may be obtained from the House and Senate Documents Rooms at the U.S. Capitol, Washington, D.C. 


20515 (House) and 20510 (Senate) or from the issuing congressional committee. Sales items, including some 
committee prints, are identified with price and stock number in the individual entries in the Monthly 


Catalog. Prices on sales items are subject to change without notice. Current price information is available 
from the Superintendent of Documents. 


FEDERAL DEPOSITORY LIBRARY PROGRAM 


To help fulfill its responsibility to inform the public on the policies and programs of the Federal 
Government, Congress has established the Depository Library Program. Chapter 19 of title 44 of the U.S. 
Code is the authority for the establishment and operation of the depository program. Under this program, 
Government publications are made available to designated depository libraries. In order to provide the 
general public with greater access to Government publications, these libraries are located in each State and 
congressional district. There are currently over 1,350 depository libraries. Of this number, 50 have been 
designated as regional depositories. The regional libraries assume the responsibility of retaining depository 
material permanently and of providing inter-library loan and reference service in their regions. They also 
assist selective depository libraries with the disposal of unwanted material. Copies of documents no longer 
available through the GPO Sales Program can usually be found in regional Federal depository library 


collections. See the following page for a list of regional Federal depository libraries. To obtain a complete 
list of the depository libraries, write to: 


Superintendent of Documents 


U.S. Government Printing Office 
Washington, D.C. 20402 
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SEND NO CHECKS OR ORDERS TO THESE LIBRARIES. SEND NO CHECKS OR ORDERS TO THESE LIBRARIES. 
FEDERAL DEPCSITORY LIBRARY PROGRAM 


The Federal Depository Library Program provides Government publications to designated libraries throughout 
the United States. The Regional Depository Libraries listed below receive and retain at least one copy of nearly every 
Federal Government publication, either in printed or microfilm form for use by the general public. These libraries 
provide reference services and inter-library loans; however, they are not sales outlets. You may wish to ask your local 
library to contact a Regional Depository to help you locate specific publications, or you may contact the Regional 


Depository yourself. 


ARKANSAS STATE LIBRARY 
One Capito! Mail 

Little Rock, AR 72201 

(501) 371-2326 


AUBURN UNIV. AT MONTGOMERY 


LIBRARY 
Documents Department 
Montgomery, AL 36193 
(205) 279-9110, ext. 253 


UNIV. OF ALABAMA LIBRARY 
Documents Dept.—Box S$ 
University, AL 35486 

(205) 348-736 


DEPT. OF LIBRARY, ARCHIVES 
AND PUBLIC RECORDS 

Third Floor—State Cap. 

1700 West Washington 

Phoenix, AZ 85007 

(602) 255-4121 


UNIVERSITY OF ARIZONA LIB. 
Government Documents Dept. 
Tucson, AZ 85721 

(602) 626-5233 


CALIFORNIA STATE LIBRARY 
Govt. Publications Section 

P.0. Box 2037 

Sacramento, CA 95809 

(916) 322-4572 


UNIV. OF COLORADO LIB. 
Government Pub. Division 
Campus Box 184 

Boulder, CO 80309 

(303) 492-8834 


DENVER PUBLIC LIBRARY 
Govt. Pub. Department 

1357 Broadway 

Denver, CO 80203 

(303) 571-2131 


CONNECTICUT STATE LIBRARY 
Government Documents Unit 

231 Capitol Avenue 

Hartford, CT 06106 

(203) 566-4971 


UNIV. OF FLORIDA LIBRARIES 
Library West 

Documents Department 
Gainesville, FL 32611 

(904) 392-0367 


UNIV. OF GEORGIA LIBRARIES 
Government Reference Dept. 
Athens, GA 30602 

(404) 542-8951 


UNIV. OF HAWAII LIBRARY 
Govt. Documents Collection 
2550 The Mal) 

Honolulu, Hi 96822 

(808) 948-8230 

UNIV. OF IDAHO LIBRARY 
Documents Section 

Moscow, ID 83843 

(208) 885-6344 
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ILLINOIS STATE LIBRARY 
Information Services Branch 
Centennial Buildin 
Springfield, IL 62706 

(217) 782-5185 


INDIANA STATE LIBRARY 
Serials Documents Section 
140 North Senate Avenue 
Indianapolis, IN 46204 
(317) 232-3686 


UNIV. OF IOWA LIBRARIES 
Govt. Documents Department 
lowa City, 1A 52242 

(319) 353-3318 


UNIVERSITY OF KANSAS 
Doc. Collect.—Spencer Lib. 
Lawrence, KS 66045 

(913) 864-4662 


UNIV. OF KENTUCKY LIBRARIES 
Govt. Pub. Department 

Lexington, KY 40506 

(606) 257-3139 


LOUISIANA STATE UNIVERSITY 
Middleton Library 

Govt. Docs. Dept. 

Baton Rouge, tA 70803 

(504) 38 2570 


LOUISIANA TECHNICAL UNIV. 
LIBRARY 

Documents Department 

Ruston, LA 71272 

(318) 257-4962 


UNIVERSITY OF MAINE 

Raymond H. Fogler Library 

Tri-State Regional Documents 
Depository 

Orono, ME 04469 

(207) 581-1680 


UNIVERSITY OF MARYLAND 
McKeldin Lib.—Doc. Div. 
College Park, MD 20742 

(301) 454-3034 


BOSTON PUBLIC LIBRARY 
Government Docs. Dept. 
Boston, MA 02117 

(617) 536-5400 ext. 226 


DETROIT PUBLIC LIBRARY 
Sociology Department 
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HOW TO ORDER PUBLICATIONS 


AVAILABILITY OF PUBLICATIONS 


Unless otherwise indicated, publications listed in this catalog are distributed by the issuing office 
which appears immediately before the publication date in each entry. Publications that are sold by GPO 
are indicated by a “For sale by the Supt. of Docs.” statement in the text entries. The GPO stock number 
(S/N) and the price of the publication at the time the publication was listed in the Monthly Catalog are 
included in the entry under the item number. (See the sample entry on page V.) Entries for publications 
that are sold by the National Technical Information Service include a statement to that effect. Additional 
information necessary for procuring documents appears above or within the text entries. Do not use the 
Library of Congress card number in ordering publications. 


ORDERING DOCUMENTS FROM THE GOVERNMENT PRINTING OFFICE 


A. General Information 


1. 


a. 


6. 


Publications that are sold by the Superintendent of Documents may be ordered directly from the 
Office of the Superintendent of Documents, U.S. Government Printing Office, Washington, D.C., 
20402. 


. Customers may submit orders for publications (please use GPO stock numbers and titles) on the 


order form found in the front of the catalog. Additional order forms are available from the 
Superintendent of Documents by requesting stock number 021-000-34309-9 and the quantity re- 
quired. There is no charge for ordering these forms. 


. Customers requesting subscription services, or single issues of a subscription service, should refer to 


the Serials Supplement or to Government Periodicals and Subscription Services, Price List 36. 


. Customers may order by phone. The order desk is open from 8:00 A.M. to 4:00 P.M. Monday 


through Friday, and will accept orders charged to a Superintendent of Documents Deposit Account 
or to a VISA/MasterCard Account. The order desk phone number is 202-783-3238. 

Customers with teletype equipment can also charge orders to a deposit account or credit card 
account by dialing the GPO TWX #710 822-9413; ANSWER BACK USGPO WSH. 

Customers on the DIALOG system may transfer their orders via DIALORD. 


B. Ordering Publications 


1. 


rs 


Order publications by GPO stock number whenever possible. The stock number format is 000-000- 
00000-0. Include the complete title for each publication requested. 

If a GPO stock number does not appear in a Monthly Catalog text entry, that means that the 
publication is not sold by the Government Printing Office and cannot be ordered from the Superin- 
tendent of Documents. 


. Stock number, current price, and information regarding stock status is available from the order desk 


in Washington, D.C. (202-783-3238, a non-FTS commercial number.) 


. Congressional documents and reports:that are sold by GPO should be ordered by the stock number 


and title together with the document or report number and the session of Congress, e.g., Y 1.1/ 
7:96-1. (House document—96th Congress, Ist session; no. 1.) 
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5. Please indicate clearly on your order if you want the previous edition of a particular publication and 
not the newer edition. If you want the latest edition of a publication, indicate this also. 

6. A 25 percent price discount is allowed for purchases of 100 or more copies of a single publication 
that are mailed to one address. Bookdealers buying for the purpose of resale will receive the same 
25 percent discount, regardless of quantity, if the publications are mailed to their place of business. 
No discount is allowed when the publications are mailed to a third party unless the order is for 100 
or more copies of a single publication. Also no discount is allowed on several periodicals or groups 
of publications which fall into a special pricing category. 


C. How to Remit 


Checks 


1. All remittances for GPO sales documents should be by check or money order made payable to the 
Superintendent of Documents. Please do not send currency or coin. 


VISA/MASTERCARD 


The Superintendent of Documents is accepting orders to be charged to a valid VISA or MasterCard 
account. Customers who wish to use one of these services should furnish their credit card number and 
the date of expiration. 


Deposit Account 


Customers who make frequent purchases from the Superintendent of Documents will find a deposit 
account a convenient method for ordering publications and subscriptions. 


1. A minimum deposit of $50 is required to open a deposit account. Upon receipt of your remittance 
by this Office, you will be assigned a unique deposit account number against which you may place 
future orders. A positive balance must be maintained in your account in order to place future 
deposit account orders. Requests to open a deposit account should be submitted separately and 
addressed to the Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 
20402. Customers should send all deposits to their accounts separately from orders. 


. Be sure to include your deposit account number when placing deposit account orders. 


. You will receive a monthly statement regarding the status of your deposit account provided there 
has been activity on the account during the previous month. The statement will indicate all charges 
made against the account during the month and the remaining balance. An account with a positive 
balance may be closed upon a customer’s written request. 


. We suggest that deposit account customers maintain a balance sufficient to cover three months’ 


purchases to assure prompt processing of their orders and to avoid the necessity of forwarding 
frequent deposits. 


D. Additional Remittance Information for International Customers 


1. Customs and international mailing regulations require special handling of all orders that are mailed 
outside of the United States. The Superintendent of Documents charges an additional 25 percent of 
the current domestic selling price of a publication or subscription service to cover the special 
handling charges. We also require that remittance be made in advance of shipment. We request that 
all correspondence with this Office be in English. 
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. International customers should remit by International Postal Money Order, by a check or money 
order, in U.S. dollars, from a bank in Canada, the United States or its possessions. (Please note: In 
accordance with United States Department of the Treasury regulations, we cannot accept checks or 
money orders drawn on Canadian banks for amounts of less than four U.S. dollars ($4.00). If your 
order is less than $4.00, we suggest that you use your VISA or MasterCard.) We cannot accept 
drafts from foreign branches of an American bank. Orders received with postage stamps, Interna- 
tional Response Coupons, or foreign currency are not acceptable and will be returned unprocessed. 


. To guarantee the price of a publication for purchase at a future date, customers may request a pro 
forma invoice. This invoice quotes the title of the publication, its price, and special handling 
charges. It is valid for 90 days from the date of the quote. 


. Unless otherwise specified by the customer, shipments for international orders will be sent surface 
mail. Airmail rates for publications vary according to the weight of the shipment and its destination. 
Airmail rates for individual issues of subscription services remain constant through the term of the 
service. The Superintendent of Documents recommends that international customers request airmail 
service for dated periodical subscription services. Information on airmai] rates may be obtained by 
telephone (202-783-3238), telex (TWX #710 822-9413 ANSWER BACK USGPO WSH) or by 
mail. 


REMINDER: Prices of publications are subject to change without notice and the prices charged on 
your order will be those in effect at the time your order is processed, with the exception of those who 
have requested a pro forma invoice in advance or have obtained a valid price quote. 


DIRECTORY FOR ORDERING ASSISTANCE 


. Telephone Order and Information Section (order desk) (202) 783-3238 
(general ordering information) 

. Congressional Information Desk (202) 275-3030 
(information on Congressional publications) 

. Publication Service Section (202) 275-3050 
(publication complaints) 

. Subscription Research Section (202) 275-3054 
(subscription complaints) 

. Deposit Account Section (202) 275-2481 
(complaints regarding charges or deposits) 
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LIST OF SPECIAL MATERIALS 


Errata sheets, change notices, binders, and other materials not warranting a separate bibliographic description are listed below. The list is in Supt. of Docs. classification number 
order. Each entry in the list includes title, date, Supt. of Docs. item number, stock number, and price, as applicable. 


A 68.6/4:810/issue 10.6........:cccecseseeseeeees 


A 68.6/4:901 /issue 0.3 .........:cccceeeseeeeeeee 


A 92.11:984/3/errata 
C 3.2:D 26/7/984 


C 3.2:T 68/7/984-2 
C 3.204:82-32/errata 
C 3.204:82-34/errata 
C 3.204:82-40/errata 
D 1.6/2:P 43/98 1/CB.9 .......ccccccceeesseseeeeees 





D 7.6/4:D 26/V.1/982/CH.7 ....sccseeseseeseeees 


D 7.6/4:D 26/v.9/982/ch.6 





Telecc ications engineering and construction manual, section 810, electrical protec- 
tion of electronic analog and digital central office equipment, issue no. 6. September 
1983. @lItem 116-A-2. 

Telecc ications engineering and construction manual, section 901, fundamentals of 
carrier transmission, issue no. 3. September 1983. @Item 116-A-2. 

Errata: vegetables, Vg 3-1. April 20, 1984. @lItem 24-F. 

Census Bureau training course. 1980 census data: an intermediate workshop, Alexandria, 
Virginia, November 14-15, 1984. [notice] @Item 146. 

Census Bureau training courses, September-December 1984. [notice] @Item 146. 

County business patterns. New Jersey. 1982; issued June 1984. @Item 133-A-30. 

County business patterns. New York. 1982; issued June 1984. @Item 133-A-32. 

County business patterns. Pennsylvania. 1982; issued June 1984. @lItem 133-A-38. 

Personnel policy manual for nonappropriated fund instrumentalities. April 30, 1984. 
@ltem 306-A. 

Defense Integrated Data System (DIDS) procedures manual. Vol. 1. April 2, 1984. 
@ltem 314-A. 








D7.6/4:Mi SO/SPSTTLCI.ES .o..0as-s.csecessqenseses 
Ds 7.6788 109.1 £5/CH.4 .....0:5---apercrsseresnecsnees 


FFG Mar POP CIE Osoossscsescsesscsssescacasoisssesenses 


BO TiGP Ef OOS cesacsssecsdcesenssoessscctncesenassns 
D 101.2:H 62/2/form 


BRO I ACNIGN 60esessssecesesssonssiensasaages 


D 101.11:5-5420-226-20 P/ch.1............0. 


D 101.11:9-1430-601-20-1/ch.I 01 
D 101.11:9-1430-601-20-2/ch.I 01 
D 101.25:9-4910-509-S0/ch.1........seeeseeees 


D 101.25:9-4931-384-SO0/cH. 1.0... cece 
D 101.25:9-4935-504-50-2/ch.1 0... 


D 101.25:9-6625-104-35/ch. 1.0... cee 
D 101.25:9-6625-1963-35/cH.1 oo. eee 


D 103.53:M-294/errata 


FER SG/2:8260;5 B/ER.G 0. occ cccccscesoesns 


Deft Integrated Data System (DIDS) procedures manual. Vol. 9. July 2, 1984. @Item 
314-A. 

Military standard contract administration procedures. July 1, 1984. @Item 314-A. 

Contract administration manual for contract administration services. Change 4. June 19, 
1984. @Item 314-A. 

MILSTRIP routing identifier and distribution codes. DoD 4140.17-M, supp. 1. Change no. 
6. July 1, 1984. @Item 314-A. 

Military standard requisitioning and issue procedures. May 1, 1984. @lItem 314-A. 

Twice the citizen: a history of the United States Army Reserve, 1908-1983. 1984. @lItem 
325. 

Finance and accounting for installations: civilian pay procedures: financial administration. 
July 1, 1984. @lItem 323. 

Organizational maintenance repair parts and special tools lists for: launcher and M48A5 
tank chassis, transporting: for bridge, armored-vehicle-launched, scissoring type, 
class 60 (5420-01-076-6096) April 25, 1984. @lItem 329. 

Organizational maintenance manual, radar set, semitrailer mounted; AN/MPQ-S3, vol. 1. 
May 15, 1984. @lItem 329. 

Organizational maintenance manual, radar set, semitrailer mounted; AN/MPQ-S3, vol. 2. 
May 15, 1984. @Item 329. 

Calibration procedure for distributor cam dwell and engine rpm test set (MIL-T-10357 
and MIL-T-45568). Change 1. June 30, 1982. @lItem 329. 

Calibration procedure for electronic height gage (7904823). June 10, 1975. @lItem 329. 

Calibration instructions phase shifter 4935-00-830-4062 and 4935-00-980-9235. Change 1. 
August 21, 1979. @Item 329. 

Calibration procedure for wave analyzer, Hewlett-Packard model 310A and TS 2333A/ 
USM. May 11, 1984. @lItem 329. 

Calibration procedure for Universal counter/timer Tektronix, model 7D15. April 4, 1983. 
@ltem 329. 

Errata sheet for CERL technical report M-294/ADA 110296, “Pavement maintenance 
management for roads and parking lots.” October 1981. @Item 335-A (micro- 
fiche). 

Electronic fund transfers: amendments to regulation E. December 1982. @lItem 443. 

United States standard for terminal instrument procedures (TERPS). CHG 3. June 3, 1980. 
@ltem 431-C-4. 

United States standard for terminal instrument procedures (TERPS). CHG 6. January 27, 
1984. @ltem 431-C-4. 
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TD 4.8/2:8430.6 B/CR.7 .............cccccscccsscees Air carrier operations inspector's handbook. CHG 7. April 18, 1984. @lItem 431-C-4. 

TD 4.308:Ai 7/3/983/guide/ch.7............. Briefing guide. March 15, 1984. @lItem 431-D-1. 

TD 4.308:F 64/983/cH.2 ........cccscesessesetseees Flight services. CHG-2. August 30, 1983. @lItem 431-D-1. 

TD 4.308:M 59/4/981/CB.S .......ccccccceeeeeees Special military operations. CHG 5. 1984. @lItem 431-D-1. 

TD 4.309:31/amdt.2/errata Errata for the international flight information manual. Vol. 31. Incorporate these corrected 
pages for amendment no. 2. October 1983. @lItem 431-C-18. 

RN SIRF CIR ov niccacccascsscsesensecesseee Change 2 to COMDTINST M16798.5, Commandant notice 16798, Coast Guard Auxiliary 
Air Operations Manual. June 7, 1984. @Item 934-A. 

TD 5.8:P 43/2/ch.17 Commandant notice 1000. CH-17 to the Personnel manual, COMDTINST M1000.6. May 
2, 1984. @ltem 934-A. 

Y 1.1/5:98-308/errata Errata, Miscellaneous tariff, trade, and customs matters. @lItem 1008-C, 1008-D (micro- 
fiche). 

Y 1.1/5:98-466/errata Errata. May 18, 1984. @lItem 1008-C, 1008-D (microfiche). 

Y 3.N 88:10/0525/rev.8/erraia Errata sheet, Safeguards summary event list (SSEL), for NUREG-0525, Rev. 8. April 19, 
1984. @lItem 1051-H-2 (microfiche). 

Y 3.N 88:25/3726/errata Errata sheet, Simulator fidelity and training effectiveness: a comprehensive bibliography 
with selected annotations, for NUREG/CR-3726, PNL-4765, BHARC-400/83/008. 
June 13, 1984. @lItem 1051—-H-11 (microfiche). 

Y 3.N 88:25/3797/errata Note to recipients of NUREG/CR-3797 (PNL-5028). May il, 1984. @lItem 1051-H-11 
(microfiche). 

Y 4.Ar 5/3:S.hrg.98-375/pt.9/errata Errata, Organization, structure and decisionmaking procedures of the Department of 
Defense. @lItem 1034-A, 1034—-B (microfiche). 

Y 4.B 85/2:S.prt.98-82/errata Errata. @lItem 1035-A-1, 1035-A-2 (microfiche). 

Y 4.C 73/7:S.hrg.98-108/errata Errata Sheet. (To accompany Serial no. 98-22, hearing on extension of Daylight Saving 
Time). @lItem 1041-A, 1041-B (microfiche). July 16, 1983. 

Y 4.En 2:S.hrg.98-595/errata Errata, Imposing specific directives on the Bonneville Power Administration. @lItem 
1040-A, 1040-B (microfiche). 

Y 4.J 89/1:C 86/7/983/errata Committee on the Judiciary, U.S. House of Representatives, Erratum. @Item 1020-A, 
1020-B (microfiche). 
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Agency 
Aging Administration. 
Air Force Academy. 
Air Force Department. 
Army Department. 


Bonneville Power Administra- 
tion. 

Comptroller of Currency. 

Defense Department. 


Energy Information Adminis- 
tration. 

Federal Emergency Manage- 
ment Agency. 

Health Care Financing Admin- 
istration. 

Housing and Urban Develop- 
ment Department. 

Internal Revenue Service. 

International Trade Adminis- 
tration. 

Interstate Commerce Commis- 
sion. 

Land Management Bureau. 

Minerals Management Service. 


Mines Bureau. 

National Cancer Institute. 

National Center for Educa- 
tional Statistics. 


National Credit Union Admin- 
istration. 

National Institute of Arthritis, 
Diabetes and Digestive and 
Kidney Diseases. 

National Institutes of Health. 

Navy Department. 

Patent and Trademark Office. 

Public Health Service. 


Reclamation Bureau. 


Small Business Administration. 


Social Security Administra- 
tion. 


New Classification Numbers 


Classification no. 


HE 23.3013:nos. 
D 305.19:Itrs.nos. 
D 301.97:nos. 

D 101.22/9:nos. 
D 101.22/10:nos. 
D 101.106:nos. 
D 101.107:nos. 
E 5.10:date 


T 12.18:v.nos.&nos. 
D 1.71:ltrs.nos. 

D 1.72:date 

E 3.11/7-9:date 


FEM 1.21:CT 


HE 22.8/6-5:nos./ltrs. 


HH 1.97/2:CT/nos. 


T 22.48/2:date 
C 61.28:date 


IC 1.36:nos. 
I 53.35:nos. 
I 72.12:CT/nos. 
I 72.13:date 


I 28.16/3:CT/nos. 


HE 20.3172/2:date/vol. 


ED 1.121/3:date 


NCU 1.6/1:pt.nos. 
HE 20.3322:date 
HE 20.3046/a:CT 
D 201.31:ltrs.nos. 


C 21.12/3:date/nos. 
HE 20.30:v.nos.&nos. 


I 27.1/4:date 


SBA 1.36:date 


HE 3.6/7:trans.nos. 


Title 
Information memorandum. 
Textbook/Coursebook (series). 
Four by six (contin). Issued 7 times a year. 
2A Pamphlet (series). 2A stands for Second Army. 
Pamphlet (series) (Fort George G. Meade). 
USAREC RN (series). RN=Research Note. 
Practical exercise (series). 
Research and development yearbook. 


Quarterly journal (quarterly). 

Headstart (series). 

DOD document identifiers. Designated: DOD 4000.25- 
13-S2. 

Annual prospects for world coal trade. Designated: 
DOE/EIA-0363. 

Posters. 


Medicare intermediary letter. 
Citizen action for affordable housing. 


Chief Counsel Office Directory (semiannual). 
United States trade performance. 


Contract advisory service (summaries) (quarterly). 


Technical reference (series). 

OCS monograph. 

Mineral revenues: Report on receipts from federal and 
Indian leases (annual). 

A Bureau of Mines handbook. 

Cancer treatment symposia (semiannual). 

College costs, basic student charges 2-year and 4-year 
institutions (annual). Combines; ED 1.131: and ED 
1.121/2: 

Advance copy proposed rules and regulations. 


Multipurpose arthritis centers personnel directory. 


LAB animal (separates). 

CNTT (series). 

Index to the U.S. Patent classification (semiannual). 

Public health reports (bi-monthly). See for earlier class: 
HE 20.6011:. Change class with vol. 99, no. 5, Sept.- 
Oct. 1984. 

Summary statistics: Water, land and related data 
(annual). Formerly entitled “Appendix 1, Crop and 
related data, an appendix to the Reclamation Bureau's 
Annual report. Beginning with the 1982 report, Sum- 
mary Statistics will replace Appendix 1. 

Firms in the 8(a) Business Development Program 
(annual). See, for earlier class, SBA 1.2: F 51/ 

Office of hearings and appeals handbook. 
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Tennessee Valley Authority. 
U.S. Information Agency. 
Veterans Administration. 


Wage and Hour Division. 
Water Program Operations 
Office. 
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Y 3.T 26:50/CT 
IA 1.27:CT 

VA 1.23/3-2:date 
VA 1.55/2:nos. 


VA 1.69:nos. 


VA 1.70:CT/nos. 


L 36.210:CT 
EP26CT 


Climatic data base. 
Bibliographies and lists of publications. 
Rehabilitation R&D progress reports (annual). 


Digest, inspector general report to the Congress (semian- 
nual). 

Consolidated address and territorial bulletin (VA station 
addresses, identification numbers, and territorial juris- 
dictions) (annual). 

Maps and atlases. 

Posters. 

Regulations, rules, instructions. 





Catalog 
Nov. 1981 


Oct. 1982 
Jan. 1983 


Apr. 1983 
June 1983 
Sept. 1983 
Dec. 1983 


Feb. 1984 
May 1984 


June 1984 


July 1984 


Aug. 1984 


Entry no. 


81-12776 


82-23100 
83-4182 


83-9516 

83-13930 
83-19197 
83-24356 


84-5629 
84-10577 


84-10985 
84-11833 
84-12459 


84-13859 


84-14461 . 


84-14605 
84-14969 
84-15029 
84-16298 
84-16302 
84-16872 


Title 
The National Conference on 
Weights... 
Natural gas supply . . . 


Federal Employees’ Compensation . . . 


Current awareness in school . . . 
Aerial surveys for manatees . . . 
Graduate social work 

An illustrated guide . . . 


Personal protective equipment . . . 
HDS publications for sale . . . 


Summary of trade . . . 
Ground water recharge . . . 
New and revised chemical . . . 
Interparliamentary Union  Confer- 
ence... 


Medical equipment . . . 


Interactive videodisc . . . 
Flood insurance study . . . 
Flood insurance study . . . 
San Isabel National Forest . . . 
Wood anatomy .. . 

Tests and testing .. . 


Corrections for Previous Monthly Catalogs 


Correction 
Change class to C 13.2:W 42/2. 


Add @ltem 429-T-11 (microfiche). 

Change class to Y 4.L 11/2:C 73/8. This entry is a 
duplicate of entry 07292 listed correctly in April 1976 
Monthly Catalog. 

Change class to HE 20.7026:Sch 6/982. 

Change class to I 49.2:F 66/3. 

Change class to HE 20.5108:G 75. 

Change class to L 35.8:Sa 1/2/983 and @lItem 766-D 
to 745-C-1. 

Change class to L 35.2:P 43 and @Item 766-D to 765. 

The publication is not for sale by the Supt. of Docs. In 
text ignore note relating to sale. 

Change class to ITC 1.11:3-X-24. 

Change class to Y 4.En 2:S.hrg. 98-469. 

Change class to EP 5.8:C 42/983 and @lItem 473-B-1 
to 473-B-2. 

Change class to Y 4.F 76/1:In 8/52/983-2. 


Change class to C 61.9:MED/580/83. This entry is a 
duplicate of following entry 84-14462. 

Change class to ED 1.310/2:230187. 

Change class to FEM 1.209:390402. 

Change class to FEM 1.209:530085. 

Change class to A 13.28:Sa 5 i/3. 

Change second class to A 13.78:FPL-422. 

Change class to ED 1.310/2:229440. 
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List of Government Authors 


ACTION, Washington, DC 20525 





Adjutant General’s Office (Army), Washington, DC 20310 





Aging, Administration on, Washington, DC 20201 








Agricultural Research Service, Washington, DC 20250 
Agriculture Department, Washington, DC 20250 





Air Force Academy, U.S. Air Force Academy, CO 80840 





Air Force Department, Washington, DC 20330. 





American Forces Information Service, Washington, DC 20301 
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ton, D.C.? : U.S. Dept. of Agriculture], 1984. 

15 p.: ill., 2 maps ; 28cm. Caption title. Bibliography: p. 
15. @ltem 79-C-1 

1. Silver Lake (Whatcom County, Wash.) I. Lesher, 
Robin. II. Wasem, Robert. III. United States. Dept. of Ag- 
riculture. IV. Title. OCLC 11041474 


84-20201 


A 13.79:NE-315 
Wiant, Harry V., 1932- 
Relation of biomass to basal area and site index on an 
Appalachian watershed /Harry V. Wiant, Jr., Robert Knight, 
John E. Baumgras. — [Broomall, Pa.] : U.S. Dept. of Agricul- 





ture, Forest Service, Northeastern Forest Experiment Station, 
1984. 

4 p. ; 28 cm.— (Research note NE ; 315) Caption title. 
Bibliography: p. 4. @lItem 83-B-4 (microfiche) 

1. Forest management — Appalachian Region. 2. Water- 
sheds — Appalachian Region. I. Knight, Robert. II. Baum- 
gras, John E. III. Northeastern Forest Experiment Station 
(Broomall, Pa.) IV. Title. V. Series. OCLC 11041440 


84-20202 
A 13.79:NE-316 
McManus, Michael L. 

Effectiveness of artificial bark flaps in mediating migration 
of late-instar gypsy moth larvae /Michael L. McManus and 
Harvey R. Smith. — [Broomall, Pa.?] : U.S. Dept. of Agricul- 
ture, Forest Service, Northeastern Forest Experiment Station, 
1984. 

4 p. : ill. ; 28 cm.— (Research note NE ; 316) Caption 
title. Bibliography: p. 4. @lItem 83-B-4 (microfiche) 

1. Gypsy-moth — Control — United States. I. Smith, 
Harvey R. II. Northeastern Forest Experiment Station 
(Broomall, Pa.) III. Title. IV. Series. OCLC 11041453 


84-20203 
A 13.79:PSW-358 
Bergman, James A. 

Two standard precipitation gages and the gamma transmis- 
sion snow gage : a Statistical comparison /James A. Berg- 
man. — Berkeley, CA : U.S. Dept. of Agriculture, Forest 
Service, Pacific Southwest Forest and Range Experiment Sta- 
tion, [1982] 

7 p. : ill. ; 28 cm.— (Research note PSW ; 358) Caption 
title. Distributed to depository libraries in microfiche. “De- 
cember 1982.” Includes bibliographical references. @Item 
83-B-4 (microfiche) 

1. Precipitation gauges. I. Pacific Southwest Forest and 
Range Experiment Station (Berkeley, Calif.) II. Title. III. 
Series. OCLC 10989730 


84-20204 
A 13.87/3:00008 
Warrington, Gordon. 

REGIM4 : a deterministic soil water balance model /by 
Gordon E. Warrington and James D. Weatherred. — Fort 
Collins, Colo. : Watershed Systems Development Group, U.S. 
Forest Service, 1984- 

1 v. (loose-leaf) : ill. ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “August 1983.” Bibliog- 
raphy: p. 43-45. @lItem 83-B-2 (microfiche) 

1. Soil moisture — United States — Mathematical models. 
2. Plant-soil relationships — Mathematical models. I. United 
States. Forest Service. Watershed Systems Development 
Group. II. Title. OCLC 11037443 


84-20205 
A 13.88:NE-87 
Reynolds, Hugh W. 

A sample plant design for system 6 /Hugh W. Reynolds 
and Bruce G. Hansen. — Broomall, Pa. : U.S. Dept. of Agri- 
culture, Forest Service, Northeastern Forest Experiment Sta- 
tion, 1984. 


8 p. : ill. ; 28 cm.— (General technical report NE ; 87) 


Distributed to depository libraries in microfiche. 
phy: p. 8. @lItem 83-B-6 (microfiche) 

1. Timber — Electronic data processing. 2. Factories — 
Design and construction — Electronic data processing. I. 
Hansen, Bruce G. II. Northeastern Forest Experiment Sta- 
tion (Broomall, Pa.) III. Title. IV. Series. OCLC 
10953303 


Bibliogra- 


Government Publications — October 1984 


84-20206 
A 13.88:NE-90 

Research in forest productivity, use, and pest control : proceed- 
ings of a symposium held at the University of Vermont, 
Burlington, September 16-17, 1983, in recognition of contribu- 
tions by women scientists /sponsored by USDA Forest Serv- 
ice, Northeastern Forest Experiment Station, University of 
Vermont, School of Natural Resources ; edited by Margaret 
M. Harris, Ann M. Spearing. — [Broomall, Pa.] : The Station, 
1984. 

iii, 95 p. : ill, maps ; 28 cm.— (General technical report 
NE ; 90) Distributed to depository libraries in microfiche. 
Includes bibliographies. @lItem 83-B-6 (microfiche) 

1. Forests and forestry — United States — Congresses. 2. 
Pest control — United States — Congresses. I. Harris, Mar- 
garet M. II. Spearing, Ann M. III. Northeastern Forest 
Experiment Station (Broomall, Pa.) IV. University of Ver- 
mont. School of Natural Resources. V. Series. OCLC 
11037706 


84-20207 
A 13.88:RM-104 

A Classification of forest habitat types of the Lincoln National 
Forest, New Mexico /Billy G. Alexander, Jr. ... [et al.]. — 
Fort Collins, CO : Rocky Mountain Forest and Range Exper- 
iment Station, Forest Service, U.S. Dept. of Agriculture, 
1984. 

: ill, 3 maps ; 28 cm.— (General technical report 

RM ; 104) “January 1984.” Bibliography: p. 16-17. 
@ltem 83-B-6 (microfiche) 

1. Forest reserves — New Mexico. 2. Forests and forest- 
ry — New Mexico. 3. Lincoln National Forest (N.M.) I. 
Alexander, Billy G. II. Rocky Mountain Forest and Range 
Experiment Station (Fort Collins, Colo.) III. Series. OCLC 
11041500 


84-20208 
A 13.88:RM-105 
Miller, Stephen A. 

Estimation of animal production numbers for national as- 
sessments and appraisals /Stephen A. Miller. — Fort Collins, 
Colo. : U.S. Dept. of Agriculture, Forest Service, Rocky 
Mountain Forest and Range Experiment Station, 1984. 

23 p. ; 28 cm.— (General technical report RM ; 105) 
“February 1984.” Bibliography: p. 20-23. @lItem 83-B-6 
(microfiche) 

1. Wildlife research — United States. 2. Wildlife manage- 
ment — United States. I. Rocky Mountain Forest and Range 
Experiment Station (Fort Collins, Colo.) II. Title. IIL. 
Series. OCLC 11041480 


84-20209 
A 13.92:Ar 1 
Final environmental impact statement : Arapaho and Roosevelt 
National Forests and Pawnee National Grassland. — Fort 
Collins, Colo. : U.S. Dept. of Agriculture, Forest Service, 
1984. 

1 v. (various pagings) : ill., maps ; 28 cm. 7 maps in pocket. 
Cover title. Bibliography: p. 1-7 (12th group) Includes 
index. @lItem 80-F 

1. Forest management — Environmental aspects — Colora- 
do. 2. Arapaho National Forest (Colo.) 3. Roosevelt Na- 
tional Forest (Colo.) 4. Pawnee National Grassland (Colo.) 
I. United States. Forest Service. II. Title: Arapaho and Roo- 
sevelt National Forests and Pawnee National Grassland. 
OCLC 11041463 
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National Agricultural Library — Agriculture Dept. 


84-20210 


A 13.92:As 5 j/sum. 

Summary : final environmental impact statement for the San 
Juan National Forest land and resource management plan. — 
Durango, Colo. : U.S. Dept. of Agriculture, Forest Service, 
[1983] 

38 p. : 1 map ; 28 cm. Cover title: Summary of the final 
environmental impact statement and forest plan, San Juan 
National Forest. “Archuleta, San Juan, La Plata, Montezu- 
ma, Dolores, Mineral, Hinsdale, Conejos, San Miguel and Rio 
Grande Counties, Colorado.” “September 1983.” “02-13- 
82-04.” @Item 80-F 

1. Conservation of natural resources — Colorado — San 
Juan National Forest. 2. Forest management — Environmen- 
tal aspects—Colorado—San Juan National Forest. I. 
United States. Forest Service. II. Title: Summary of the final 
environmental impact statement and forest plan, San Juan 
National Forest. OCLC 10963069 


84-20211 


A 13.92:G 76/plan 

Grand Mesa, Uncompahgre, and Gunnison National Forests 
land and resource management plan. — Delta, Colo. : Rocky 
Mountain Region, USDA, Forest Service, 1983. 

1 v. (various pagings) : ill, maps ; 28 cm. 1 map in pocket. 
Cover title: Land and resource management plan : Grand 
Mesa, Uncompahgre, and Gunnison National Forests. In- 
cludes bibliographical references and index. @Item 80-F 

1. Forest management — Environmental aspects — Colora- 
do — Grand Mesa National Forest. 2. Forest management — 
Environmental aspects — Colorado — Uncompahgre National 
Forest. 3. Forest management — Environmental aspects — 
Colorado — Gunnison National Forest. I. United States. 
Forest Service. Rocky Mountain Region. II. Title: Land and 
resource management plan: Grand Mesa, Uncompahgre, and 
Gunnison National Forests. OCLC 10963055 


84-20212 


A 13.92:G 76/v.1-2 

Final environmental impact statement for Grand Mesa, Uncom- 
pahgre, and Gunnison National Forests : land and resource 
management plan. — Delta, Colo. : U.S. Dept. of Agriculture, 
Forest Service, 1983. 

2 v. (various pagings) : ill., maps ; 28 cm. 3 maps in pocket 
of vol. 2. Nine folded maps in 3 pockets. Includes index. 
@ltem 80-F 

1. Forest management — Environmental aspects — Colora- 
do — Grand Mesa National Forest. 2. Forest management — 
Environmental aspects — Colorado — Uncompahgre National 
Forest. 3. Forest management — Environmental aspects — 
Colorado — Gunnison National Forest. I. United States. 
Forest Service. OCLC 10963084 


84-20213 


A 13.92:G 99/2 

Gypsy moth suppression and eradication projects : final envi- 
ronmental impact statement. —[Washington, D.C.] : U.S. 
Dept. of Agriculture, Forest Service : Animal and Plant 
Health Inspection Service, 1984. 

360 p. in various pagings : 1 map ; 28 cm. Cover title. 
“Transmission to EPA and the public: March 16, 1984”—P. 
fl] Includes bibliographies and index. @lItem 80-F 

1. Gypsy moth— Control — United States. 2. Trees — 
Diseases and pests — United States. I. United States. Forest 
Service. II. United States. Animal and Plant Health Inspec- 
tion Service. OCLC 10829473 
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84-20214 
A 13.92:P 11 
Final environmental impact statement for the Pacific Northwest 
regional guide. — [Portland, Or.] : U.S. Dept. of Agriculture, 
Forest Service, Pacific Northwest Region, [1984] 

1 v. (various pagings) : ill., 2 maps ; 28 cm. Cover title. 
“May 1984”—P. [i] Bibliography: p. D-1 - D-5. Includes 
index. @lItem 80-F 

1. Forest management — Pacific States. I. United States. 
Forest Service. Pacific Northwest Region. OCLC 11027223 


84-20215 
A 13.110/9:R 8-FR 1 
Managing eastern white pine in the southeast. — [Atlanta, Ga.] : 
U.S. Dept. of Agriculture, Forest Service, Southern Region, 
[1983] 
11 p. : ill., 1 map ; 28 cm.— (Forestry report R8 ; FR 1) 
“September 1983.” Bibliography: p. 10-11. @lItem 79-M 
1. White pine. 2. Forest management — United States. I. 
United States. Forest Service. Southern Region. II. Series. 
OCLC 11041509 


84-20216 
A 13.110/10:R 8-FB/P 3 
Insecticides for the southern pine beetle. — Rev. April 1984. — 
Atlanta, Ga. : U.S. Dept. of Agriculture, Forest Service, 
Forest Pest Management, [1984] 

[2] p. ; 28 cm. — (Forestry bulletin R8 ; FB/P 3) (Technol- 
ogy update) Caption title. “Southern Pine Beetle Fact 
Sheet Number 5.” “Supersedes the March 1983 edition of 
Forestry Bulletin R8-FB/P3”—P. [2] @lItem 79-M-1 

1. Insecticides. 2. Southern pine beetle. I. United States. 
Forest Pest Management. II. Series. III. Series: Technolo- 
gy update (Atlanta, Ga.) OCLC 11041488 


84-20217 
A 13.110/10:R 8-FB/U 1 
Maldonado, Edwin D. 

Produccion de carbon vegetal, una oportunidad para el 
Caribe Charcoal production, an opportunity for the Caribbe- 
an. — Atlanta, Ga. : U.S. Dept. of Agriculture, Forest Serv- 
ice, Southern Region, 1983. 

17 p. : ill. ; 28 cm.— (Forestry bulletin R8 ; FB/U 1) 
Cover title. “September 1983.” Bibliography: p. 17. 
@ltem 79-M-1 

1, Charcoal — Caribbean Area. I. United States. Forest 
Service. Southern Region. II. Title. III. Series. OCLC 
11037473 


NATIONAL AGRICULTURAL LIBRARY 
Agriculture Dept. 
Beltsville, MD 20705 


84-20218 
A 17.22:L 71 
Current awareness literature service (CALS) : user’s guide. — 
4th ed. — Beltsville, Md. : U.S. Dept. of Agriculture, Nation- 
al Agricultural Library, Information Systems Division, 1984- 


1 v. (loose-leaf) : ill., forms ; 28 cm. Distributed to deposi- 
tory libraries in microfiche. ‘March 1984.” @lItem 95-C-1 
(microfiche) 

1. Current awareness services — United States — Hand- 
books, manuals, etc. 2. Information storage and retrieval sys- 
tems — Handbooks, manuals, etc. I. National Agricultural 
Library (U.S.). Information Systems Division. OCLC 
11027205 





84-20219 
A 17.22:R 29 
Guidelines for integrated reproduction management (IRM) : a 
problem-solving concept for increasing food animal reproduc- 
tive efficiency. — [Washington, D.C.?] : National Agricultural 
Library, [1984?] 
8 p.;22cm. @ltem 95-C-1 
1. Meat industry and trade — United States. 
food. 3. 
States. I. 
11037434 


2. Animal 
Animals — Reproduction — Research — United 
National Agricultural Library (U.S.) OCLC 


EXTENSION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-20220 
A 43.2:F 73/4 
Expanded Food and Nutrition Education Program : teaching 
nutrition to low-income families. —[Washington, D.C.?] : 
U.S. Dept. of Agriculture, Extension Service, [1984] 
1 folded sheet (6 p.) : ill. ; 28 cm. “January 1984”—P. [6] 
@ltem 61-D 
1. Nutrition extension work — United States. 
tion — Study and teaching. 
trition. I. United States. 
11027196 


84-20221 


2. Nutri- 
3. Poor — United States — Nu- 
Extension Service. OCLC 


A 43,.2:F 73/4/spin 
Expanded Food and Nutrition Education Program : the spinoffs 

of a successful program. — [Washington, D.C.?] : U.S. Dept. 
of Agriculture, Extension Service, [1984] 

1 folded sheet (6 p.) : ill. ; 28 cm. “January 1984”—P. [6] 
@ltem 61-D 

1. Nutrition extension work — United States. 
tion — Study and teaching. 
ice. OCLC 11027190 


2. Nutri- 
I. United States. Extension Serv- 


SOIL CONSERVATION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-20222 
A 57.6/2:En 3/sec.20/984 
United States. Soil Conservation Service. 

National engineering handbook.Section 20,Specifications for 
construction contracts. — 3rd ed. — Washington, D.C. : U.S. 
Dept. of Agriculture, Soil Conservation Service, 1984- 

1 v. (loose-leaf) : ill. ; 28 cm. Caption title. “April 12, 
1984.” “WO-AS-1.” @Item 120-A 

1. Specification writing — Handbooks, manuals, etc. 2. 
Building — Contracts and specifications — United States — 
Handbooks, manuals, etc. I. Title. OCLC 11032613 


84-20223 
A 57.6/2:M 36 
1983 Maryland standards and specifications for soil erosion and 
sediment control /published jointly by Water Resources Ad- 
ministration, Soil Conservation Service, State Soil Conserva- 
tion Committee. —[Washington, D.C.?] : The Committee, 
1984- 
1 v. (loose-leaf) : ill., 1 map, 2 forms ; 28 cm. Cover title. 
Includes bibliographical references. @lItem 120-A 
1. Soil erosion — Maryland — Handbooks, manuals, etc. I. 
Maryland. Water Resources Administration. II. United 
States. Soi! Conservation Service. III. Maryland. State Soil 
Conservation Committee. OCLC 11037361 


Government Publications — October 1984 


84-20224 
A 57.38:At 2 
Soil survey of Atchison County, Kansas /United States Depart- 
ment of Agriculture, Soil Conservation Service, in coopera- 
tion with the Kansas Agricultural Experiment Station. — 
[Washington, D.C.?] : The Service, 1983. 

vil, 105 p., 36 p. of plates : ill., maps (some col.) ; 28 cm. 
Cover title. “Issued February 1984”—P. iii. Bibliography: 
p. 67. @Item 102-B-16 

1. Soils — Kansas — Atchison County. 
Kansas — Atchison County. 
County — Maps. 
Il. Kansas 
10864393 


2. tSoil-surveys — 
3. tSoils — Kansas — Atchison 
I. United States. Soil Conservation Service. 
Agricultural Experiment Station. OCLC 


84-20225 
A 57.38:B 97/5 
Graves, Lewis H. 

Soil survey of Butler County and part of Ripley County, 
Missouri /United States Department of Agriculture, Soil Con- 
servation Service, in cooperation with Forest Service and the 
Missouri Agricultural Experiment Station. —[Washington, 
D.C.?] : Soil Conservation Service, 1983. 

vii, 141 p., 94 folded p. of plates : ill., maps (2 col.) ; 28 cm. 
Cover title. “Issued November 1983”—P. iii. Bibliography: 
p. 89. Includes glossary and indexes to map sheets and units. 
@ltem 102-B-25 

1. Soils — Missouri — Butler County — Maps. 
Missouri — Ripley County— Maps. 3. Land use — Plan- 
ning — Missouri— Butler County. 4. Land use — Plan- 
ning — Missouri— Ripley County. 5. +Soil-surveys — Mis- 
souri— Butler County. 6. tSoil-surveys — Missouri — 
Ripley County. 7. Soils — Missouri— Butler County — 
Maps. 8. +tSoils — Missouri— Ripley County — Maps. I. 
United States. Soil Conservation Service. II. United States. 
Forest Service. III. University of Missouri—Columbia. Agri- 
cultural Experiment Station. IV. Title. OCLC 10399419 


2. Soils — 


84-20226 
A 57.38:F 16/2 

Soil survey of Fairfield-Nephi area, Utah : b parts of Juab, 
Sanpete, and Utah Counties /United States Department of 
Agriculture, Soil Conservation Service, in cooperation with 
the United States Department of Agriculture, Forest Service, 
United States Department of the Interior, Bureau of Land 
Management, and the Utah Agricultural Experiment Sta- 
tion. —[Washington, D.C.?] : Soil Conservation Service, 
1984. 

xi, [1], 361 p., 133 folded p. of plates : ill., maps (1 col.) ; 28 
cm. Cover title. “Issued June 1984”—P. iv. Bibliography: 
p. 213. Includes glossary and indexes to map sheets and 
units. @Item 102-B-44 

1. Soils—Utah—Juab County— Maps. 2. Soils — 
Utah — Sanpete County— Maps. 3. Soils — Utah — Utah 
County — Maps. 4. Land use — Planning — Utah — Juab 
County. 5. Land use — Planning — Utah — Sanpete County. 
6. Land use — Planning — Utah — Utah County. I. United 
States. Soil Conservation Service. II. United States. Forest 
Service. III. United States. Bureau of Land Management. 
IV. Utah Agricultural Experiment Station. OCLC 10961513 


84-20227 
A 57.38:H 81/3 
Lueth, Robert A. 

Soil survey of Houston County, Minnesota /United States 
Department of Agriculture, Soil Conservation Service, in co- 
operation with Minnesota Agricultural Experiment Station. — 
(Washington, D.C.?] : The Service, 1984. 
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Rural Electrification Administration — Agriculture Dept. 


ix, 261 p., 87 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. “Issued February 1984”—p. iii. Bibliography: 
p. 171. Includes glossary and indexes to map sheets and 
units. @lItem 102-B-23 

1. Soils — Minnesota — Houston County. 2. Soils — Min- 
nesota— Houston County— Maps. 3. Land use — Plan- 
ning — Minnesota — Houston County. I. United States. Soil 
Conservation Service. II. University of Minnesota. Agricul- 
tural Experiment Station. III. Title. OCLC 10678732 


84-20228 
A 57.38:L 13/5 
Soil survey of Lafayette, Little River, and Miller counties, Ar- 
kansas /United States Department of Agriculture, Soil Con- 
servation Service in cooperation with Arkansas Agricultural 
Experiment Station. —[Washington, D.C.?] : The Service, 
1984. 

vii, 177 p., [3] folded leaves, 134 folded p. of plates : ill., 
maps (some col.) ; 28 cm. Cover title. “Issued March 
1984”"—P. iii. Bibliography: p. [113]. Includes index. 
@ltem 102-B-4 

1. Soils — Arkansas — Lafayette County. 2. Soils — Ar- 
kansas — Little River County. 3. Soils — Arkansas — Miller 
County. I. United States. Soil Conservation Service. II. 
University of Arkansas. Agricultural Experiment Station. 
OCLC 10846925 


84-20229 
A 57.38:M 46/7 
Corder, Paul G. 

Soil survey of Mecosta County, Michigan /United States 
Department of Agriculture, Soil Conservation Service, in co- 
operation with the Michigan Agricultural Experiment Sta- 
tion. — [Washington, D.C.?] : The Service, 1984. 

vii, [1], 155 p., 87 folded p. of plates : ill., maps (1 col.) ; 28 
cm. Cover title. “Issued May 1984”—P. iii. Bibliography: 
p. 93. Includes glossary and indexes to map sheets and units. 
@ltem 102-B-22 

1. Soils — Michigan — Mecosta County. 2. Soils — Michi- 
gan — Mecosta County — Maps. 3. Land use — Planning — 
Michigan — Mecosta County. 1. United States. Soil Conser- 
vation Service. II. Michigan State University. Agricultural 
Experiment Station. Ill. Title. OCLC 10939623 


RURAL ELECTRIFICATION 
ADMINISTRATION 
Agriculture Dept. 
Washington, DC 20250 


84-20230 
A 68.6/4:644/issue no. 3 
Design and construction of underground cable (physical 
plant). —[Washington, D.C.?) : Rural Electrification Adminis- 
tration, Telecommunications Engineering and Standards Divi- 
sion, 1983- 
I v. (loose-leaf) : ill. ; 28 cm. Caption title. 
“Section 644." @ltem 116-A-2 
1. Telephone lines, Underground — Construction — Hand- 
books, manuals, etc. I. United States. Rural Electrification 
Administration. Telecc ications Engineering and Stand- 


ards Division. OCLC 10966351 


“April 1983.” 
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AGRICULTURAL RESEARCH SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-20231 
A 77.2:C 82/7/983 
37th annual conference report on cotton-insect research and 
control : January 9-10, 1984, Atlanta, Georgia /sponsored by 
Agricultural Experiment Stations and Cooperative Extension 
Services of Alabama ... [et al.]. — [Washington, D.C.?] : U.S. 
Dept. of Agriculture, Agricultural Research Service, [1984] 
xv, 70 p.: 1 map ; 28cm. “Issued March 1984.” @Item 
26-A-1 
1. Cotton — Diseases and pests— United States — Con- 
gresses. I. United States. Agricultural Research Service. II. 
Title: Thirty seventh annual conference report on cotton- 
insect research and control. OCLC 10989742 


84-20232 
A 117.2:T 22 
Agricultural Research Service Technology Transfer Plan. — 
(Washington, D.C.?] : U.S. Dept. of Agriculture, Agricultural 
Research Service, [1984?] 
iv, 11, [18] p. : ill. ; 28 cm. Cover title. “Issued May 
1984”—P. iv. @lItem 26-A-1 
1. Agricultural innovations — United States. 2. Technolo- 
gy transfer — United States. I. United States. Agricultural 
Research Service. OCLC 11027199 


STATISTICAL REPORTING SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-20233 
A 92.44:981 
Catfish : processors, July 1981, grower survey, inventory-July 1, 
1981, sales-January-June 1981.— Washington, D.C. : Crop 
Reporting Board, Statistical Reporting Service, U.S. Dept. of 
Agriculture, [1981] 
12 p. ; 28 cm. 
21-F-4 
1. Catfishes — United States. 
porting Board. OCLC 11027214 


“August 1981.” “SpCr 8(8-81)” @lItem 


I. United States. Crop Re- 


ECONOMIC RESEARCH SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-20234 
A 93.27:182 
Food import demand of eight OPEC countries /by James R. 
Coyle ... [et al.]. — Washington, D.C. : U.S. Dept. of Agricul- 
ture, Economic Research Service : Supt. of Docs., U.S. 
G.P.O. [distributor], 1983. 

vi, 112 p. : ill. ; 28 cm. — (Foreign agricultural economic 
report ; no. 182) Distributed to depository libraries in micro- 
fiche. “June 1983’—P. (2] of cover. Includes bibliograph- 
ical references. @Item 42-B (microfiche) S/N 001-000- 
04336-6 @ GPO $5.00 

1. Organization of Petroleum Exporting Countries. 2. 
Food consumption. I. Coyle, James R. II. United States. 
Dept. of Agriculture. Economic Research Service. III. 
Series. HD1411.F59 no. 182 83-602322 [HD9016.N3] 
338.1.s (382/7.41/09177 ¢2 19] OCLC 09986508 





State to state : 


84-20235 


A 93.27:194 

Food policies in developing countries. — Washington, D.C. : 
U.S. Dept. of Agriculture, Economic Research Service ; [St. 
Paul, Minn.?] : Dept. of Agricultural and Applied Economics, 
University of Minnesota ; [Springfield, Va. : National Techni- 
cal Information Service, Identification Section, distributor, 
1983) 

iv, 69 p. : ill. ; 28 cm.— (Foreign agricultural economic 
report ; no. 194) Cover title. Distributed to depository li- 
braries in microfiche. “December 1983”—P. i. Bibliogra- 
phy: p. 57-59. @lItem 42-B (microfiche) 

1. Nutrition policy — Developing countries. 2. ¢{Develop- 
ing countries — Nutrition. I. United States. Dept. of Agri- 
culture. Economic Research Service. II. Series. OCLC 
10489281 


84-20236 


A 93.44:AGES 830422 
Peacock, Barbara N. 

Trends in northeastern potato production and import-export 
flows to Canada /Barbara N. Peacock. — Washington, D.C. : 
National Economics Division, Economic Research Service, 
U.S. Dept. of Agriculture, [1983] 

41 leaves : ill. ; 28 cm.— (NED staff report) (ERS staff 
report ; no. AGES 830422) Distributed to depository librar- 
ies in microfiche. “April 1983.” Bibliography: leaves 31-32. 
@ltem 42-W-1 (microfiche) 

1. Potato industry — United States. I. United States. Dept. 
of Agriculture. National Economics Division. II. Title. III. 
Series. IV. Series. OCLC 10953327 


84-20237 


A 93.45:3-1 
Economic indicators of the farm sector.Costs of production / 
United States Department of Agriculture, Economic Research 
Service. [Washington, D.C.] : The Service : [Supt. of Docs., 
U.S. G.P.O., distributor, 1983- Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. : maps ; 28 cm. 

Annual 

$15.00 (U.S., sold with Production and efficiency statistics; 
Income and balance sheet statistics; State income and balance 
sheet statistics, and, Farm sector review) $18.75 (foreign) 
$5.50 (single copy, U.S.) $6.90 (single copy, foreign) 

1982- Title from cover. “ECIFS 3-1” 1983. 
42-F-1 S/N 001-019-80003-8 ISSN 0743-7420 

1. Agriculture — United States — Costs — Statistics — Peri- 
odicals. 2. Dairying — United States — Costs — Periodicals. 
3. Animal industry — United States — Costs — Periodicals. I. 
United States. Dept. of Agriculture. Economic Research 
Service. HD1751.E28 84-642934 338.1/3/0973 ¢2 19 
OCLC 10291388 


@ltem 


FOOD AND NUTRITION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-20238 


A 98.9:246 
a report on efforts to reduce fraud, waste, and 
abuse in the Food Stamp Program. —[Washington, D.C.?] : 
U.S. Dept. of Agriculture, Food and Nutrition Service, [1984] 


8 p. : ill. ; 28 cm. “Operation awareness.” 


“FNS-246.” @Item 74-A-2 


1. Food stamp program — United States. 2. Food stamp 
fraud — United States. I. United States. Food and Nutrition 


“May 1984.” 


Government Publications — October 1984 


Service. Il. Title: A Report on efforts to reduce fraud, 
waste, and abuse in the Food Stamp Program. OCLC 
11027160 


ANIMAL AND PLANT HEALTH 
INSPECTION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-20239 
A 101.2:H 34 
100 years of animal health, 1884-1984. — [Washington, D.C.?] : 
U.S. Dept. of Agriculture, Animal and Plant Health Inspec- 
tion Service, [1984] 
11 p. : ill, 1 port. ; 23x 10cm. @ltem 30-A-5 
1. Veterinary medicine — United States. 2. Communicable 
diseases in animals — United States — Prevention. I. United 
States. Animal and Plant Health Inspection Service. II. 
Title: One hundred years of animal health, 1884-1984. 
OCLC 11037389 


84-20240 
A 101.6:An 5 
Animal product regulations. — [Washington, D.C.? : Animal and 
Plant Health Inspection Service], 1984- 
1 v. (loose-leaf) : forms ; 22 cm. Includes index. 
30-A-7 
1. Animal products — United States — Handbooks, manuals, 
etc. 2. Foreign trade regulation— United States — Hand- 
books, manuals, etc. I. United States. Animal and Plant 
Health Inspection Service. OCLC 11037382 


@ltem 


FEDERAL GRAIN INSPECTION SERVICE 


Agriculture Dept. 
Washington, DC 20250 


84-20241 
A 104.8:H 32 
Hay handbook. — Washington, D.C. : U.S. Dept. of Agricul- 
ture, Federal Grain Inspection Service, 1984- 
1 v. (loose-leaf) : forms ; 28 cm. Cover title. 
index. @lItem 31-B-2 
1. Hay— United States— Handbooks, manuals, etc. I. 
United States. Federal Grain Inspection Service. OCLC 
11037521 


Includes 


FOOD SAFETY AND INSPECTION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


84-20242 
A 110.2:In 3 
Information for consumers from FSIS. —[Washington, DC] : 
U.S. Dept. of Agriculture, Food Safety and Inspection Serv- 
ice, [1984] 
4 p.: ill. ; 28 cm. Caption title. 
@ltem 31-C 
1. Meat inspection — Information services — United States. 
2. Poultry — Inspection — Information services — United 
States. I. United States. Food Safety and Inspection Service. 
Il. Title: Information for consumers from F.S.1S. OCLC 
11027203 


84-20243 


“March 1984”—P. 4. 


A 110.2:T 22 
United States. Food Safety and Inspection Service. 


Technical information from the Food Safety and Inspection 
Service. — (Washington, D.C.] : The Service, [1983] 
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ACTION 


10, })) p. : 3 forms ; 28 cm. “July 1983." @ltem 31-T-2 

1. ¢Meat inspection — United States — Catalogs. 2. tMeat 
inspection — United States — Information services. 3. Meat 
inspecion — United States — Bibliography — Catalogs. I. 
Title. OCLC 10270777 


84-20244 


A 110.139 
Food-borne bacterial poisoning. — (Washington, DC] : U.S. 
Dept. of Agriculture, Food Safety and Inspection Service, 
[1980] 
4 p. ; 28 cm.— (FSIS ; 9) Caption title. “February 
1980"—P. ]1) “(Formerly FSQS-28)"—P. [1} @ltem 21-T- 
2 


\. Food poisoning — United States. 1. United States. Food 
Safety and Inspection Service. II. Series: FSIS facts ; FSIS- 
9. OCLC 10898263 


ACTION 
Washington, DC 20525 


84-20245 
AA 1.2:C 43 
Protect your children : information from the Child Safety Pro- 
gram /co-sponsored by Action, the National Volunteer 
Agency, and the Department of Justice. — Washington, D.C. 
: Action, [1984] 
1 folded sheet (8 p.) : ill. (some col.) ; 23 cm. @Item 125- 
A-3 
1. Child molesting— United States— Prevention. I. 


United States. Action. Il. United States. Dept. of Justice. 
OCLC 10962028 


84-20246 
AA 1,2:1d 2 
Idea exchange : helping teens turn down drugs, Action’s Drug 
Prevention Program. — Rev. Feb. 1984. — (Washington, D.C. 
: Action, 1984] 
{11} p. : ill. ; 22 x 9 cm. Cover title. @Item 74-C-3 
1. Drug abuse — United States — Prevention. 2. Youth — 
United States—Drug use. I. United States. Action. 
OCLC 10854397 


COMMERCE DEPARTMENT 
Washington, DC 20230 


84-20247 
C 1.2:Ad 9/2/984 
Advertising, packaging, & labeling : responsive business ap- 
proaches to consumer needs /prepared by members of the 
National Association of Consumer Agency Administrators 
and the Society of Consumer Affairs Professionals in Business 
; Sponsored by the Office of Consumer Affairs, U.S. Depart- 
ment of Commerce. — Rev. June 1984. — Washington, D.C. : 
The Office : For sale by the Supt. of Docs., U.S. G.P.O., 
1984. 
iii, 35 p. ; 27 cm. Includes index. 
000-00632-8 @ GPO $2.25 
1. Advertising — United States. 2. Packaging. 3. Labels. 
I. National Association of Consumer Agency Administrators 
(U.S.) II. Society of Consumer Affairs Professionals in Busi- 
ness (U.S.) III. United States. Dept. of Commerce. Office of 
Consumer Affairs. IV. Title: Advertising, packaging, and la- 
beling. OCLC 10966881 


@ltem 128 S/N 003- 
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84-20248 
C 1.2:En 3/2 
How plain English works for business : twelve case studies. — 
Washington, DC : Office of Consumer Affairs, U.S. Dept. of 
Commerce : For sale by the Supt. of Docs., U.S. G.P.O., 
11984) 

v, 102 p. : ill, forms ; 28 cm. “March 1984.” Includes 
bibliographical references. @Item 128 S/N 003-000-00631- 
O0O@GPO $4.75 

1. English language — Business English — Case studies. I. 


United States. Dept. of Commerce. Office of Consumer Af- 
fairs. OCLC 10837721 


84-20249 
C 1.2:N 21/5/984 
United States. Dept. of Commerce. 

Serving the nation /The United States Department of Com- 
merce. (Washington, D.C.2| : The Department, Dept. of 
Commerce, Washington, D.C. 20230 

v. : ill. ; 26 cm. 

Irregular July 1984. Description based on: Sept. 198). 
@ltem 128 Continues: United States. Dept. of Commerce. 
Serving growing economy and growing people 

1. United States. Dept. of Commerce — Periodicals. I. 
Title. OCLC 04453576 


84-20250 


C 1.8/3:M 66/5 
United States. Minority Business Development Agency. 

Guide to information resources at MBDA. — Washington, 
D.C. : U.S. Dept. of Commerce, Minority Business Develop- 
ment Agency, [1984- 

1 v. (loose-leaf) : ill., forms ; 28 cm. 
@ltem 128-A 

1. United States. Minority Business Development Agency. 
2. Minority business enterprises — Information services — 


United States. I. Title. OCLC 11012975 


“March 1984.” 


CENSUS BUREAU 
Commerce Dept. 


Suitland, MD 20233 


84-20251 


C 3.2:Am 3/6 


Wilkinson, Gary H. 


We, the Americans /[written by Gary H. Wilkinson]. — 
(Washington, D.C.?] : U.S. Dept. of Commerce, Bureau of 
the Census, Public Information Office : For sale by the Supt. 
of Docs., U.S. G.P.O., 1984. 

15 p. : ill. (some col.), 1 col. map ; 28 cm. Cover title. 
“No. 1 in a series of 6 booklets.” @Item 506 S/N 003-024- 
05692-5 @ GPO $1.00 

1. United States — Population — Statistics. 2. United 
States — Census, 20th, 1980 I. United States. Bureau of the 
Census. Public Information Office. II. Title. OCLC 
10984879 


84-20252 


C 3.2:Am 3/6/no.2 
Dion, Mavis Jackson. 

We, the American women. — Washington, D.C. : U.S. 
Dept. of Commerce, Bureau of the Census, Public Informa- 
tion Office : For sale by the Supt. of Docs., U.S. G.P.O., 
1984. 

15 p. : ill. (some col.) ; 28 cm. “No. 2 in a series of 6 
booklets.” “March 1984”—P. [4] of cover. @Item 146 S/ 
N 003-024-05694-1 @ GPO $1.00 





1, Women — United States. 2. Feminism — United States. 
3. Vital statistics. I. United States. Bureau of the Census. 


Public Information Office. II. Title. OCLC 10981267 


84-20253 
C3.2:F 11 
Fact sheet for the current population survey. — (Washington, 
D.C.?| : U.S. Dept. of Commerce, Bureau of the Census, 
1984. 
1 folded sheet (10 p.) : ill. ; 21 x 10 cm. @lItem 146 
\. Demographic surveys — United States. 2. Labor and 
laboring classes — United States. I. United States. Bureau of 


the Census. II. Title: Current population survey. OCLC 
11009024 


84-20254 
C 3.2:N 31/5 


Abramowitz, Molly, 1936- 

Neighborhood statistics from the 1980 census. — [Washing- 
ton, D.C.?] : U.S. Dept. of Commerce, Bureau of the Census, 
[19842] 

15 p.: ill. ; 28cm. Cover title. @lItem 146 

1. Neighborhood — United States — Statistical services. 2. 
United States — Ce::sus, 20th, 1980. 3. United States — Sta- 
tistical services. I. United States. Bureau of the Census. II. 


Title. OCLC 11012567 


84-20255 
C 3.2:W 84/3 


Ebner, Judy. 

U.S. Department of Commerce programs to aid women 
business owners /[written and edited by Judy Ebner]. — 
Washington, D.C. : U.S. Dept. of Commerce, Office of the 
Secretary, [1984] 

42 p.; 23 x 10 cm. At head of title: Ask us. “February 


1984.” @lItem 146 
1. Women-owned business enterprises — United States. I. 


United States. Dept. of Commerce. Il. Title. OCLC 
10962070 


84-20256 
C 3.6/2:Ec 7/2 
Bohme, Frederick G. 

Guide to the 1982 economic censuses and related statis- 
tics. — Washington, D.C. : U.S. Dept. of Commerce, Bureau 
of the Census, [1984] 

78 p.: maps ; 28 cm. “Issued May 1984.” @Item 146-A 

1. United States — Economic conditions — 1981- 2. United 
States — Census — Handbooks, manuals, etc. 3. United 
States — Statistical services. I. United States. Bureau of the 
Census. II. Title. III. Title: Economic censuses and related 
Statistics. 84-601058 OCLC 11005099 


84-20257 
C 3.24/8:MC 82-I-20 B-3 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Condensed and evaporated milk (industry 2023). — 
(Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-I-20B-3(P).” @Item 135 S/N 003-024-90159-5 @ 
GPO $1.00 

1. Milk trade — United States — Statistics. 2. Milk, Con- 
densed — Statistics. 3. Milk, Evaporated — Statistics. 4. 
United States — Manufactures — Statistics. I. Title. II. 
Title: Industry series, condensed and evaporated milk (indus- 
try 2023) III. Title: Condensed and evaporated milk (indus- 
try 2023) OCLC 11037520 


Government Publications — October 1984 


84-20258 
C 3.24/8:MC 82-I-22 F-1 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Felt goods, except woven felts and hats (industry 
2291). —[Washington. D.C. : U.S. Dept. of Commerce, 
Bureau of the Census : For sale by Supt. of Docs., U.S. 
G.P.O., 1984] 

6 p.; 28cm. Caption title. “Issued May 1984.” “MC82- 
1-22F-1(P)”  @Item 135 S/N 003-024-90222-2 @ GPO 
$1.00 

1. Felt work — United States — Statistics. I. United States. 
Bureau of the Census. II. Title... Ill. Title: Industry series, 
felt goods, except woven felts and hats (industry 2291) IV. 
Title: Felt goods, except woven felts and hats (industry 2291) 
OCLC 11037651 


84-20259 
C 3.24/8:MC 82-I-22 F-5 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Coated fabrics, not rubberized (industry 2295). — 
(Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p.; 28cm. Caption title. ‘Issued May 1984.” “MC82- 
1-22F-5(P).” @Item 135 S/N 003-024-90226-5 @ GPO 
$1.00 

1. Textile industry — United States — Statistics. 2. Coated 
fabrics — Statistics. 3. United States — Manufactures — Sta- 
tistics. I. Title. II. Title: Industry series, coated fabrics, not 
rubberized (industry 2295) III. Title: Coated fabrics, not rub- 
berized (industry 2295) OCLC 11037513 


84-20260 
C 3.24/8:MC 82-I-22 F-7 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Nonwoven fabrics (industry 2297). — [Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p.; 28cm. Caption title. ‘Issued May 1984.” “MC82- 
1-22F-7(P)” @Item 135 S/N 003-024-90228-1 @ GPO 
1.00 

1. Nonwoven fabrics industry — United States — Statistics. 
I. United States. Bureau of the Census. II. Title. III. Title: 
Industry series, nonwoven fabrics (industry 2297) IV. Title: 
Nonwoven fabrics (industry 2297) OCLC 11037607 


84-20261 
C 3.24/8:MC 82-I-24 C-3 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Wood containers, N.E.C. (industry 2449). — Washing- 
ton, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
[For sale by Supt. of Docs., U.S. G.P.O., 1984] 

6 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-1-24C-3(P)”  @Item 135 S/N 003-024-90275-3 @ 
GPO $1.00 

1. United States — Manufactures — Statistics. 2. Wood- 
using industry— United States — Statistics. 3. Boxes, 
Wooden — Statistics. I. United States. Bureau of the Census. 
Il. Title. III. Title: Wood containers, N.E.C. (industry 2449) 
IV. Title: Industry series, wood containers, N.E.C. (industry 
2449) OCLC 11018873 


84-20262 
C 3.24/8:MC 82-1-25 A-4 (P) 
Census of manufactures (1982). Preliminary report. 
1982 census of manufactures.Preliminary report. Industry 
series. Mattresses and bedsprings (industry 2515). — Washing- 
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Census Bureau — Commerce Dept. 


ton, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
[For sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p.; 28cm. Caption title. “Issued May 1984.” “MC82- 
1-25A-4(P)” @lItem 135 S/N 003-024-90284-2 @ GPO 
$1.00 

1. United States — Manufactures — Statistics. 2. Mattress 
industry — United States — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Mattresses and 
bedsprings (industry 2515) IV. Title: Industry series, mat- 
tresses and bedsprings (industry 2515) OCLC 11018820 


84-20263 
C 3.24/8:MC 82-I-25 A-6 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Household furniture, N.E.C. (industry 2519). — Wash- 
ington, D.C. : U.S. Dept. of Commerce, Bureau of the Census 
: [For sale by Supt. of Docs., U.S. G.P.O., 1984] 

6 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-1-25A-6(P)” @lItem 135 S/N 003-024-90286-9 @ 
GPO $1.00 

1. United States — Manufactures — Statistics. 2. Furniture 
industry and trade— United States — Statistics. I. United 
States. Bureau of the Census. II. Title. III. Title: House- 
hold furniture, N.E.C. (industry 2519) IV. Title: Industry 
series, household furniture, N.E.C. (industry 2519) OCLC 
11018876 


84-20264 
C 3.24/8:MC 82-I-25 B-4 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Wood partitions and fixtures (industry 2541). — [Wash- 
ington, D.C. : U.S. Dept. of Commerce, Bureau of the Census 
: For sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-I-25B-4(P)” @Item 135 S/N 003-024-90290-7 @ 
GPO $1.00 

1. Cabinet-work — United States — Statistics. 
States — Manufactures — Statistics. I. United States. Bureau 
of the Census. II. Title. III. Title: Industry series, wood 
partitions and fixtures (industry 2541) IV. Title: Wood parti- 
tions and fixtures (industry 2541) OCLC 11019302 


84-20265 


2. United 


C 3.24/8:MC 82-I-25 B-5 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Metal partitions and fixtures (industry 2542). — [Wash- 
ington, D.C. : U.S. Dept. of Commerce, Bureau of the Census 
: For sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p.; 28cm. Caption title. “Issued May 1984.” “MC82- 
1-25B-5(P)” @lItem 135 S/N 003-024-90291-5 @ GPO 
$1.00 

1. Metal-work — United States — Statistics. 2. 
States — Manufactures — Statistics. I. United States. Bureau 
of the Census. II. Title. III. Title: Industry series, metal 
partitions and fixtures (industry 2542) IV. Title: Metal parti- 
tions and fixtures (industry 2542) OCLC 11019311 


84-20266 


United 


C 3.24/8:MC 82-I-27 C-6 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Lithographic platemaking services (industry 2795). — 
Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : [For sale by the Supt. of Docs., U.S. G.P.O., 1984] 

6 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-1-27C-6(P)”  @ltem 135 S/N 003-024-90326-1 @ 
GPO $1.00 
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1. United States — Manufactures — Statistics. 2. Printing 
plates — Statistics. 3. Lithography — United States — Statis- 
tics. I. United States. Bureau of the Census. iI. Title. III. 
Title: Lithographic platemaking services (industry 2795) IV. 
Title: Industry series, lithographic platemaking services (in- 
dustry 2795) OCLC 11018879 


84-20267 
C 3.24/8:MC 82-I-28 D-2 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Polishes and sanitation goods (industry 2842). — Wash- 
ington, D.C. : U.S. Dept. of Commerce, Bureau of the Census 
: [For sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-I-28D-2(P)”  @Item 135 S/N 003-024-90339-3 @ 
GPO $1.00 

1. United States — Manufactures — Statistics. 2. Polishes 
industry — United States — Statistics. 3. Cleaning com- 
pounds — Statistics. I. United States. Bureau of the Census. 
II. Title. III. Title: Polishes and sanitation goods (industry 
2842) IV. Title: Industry series, polishes and sanitation 
goods (industry 2842) OCLC 11018899 


84-20268 
C 3.24/8:MC 82-I-28 F-1 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Gum and wood chemicals (industry 2861). — [Wash- 
ington, D.C. : U.S. Dept. of Commerce, Bureau of the Census 
: For sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-I-28F-1(P)” @lItem 135 S/N 003-024-90343-1 @ 
GPO $1.00 

1. Gums and resins — United States — Statistics. 2. United 
States — Manufactures — Statistics. I. United States. Bureau 
of the Census. II. Title. III. Title: Industry series, gum and 
wood chemicals (industry 2861) IV. Title: Gum and wood 
chemicals (industry 2861) OCLC 11019318 


84-20269 
C 3.24/8:MC 82-I-30 A-4 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Rubber and plastics hose and belting (industry 3041). — 
(Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p.; 28cm. Caption title. “Issued June 1984.” “MC82- 
1-30A-4(P)” @Item 135 S/N 003-024-90361-0 @ GPO 
$1.00 

1. United States — Manufactures — Statistics. 2. Hose — 
Statistics. 3. Belt industry — United States — Statistics. I. 
United States. Bureau of the Census. II. Title. III. Title: 
Industry series, rubber and plastics hose and belting (industry 
3041) IV. Title: Rubber and plastics hose and belting (indus- 
try 3041) OCLC 11009074 


84-20270 
C 3.24/8:MC 82-I-31 B-5 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Leather goods, N.E.C. (industry 3199). — [Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by Supt. of Docs., U.S. G.P.O., 1984] 

6 p.; 28cm. Caption title. “Issued May 1984.” “MC82- 
1-31B-5(P)” @lItem 135 S/N 003-024-90374-1 @ GPO 
$1.00 

1. Leather industry and trade — United States — Statistics. 
2. United States — Manufactures — Statistics. I. United 
States. Bureau of the Census. II. Title: Industry series, leath- 





er goods, N.E.C. (industry 3199). 
N.E.C. (industry 3199). 


III. Title: Leather goods, 
OCLC 11034931 


84-20271 
C 3.24/8:MC 82-I-32 D-4 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Lime (industry 3274). — Washington, D.C. : U.S. Dept. 
of Commerce, Bureau of the Census : [For sale by Supt. of 
Docs., U.S. G.P.O., 1984] 

6 p.; 28cm. Caption title. 
1-32D-4(P)”  @Item 
$1.00 

1. United States — Manufactures — Statistics. 
dustry — United States — Statistics. I. United States. Bureau 
of the Census. II. Title. III. Title: Lime (industry 3274) 
IV. Title: Industry series, lime (industry 3274) OCLC 
11018906 


“Issued May 1984." “MC82- 
135 S/N _ 003-024-90392-0 @ GPO 


2. Lime in- 


84-20272 
C 3.24/8:MC 82-I-32 E-2 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Asbestos products (industry 3292). — [Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p.; 28cm. Caption title. “Issued May 1984.” “MC82- 
I-32E-2(P)”  @Item 135 S/N 003-024-90396-2 @ GPO 
$1.00 

1. Asbestos industry— United States — Statistics. 2. 
United States — Manufactures — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
asbestos products (industry 3292) IV. Title: Asbestos prod- 
ucts (industry 3292) OCLC 11019308 


84-20273 
C 3.24/8:MC 82-I-32 E-3 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Gaskets, packing and sealing devices (industry 
3293). — Washington, D.C. U.S. Dept. of Commerce, 
Bureau of the Census : [For sale by Supt. of Docs., U.S. 
G.P.O., 1984] 

7 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-I-32E-3(P)” @lItem 135 S/N 003-024-90397-1 @ 
GPO $1.00 

1. United States — Manufactures — Statistics. 2. Gas- 
kets — Statistics. 3. Machinery — Trade and manufacture — 
United States — Statistics. I. United States. Bureau of the 
Census. II. Title. III. Title: Gaskets, packing and sealing 
devices (industry 3293) IV. Title: Industry series, gaskets, 
packing and sealing devices (industry 3293) OCLC 11018834 


84-20274 
C 3.24/8:MC 82-I-32 E-7 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Nonmetallic mineral products, N.E.C. (industry 
3299). —[Washington, D.C. : U.S. Dept. of Commerce, 
Bureau of the Census : For sale by Supt. of Docs., U.S. 
G.P.O., 1984] 

6 p.; 28cm. Caption title. 
1-32E-7(P)” @Item 
$1.00 

1. Mineral industries— United States — Statistics. I. 
United States. Bureau of the Census. II. Title. III. Title: 
Industry series, nonmetallic mineral products, N.E.C. (indus- 
try 3299) IV. Title: Nonmetallic mineral products, N.E.C. 
(industry 3299) OCLC 11037598 


“Issued May 1984.” “MC82- 
135 S/N 003-024-90401-2 @ GPO 


Government Publications — October 1984 


84-20275 
C 3.24/8:MC 82-1-34 A-6 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Hardware, N.E.C. (industry 3429). — [Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by Supt. of Docs., U.S. G.P.O., 1984] 

8 p.; 28cm. Caption title. “Issued June 1984.” 
1-34A-6(P)" @ltem 135 S/N 003-024-90433-1 
$1.00 

1. United States — Manufactures — Statistics. 
industry — United States — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
hardware, N.E.C. (industry 3429) IV. Title: Hardware, 
N.E.C. (industry 3429) OCLC 11009265 


84-20276 


“MC82- 
@ GPO 


2. Hardware 


C 3,24/8:MC 82-1-34 D-4 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Nonferrous forgings (industry 3463). — (Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-1-34D-4(P)”  @Item 135 S/N 003-024-90447-1 @ 
GPO $1.00 

1. Nonferrous metal industries — United States — Statistics. 
2. United States — Manufactures — Statistics. I. United 
States. Bureau of the Census. II. Title. III. Title: Industry 
series, nonferrous forgings (industry 3463) IV. Title: Nonfer- 
rous forgings (industry 3463) OCLC 11034201 


84-20277 


C 3.24/8:MC 82-I-35 A-2 (P) 
Census of manufactures (1982). Preliminary report. 


1982 census of manufactures.Preliminary report. Industry 
series. Internal combustion engines, N.E.C. (industry 3519). — 
[Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984] 

8 p.; 28cm. Caption title. “Issued May 1984.” “MC82- 
1-35A-2(P).” @Item 135 S/N 003-024-90465-9 @ GPO 
$1.00 

1. Machinery — Trade and manufacture — United States — 
Statistics. 2. Internal combustion engines — Statistics. 3. 
United States — Manufactures — Statistics. I. Title. II. 
Title: Industry series, internal combustion engines, N.E.C. 
(industry 3519) III. Title: Internal combustion engines, 
N.E.C. (industry 3519) OCLC 11037507 


84-20278 
C 3.24/8:MC 82-I-35 C-7 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Metalworking machinery, N.E.C. (industry 3549). — 
Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : [For sale by Supt. of Docs., U.S. G.P.O., 1984] 

8 p.; 28cm. Caption title. “Issued May 1984.” “MC82- 
1-35C-7(P)”  @Item 135 S/N 003-024-90481-1 @ GPO 
$1.00 

1. United States — Manufactures — Statistics. 
working machinery — Statistics. 1. United States. Bureau of 
the Census. II. Title. III. Title: Metalworking machinery, 
N.E.C. (industry 3549) IV. Title: Industry series, metalwork- 
ing machinery, N.E.C. (industry 3549) OCLC 11018908 


84-20279 


2. Metal- 


C 3.24/8:MC 82-I-35 D-1 (P) 
Census of manufactures (1982). Preliminary report. 
1982 census of manufactures.Preliminary report. Industry 
series. Food products machinery (industry 3551). — [Washing- 
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ton, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 77S 28 cm. Caption title. “Issued April 1984.” 

For sale by Supt. of Docs., U.S. G.P.O., 1984] “MC82-I1-36A-7(P)” @Item 135 S/N 003-024-90514-1 @ 
8 p.; 28cm. Caption title. “Issued May 1984.” “MC82- GPO $1.00 

1-35D-1(P)” @lItem 135 S/N 003-024-90482-9 @ GPO 1. Electric industries— United States — Statistics. 2. 

$1.00 United States — Manufactures — Statistics. I. United States. 
1. Food industry and trade — United States — Equipment Bureau of the Census. II. Title. III. Title: Industry series, 

and supplies — Statistics. 2. United States — Manufactures — electrical industrial apparatus, N.E.C. (industry 3629) IV. 

Statistics. I. United States. Bureau of the Census. II. Title. Title: Electrical industrial apparatus, N.E.C. (industry 3629) 

III. Title: Industry series, food products machinery (industry OCLC 11034231 

3551) IV. Title: Food products machinery (industry 3551) 

OCLC 11034217 84-20284 

C 3.24/8:MC 82-I-36 D-3 (P) 
84-20280 Census of manufactures (1982). Preliminary report. 


C 3.24/8:MC 82-1-35 E-2 (P) 1982 census of manufactures.Preliminary report. Industry 


Census of manufactures (1982). Preliminary report. 


1982 census of manufactures.Preliminary report. Industry 
series. Ball and roller bearings (industry 3562). — [Washing- 
ton, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
For sale by Supt. of Docs., U.S. G.P.O., 1984] 

8 p.; 28cm. Caption title. “Issued June 1984.” “MC82- 
1-35E-2(P)” @lItem 135 S/N 003-024-90489-6 @ GPO 
$1.00 

1. United States — Manufactures — Statistics. 2. Ball-bear- 
ings — Statistics. 3. Roller bearings — Statistics. I. United 
States. Bureau of the Census. II. Title. III. Title: Industry 
series, ball and roller bearings (industry 3562) IV. Title: Ball 
and roller bearings (industry 3562) OCLC 11009234 


series. Telephone and telegraph apparatus (industry 3661). — 
[Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984] 

8 p.; 28cm. Caption title. “Issued June 1984.” “MC82- 
1-36D-3(P)” @lItem 135 S/N 003-024-90530-2 @ GPO 
$1.00 

1. United States — Manufactures — Statistics. 2. Tele- 
phone supplies industry— United States — Statistics. 3. 
Telegraph — United States— Apparatus and supplies — Sta- 
tistics. I. United States. Bureau of the Census. II. Title. 
III. Title: Industry series, telephone and telegraph apparatus 
(industry 3661) IV. Title: Telephone and telegraph apparatus 
(industry 3661) OCLC 11009203 


84-20281 
C 3.24/8:MC 82-I-35 F-1 (P) 
Census of manufactures (1982). Preliminary report. 
1982 census of manufactures.Preliminary report. Industry 


84-20285 
C 3.24/8:MC 82-I-36 E-1 (P) 
Census of manufactures (1982). Preliminary report. 


series. Electronic computing equipment (industry 3573). — 
[Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984] 

8 p.; 28cm. Caption title. “Issued May 1984.” “MC82- 
1-35F-1(P)” @lItem 135 S/N 003-024-90497-7 @ GPO 
$1.00 

1. Computers — Equipment and supplies — Statistics. 2. 
United States — Manufactures — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
electronic computing equipment (industry 3573) IV. Title: 


1982 census of manufactures.Preliminary report. Industry 
series. Electron tubes, all types (industry 3671). — [Washing- 
ton, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
For sale by Supt. of Docs., U.S. G.P.O., 1984] 

8 p.; 28cm. Caption title. “Issued June 1984.” “MC82- 
1-36E-1(P)” @Item 135 S/N 003-024-90532-9 @ GPO 
$1.00 

1. United States — Manufactures — Statistics. 2. Electron- 
ic industries— United States— Statistics. 3. Electron 


tubes — Statistics. I. United States. Bureau of the Census. 
II. Title. III. Title: Industry series, electron tubes, ali types 
(industry 3671) IV. Title: Electron tubes, all types (industry 
3671) OCLC 11000576 


84-20286 


Electronic computing equipment (industry 3573) OCLC 
11034221 
84-20282 
C 3.24/8:MC 82-I-36 A-2 (P) 
Census of manufactures (1982). Preliminary report. 


1982 census of manufactures.Preliminary report. Industry 
series. Switchgear and switchboard apparatus (industry 
3613). —[Washington, D.C. U.S. Dept. of Commerce, 
Bureau of the Census : For sale by Supt. of Docs., U.S. 
G.P.O., 1984] 

9 p.; 28cm. Caption title. “Issued May 1984.” “MC82- 
1-36A-2(P)” @lItem 135 S/N 003-024-90509-4 @ GPO 
$1.00 

1. Electric switchgear — Statistics. 2. Electric switchgear 
industry — United States — Statistics. 3. United States — 
Manufactures — Statistics. I. United States. Bureau of the 
Census. II. Title: Industry series, switchgear and switch- 
board apparatus (industry 3613). III. Title: Switchgear and 
switchboard apparatus (industry 3613). OCLC 11034921 


C 3.24/8:MC 82-I-36 E-5 (P) 


Census of manufactures (1982). Preliminary report. 


1982 census of manufactures.Preliminary report. Industry 
series. Electronic coils and transformers (industry 3677). — 
[Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p.; 28cm. Caption title. “Issued June 1984.” “MC82- 
1-36E-5(P)” @Item 135 S/N 003-024-90536-1 @ GPO 
$1.00 

1. United States — Manufactures — Statistics. 2. Electron- 
ic industries — United States — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
electronic coils and transformers (industry 3677) IV. Title: 
Electronic coils and transformers (industry 3677) OCLC 
11005808 


84-20283 
C 3.24/8:MC 82-I-36 A-7 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Electrical industrial apparatus, N.E.C. (industry 
3629). — [Washington, D.C. U.S. Dept. of Commerce, 
Bureau of the Census : For sale by Supt. of Does., U.S. 
G.P.O., 1984] 


84-20287 
C 3.24/8:MC 82-1-36 E-6 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Electronic connectors (industry 3678). — [Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by Supt. of Docs., U.S. G.P.O., 1984] 
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8 p.; 28cm. Caption title. “Issued June 1984." ‘“MC82- 
1-36E-6(P)” @Item 135 S/N 003-024-90537-0 @ GPO 
$1.00 

1. United States — Manufactures — Statistics. 2. Electron- 
ic industries — United States — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
electronic connectors (industry 3678) IV. Title: Electronic 
connectors (industry 3678) OCLC 10991551 


Government Publications — October 1984 


8 p.; 28cm. Caption title. “Issued May 1984." “MC82- 
1-37B-5(P)" @ltem 135 S/N . 003-024-90553-1 @ GPO 
$1.00 

1. Space vehicles — Propulsion systems — Statistics. 2. 
United States — Manufactures — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
space propulsion units and parts (industry 3764) IV. Title: 
Space propulsion units and parts (industry 3764) OCLC 
11034245 


84-20288 
C 3.24/8:MC 82-1-36 F-4 (P) 
Census of manufactures (1982). Preliminary report. 
1982 census of manufactures.Preliminary report. Industry 


84-20292 
C 3.24/8:MC 82-I-37 C-7 (P) 
Census of manufactures (1982). Preliminary report. 


series. Engine electrical equipment (industry 3694). — Wash- 
ington, D.C. : U.S. Dept. of Commerce, Bureau of the Census 
: [For sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-1-36F-4(P)” @lItem 135 S/N 003-024-90542-6 @ 
GPO $1.00 

1. United States — Manufactures — Statistics. 2. Automo- 
bile supplies industry — United States — Statistics. 3. Auto- 
mobiles — United States — Electric Equipment — Statistics. 
I. United States. Bureau of the Census. II. Title. III. Title: 
Engine electrical equipment (industry 3694) IV. Title: Indus- 
try series, engine electrical equipment (industry 3694) 
OCLC 11018810 


84-20289 


C 3.24/8:MC 82-I-37 A-1 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Motor vehicles and car bodies (industry 3711).— 
[Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984] 

8 p.; 28cm. Caption title. “Issued May 1984.” “MC82- 
1-37A-1(P)” @Item 135 S/N 003-024-90544-2 @ GPO 
$1.00 

1. United States — Manufactures — Statistics. 2. Motor ve- 
hicles — United States — Bodies — Statistics. 3. Automobile 
industry and trade — United States — Statistics. I. United 
States. Bureau of the Census. II. Title. III. Title: Industry 
series, motor vehicles and car bodies (industry 3711) IV. 


1982 census of manufactures.Preliminary report. Industry 
series. Transportation equipment, N.E.C. (industry 3799). — 
(Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984] 

7 p.; 28cm. Caption title. “Issued May 1984." “MC82- 
1-37C-7(P)”  @Item 135 S/N 003-024-90561-2 @ GPO 
$1.00 

1. United States — Manufactures — Statistics. 2. Transpor- 
tation equipment industry — United States — Statistics. I. 
United States. Bureau of the Census. II. Title. III. Title: 
Industry series, transportation equipment, N.E.C. (industry 
3799) IV. Title: Transportation equipment, N.E.C. (industry 
3799) OCLC 11000545 


84-20293 


C 3.24/8:MC 82-I-39 C-7 (P) 


Census of manufactures (1982). Preliminary report. 


1982 census of manufactures.Preliminary report. Industry 
series. Buttons (industry 3963). —[Washington, D.C. : U.S. 
Dept. of Commerce, Bureau of the Census : For sale by Supt. 
of Docs., U.S. G.P.O., 1984] 

6 p. ; 28 cm. Caption title. “Issued April 1984.” 
“MC82-1-39C-7(P)” @Item 135 S/N 003-024-90588-4 @ 
GPO $1.00 

1. Button industry — United States — Statistics. 2. United 
States — Manufactures — Statistics. I. United States. Bureau 
of the Census. II. Title. III. Title: Industry series, buttons 
(industry 3963) IV. Title: Buttons (industry 3963) OCLC 
11034226 


Title: Motor vehicles and car bodies (industry 3711) OCLC 
11009 . 64 84-20294 

C 3.24/8:MC 82-I-39 D-1 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Brooms and brushes (industry 3991). — [Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by Supt. of Docs., U.S. G.P.O., 1984] 


84-20290 
C 3.24/8:MC 82-I-37 B-2 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Aircraft engines and engine parts (industry 3724). — 
Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 6 p.; 28cm. Caption title. “Issued May 1984.” “MC82- 
Census : [For sale by Supt. of Docs., U.S. G.P.O., 1984] 1-39D-1(P)”  @Item 135 S/N 003-024-90590-6 @ GPO 

8 p.; 28cm. Caption title. “Issued May 1984.” “MC82- $1.00 
1-37B-2(P)” @lItem 135 S/N 003-024-90550-7 @ GPO 1. Broom and brush industry — United States — Statistics. 
$1.00 2. United States — Manufactures — Statistics. I. United 

1. United States — Manufactures — Statistics. 2. Aircraft States. Bureau of the Census. II. Title. III. Title: Industry 
industry — United States — Statistics. I. United States. series, brooms and brushes (industry 3991) IV. Title: Brooms 
Bureau of the Census. II. Title. III. Title: Aircraft engines and brushes (industry 3991) OCLC 11019289 
and engine parts (industry 3724) IV. Title: Industry series, 
aircraft engines and engine parts (industry 3724) OCLC 84-20295 
11018915 C 3,.31/4:982/v.1/pt.4 

Census of agriculture (1982) 

1982 census of agriculture.Volume 1,Geographic area 
series. Part 4, Arkansas, state and county data. — Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by Supt. of Docs., U.S. G.P.O., 1984. 

411 p. in various pagings : 1 form, 1 map ; 28 cm. “Issued 
June 1984.” Includes index. ‘“AC82-A-4.” @lItem 152-A- 
23 S/N 003-024-91184-1 @ GPO $11.00 


84-20291 
C 3.24/8:MC 82-I-37 B-5 (P) 
Census of manufactures (1982). Preliminary report. 

1982 census of manufactures.Preliminary report. Industry 
series. Space propulsion units and parts (industry 3764). — 
(Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1984] 
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1. Agriculture — Arkansas — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Geographic area 
series, Arkansas, state and county data. IV. Title: Arkansas, 
state and county data. OCLC 10975992 


84-20296 
C 3.31/4:982/v.1/pt.5 
Census of agriculture (1982) 

1982 census of agriculture. Volume 1,Geographic area 
series. Part 5, California, state and county data. — Washing- 
ton, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
For sale by Supt. of Docs., U.S. G.P.O., 1984. 

387 p. in various pagings : 1 form, 1 map ; 28cm. “Issued 
June 1984.” Includes index. “AC82-A-5.” @lItem 152-A- 
33 S/N 003-024-91185-0 @ GPO $10.00 

1. Agriculture — California — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Geographic area 
series, California, state and county data. IV. Title: Califor- 
nia, state and county data. OCLC 10975881 


84-20297 
C 3.31/4:982/v.1/pt.6 
Census of agriculture (1982) 

1982 census of agriculture. Volume 1,Geographic area 
series. Part 6, Colorado, state and county data. — Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by Supt. of Docs., U.S. G.P.O., 1984. 

360 p. in various pagings : 1 form, 1 map ; 28cm. “Issued 
June 1984.” Includes index. “AC82-A-6.” @Item 152-A- 
29 S/N 003-024-91186-8 @ GPO $9.50 

1. Agriculture — Colorado — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Geographic area 
series, Colorado, state and county data. IV. Title: Colorado, 
state and county data. OCLC 10975865 


84-20298 
C 3.31/4:982/v.1/pt.23 
Census of agriculture (1982) 

1982 census of agriculture.Volume 1,Geographic area 
series. Part 23, Minnesota, state and county data. — Washing- 
ton, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
For sale by Supt. of Docs., U.S. G.P.O., 1984. 

451 p. in various pagings : 1 form, 1 map ; 28 cm. “Issued 
June 1984.” Includes index. “AC82-A-23.” @lItem 152-A- 
8 S/N 003-024-91203-1 @ GPO $12.00 

1. Agriculture — Minnesota — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Geographic area 
series, Minnesota, state and county data. IV. Title: Minneso- 
ta, state and county data. OCLC 10975975 


84-20299 
C 3.31/4:982/v.1/pt.34 
Census of agriculture (1982) 

1982 census of agriculture.Volume 1,Geographic area 
series. Part 34, North Dakota, state and county data. — Wash- 
ington, D.C. : U.S. Dept. of Commerce, Bureau of the Census 
: For sale by Supt. of Docs., U.S. G.P.O., 1984. 

353 p. in various pagings : 1 form, 1 map ; 28 cm. “Issued 
June 1984." Includes index. ‘“AC82-A-34." @lItem 152-A- 
11 S/N 003-024-91214-7 @ GPO $9.50 

1. Agriculture— North Dakota — Statistics. I. United 
States. Bureau of the Census. II. Title. III. Title: Geo- 
graphic area series, North Dakota, state and county data. 
IV. Title: North Dakota, state and county data. OCLC 
10975956 


84-20300 


C 3.31/4:982/v.1/pt.50 
Census of agriculture (1982) 


1982 census of agriculture.Volume 1,Geographic area 
series. Part 50, Wyoming, state and county data. — Washing- 
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ton, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
For sale by Supt. of Docs., U.S. G.P.O., 1984. 

236 p. in various pagings : 1 form, 1 map ; 28 cm. “Issued 
June 1984.” Includes index. ‘“AC82-A-50.” @Item 152-A- 
29 S/N 003-024-91230-9 @ GPO $7.00 

1. Agriculture — Wyoming — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Geographic area 
series, Wyoming, state and county data. IV. Title: Wyo- 
ming, state and county data. OCLC 10975913 


84-20301 
C 3.158:MA-30 A (83)-1 
Current industrial reports.MA-30A,Rubber, production, ship- 
ments, and stocks / U.S. Department of Commerce, Bureau 
of the Census. [Washington, D.C.] : The Bureau, 1981- U.S. 
Dept. of Commerce, Bureau of the Census, Industry Division, 
Washington, D.C. 20233 
v. ; 28 cm. 
Annual 
1980- Title from caption. GPO sales statement incorrect 
in publication. 1983. @Item 142-A ISSN  0738-033X 
Continues: Current industrial reports. MA-30A, Rubber, pro- 
duction, consumption, and stocks ISSN 0278-9310 
1. Rubber industry and trade — United States — Statistics — 
Periodicals. I. United States. Bureau of the Census. 
HD9161.U5C87 83-642870 338.4/76782/0973 ¢2 19 
OCLC 08862076 


84-20302 
C 3.158:MA-35 L (83)-1 
Current industrial reports.MA-35L,Internal combustion engines 
/ U.S. Department of Commerce, Bureau of the Census. 
(Washington, D.C.] : The Bureau : [For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 
v. : ill. ; 28 cm. 
Annual 
$1.25 
Began with 1943 issue. Title from caption. Issued 1950- 
1955 with no. M31L, 1956-1964 with no. M35L. Previously 
classed: C 56.216:MA-35 L 1983. Description based on: 
1979. @Item 142-A S/N 003-024-05943-6 ISSN 0278-9302 
1. Internal combustion engines — Statistics — Periodicals. 
I. United States. Bureau of the Census. TJ751.149 81- 
649887 //r83 338.4/762143/0973 OCLC 03093578 


84-20303 
C 3.158:MA-36 E (83)-1 
Current industrial reports.MA-36E,Electric housewares and 
fans. [Washington, D.C.] : U.S. Dept. of Commerce, Bureau 
of the Census : [For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 
20402 
v.: ill. ; 28 cm. 
Annual 
$1.25 
Began with 1965. Title from caption. Previously classed: 
C 56.216:MA-36 E 1983. Description based on: 1980. 
@item 142-A S/N 003-024-05944-4 Continues: Current in- 
dustrial reports. M36E, Electric housewares and fans 
1. Electric household appliances industry — United 
States — Statistics — Periodicals. 2. Fans (Machinery) — Sta- 
tistics — Periodicals. I. United States. Bureau of the Census. 
HD9971.5.E543U543 80-648029 //r82 338.4/768383/0973 
OCLC 03060370 





84-20304 
C 3.186:P-20/389 
Marital status and living arrangements. Washington, D.C. : U.S. 

Dept. of Commerce, Bureau of the Census : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. ; 28 cm. (Current population reports. Series P-20, Popu- 
lation characteristics ; no, 389) 

Annual 

$90.00 (U.S., subscription also includes P 23, Special stud- 
ies; P 27,.Farm population; and P 60, Consumer income) 
$112.50 (foreign) single copies vary in price 

Began with 1971. Vols. for 1972-1975 were classed: C 
56.218:P-20/ Mar. 1983. Description based on: Mar. 1980. 
@ltem 142-C-1 S/N  003-001-81003-4 ISSN 0146-4213 
Continues: Marital status and family status 

1. Marital status — United States — Statistics — Periodicals. 
2. Family— United States — Statistics — Periodicals. 3. 
United States — Statistics, Vital — Periodicals. I. United 
States. Bureau of the Census. II. Series. HA195.A53 subser 
77-648742 //r82 [HB1127] 312/.0973 s [312/.9] OCLC 
02943248 


84-20305 
C 3,.186:P-23/136 
Salvo, Joseph J. 

Lifetime work experience and its effect on earnings : retro- 
spective data from the 1979 income survey development pro- 
gram /by Joseph J. Salvo and John M. McNeil. — Washing- 
ton, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
For sale by the Supt. of Docs., U.S. G.P.O., [1984] 

26 p. : 1 form ; 28 cm.— (Current population reports, 
special studies, series P-23 ; no. 136) “Issued June 1984.” 
Bibliography: p. 5. @lItem 142-C-2 S/N 003-001-91553-7 @ 
GPO $1.75 

1. Work — Statistics. 2. Labor and laboring classes — 
United States — Statistics. 3. Income — United States — Sta- 
tistics. 4. Wages— United States — Statistics. I. McNeil, 
John M. II. United States. Bureau of the Census. III. Title. 
IV. Title: Income survey development program. V. Series: 
Current population reports. Series P-23, Special studies ; no. 
136. OCLC 11034857 


84-20306 
C 3.186:P-26/82-6-C 
Estimates of the population of Colorado counties and metropoli- 
tan areas : July 1, 1981, and 1982 (provisional). — [Washing- 
ton, D.C.] : U.S. Dept. of Commerce, Bureau of the Census : 
[For sale by the Supt. of Docs., U.S. G.P.O., 1984] 

3, [1] p. : 1 map ; 28 cm.— (Current population reports. 
Series P-26, Local population estimates ; no. 82-6-C) Caption 
title. “Issued May 1984.” @lItem 142-C-4 S/N 003-024- 
05846-4 @ GPO $1.00 

1. Colorado — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Colorado 
counties and metropolitan areas. III. Series. OCLC 
11033608 


84-20307 
C 3.186:P-26/82-9-C 
Estimates of the population of Florida counties and metropoli- 
tan areas : July 1, 1981, and 1982 (provisional). — [Washing- 
ton, D.C.] : U.S. Dept. of Commerce, Bureau of the Census : 
[For sale by the Supt. of Docs., U.S. G.P.O.], 1984. 

5 p. : 1 map ; 28 cm. — (Current population reports. Series 
P-26, Local population estimates ; no. 82-9-C) Caption title. 
“Issued July 1984.” @Item 142-C-4 S/N 003-024-05849-9 
@ GPO $1.00 

1. Florida — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Florida coun- 
ties and metropolitan areas. III. Series. OCLC 11004850 


Government Publications — October 1984 


84-20308 
C 3.186:P-26/82-14-C 
Estimates of the population of Indiana counties and metropoli- 
tan areas : July 1, 1981, and 1982 (provisional). — [Washing- 
ton, D.C.] : U.S. Dept. of Commerce, Bureau of the Census : 
[For sale by the Supt. of Docs., U.S. G.P.O.], 1984. 

6 p. : 1 map ; 28 cm. — (Current population reports. Series 
P-26, Local population estimates ; no. 82-14-C) Caption title. 
“Issued May 1984." @lItem 142-C-4 S/N 003-024-05854-5 
@ GPO $1.00 

1. Indiana — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Indiana coun- 
ties and metropolitan areas. III. Series. OCLC 11004960 


84-20309 
C 3.186:P-26/82-19-C 
Estimates of the population of Maine counties and metropolitan 
areas : July 1, 1981, and 1982 (provisional). — [Washington, 
D.C.] : U.S. Dept. of Commerce, Bureau of the Census : [For 
sale by the Supt. of Docs., U.S. G.P.O., 1984] 

2, [1] p. : 1 map ; 28 cm.—: (Current population reports. 
Series P-26, Local population estimates ; no. 82-19-C) Cap- 
tion title. “Issued June 1984.” @Item 142-C-4 S/N 003- 
024-05859-6 @ GPO $1.00 

1. Maine — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Maine coun- 
ties and metropolitan areas. III. Series. OCLC 10975327 


84-20310 
C 3,.186:P-26/82-20-C 
Estimates of the population of Maryland counties and metropol- 
itan areas : July 1, 1981, and 1982 (provisional). — [Washing- 
ton, D.C.] : U.S. Dept. of Commerce, Bureau of the Census : 
[For sale by the Supt. of Docs., U.S. G.P.O., [1984] 

3, [1] p. : 1 map ; 28 cm.— (Current population reports. 
Series P-26, Local population estimates ; no. 82-20-C) Cap- 
tion title. “Issued July 1984.” @lItem 142-C-4 S/N 003- 
024-05860-0 @ GPO $1.00 

1. Maryland — Population — Statistics. I. 
Bureau of the Census. 
counties 
11004875 


United States. 
II. Title: Population of Maryland 
and metropolitan areas. III. Series. OCLC 


84-20311 
C 3.186:P-26/82-22-C 
Estimates of the population of Michigan counties and metropoli- 
tan areas : July 1, 1981, and 1982 (provisional). — [Washing- 
ton, D.C.] : U.S. Dept. of Commerce, Bureau of the Census : 
[For sale by the Supt. of Docs., U.S. G.P.O., 1984] 

5 p.: 1 map ; 28 cm. — (Current population reports. Series 
P-26, Local population estimates ; no. 82-22-C) Caption title. 
“Issued May 1984.” @lItem 142-C-4 S/N 003-024-05862-6 
@ GPO $1.00 

1. Michigan — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Michigan 
counties and metropolitan areas. III. Series. OCLC 
11033563 


84-20312 
C 3.186:P-26/82-35-C 
Estimates of the population of Ohio counties and metropolitan 
areas : July 1, 1981, and 1982 (provisional). — [Washington, 
D.C.] : U.S. Dept. of Commerce, Bureau of the Census : [For 
sale by the Supt. of Docs., U.S. G.P.O.], 1984. 

5 p. : 1 map ; 28 cm. — (Current population reports. Series 
P-26, Local population estimates ; no. 82-35-C) Caption title. 
“Issued July 1984.” @Item 142-C-4 S/N 003-024-05875-8 
@ GPO $1.00 
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Census Bureau — Commerce Dept. 


“Issued June 1984.” @lItem 142-C-4 S/N 003-024-05889-8 
@ GPO $1.00 

1. Wisconsin — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Wisconsin 
counties and metropolitan areas. III. Series. OCLC 
11004896 


84-20318 


1. Ohio — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Ohio counties 
and metropolitan areas. III. Series. OCLC 11004939 


84-20313 
C 3.186:P-26/82-40-C 
Estimates of the population of South Carolina counties and 
metropolitan areas : July 1, 1981, and 1982 (provisional). — 
(Washington, D.C.] : U.S. Dept. of Commerce, Bureau of the 
Census : [For sale by the Supt. of Docs., U.S. G.P.O., 1984] 
3, [1] p. : 1 map ; 28 cm.— (Current population reports. 


C 3.204:82-2 
County business patterns, Alabama. Washington, D.C. : U.S. 
Dept. of Commerce, Bureau of the Census : For sale by the 


Series P-26, Local population estimates ; no. 82-40-C) Cap- 
tion title. “Issued June 1984.” @lItem 142-C-4 S/N 003- 
024-05880-4 @ GPO $1.00 

1. South Carolina — Population — Statistics. I. United 
States. Bureau of the Census. II. Title: Population of South 
Carolina counties and metropolitan areas. III. Series. 
OCLC 10975310 


84-20314 


C 3.186:P-26/82-42-C 

Estimates of the population of Tennessee counties and metropol- 
itan areas : July 1, 1981, and 1982 (provisional). — [Washing- 
ton, D.C.] : U.S. Dept. of Commerce, Bureau of the Census : 
[For sale by the Supt. of Docs., U.S. G.P.O.], 1984. 

6 p. : | map ; 28 cm. — (Current population reports. Series 
P-26, Local population estimates ; no. 82-42-C) Caption title. 
“Issued July 1984.” @lItem 142-C-4 S/N 003-024-05882-1 
@ GPO $1.00 

1. Tennessee — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Tennessee 
counties and metropolitan areas. III. Series. OCLC 
11004928 


84-20315 


C 3.186:P-26/82-46-C 

Estimates of the population of Virginia counties and metropoli- 
tan areas : July 1, 1981, and 1982 (provisional). — [Washing- 
ton, D.C.] : U.S. Dept. of Commerce, Bureau of the Census : 
[For sale by the Supt. of Docs., U.S. G.P.O.], 1984. 

6 p. : 1 map ; 28 cm. — (Current population reports. Series 
P-26, Local population estimates ; no. 82-46-C) Caption title. 
“Issued June 1984.” @ltem 142-C-4 S/N 003-024-05886-3 
@ GPO $1.00 

1. Virginia — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Virginia coun- 
ties and metropolitan areas. III. Series. OCLC 11004912 


84-20316 


C 3.186:P-26/82-48-C 
Estimates of the population of West Virginia counties and met- 
ropolitan areas : July 1, 1981, and 1982 (provisional). — 
[Washington, D.C.] : U.S. Dept. of Commerce, Bureau of the 
Census : [For sale by the Supt. of Docs., U.S. G.P.O., 1984] 

4, [1] p. : 1 map ; 28 cm. — (Current population reports. 
Series P-26, Local population estimates ; no. 82-48-C) Cap- 
tion title. “Issued July 1984." @ltem 142-C-4 S/N 003- 
024-05888-0 @ GPO $1.00 

1. West Virginia — Population — Statistics. I. United 
States. Bureau of the Census. II. Title: Population of West 
Viriginia counties and metropolitan areas. III. Series. 
OCLC 11033676 


84-20317 


C 3.186:P-26/82-49-C 
Estimates of the population of Wisconsin counties and metropol- 
itan areas : July 1, 1981, and 1982 (provisional). — [Washing- 
ton, D.C.] : U.S. Dept. of Commerce, Bureau of the Census : 
[For sale by the Supt. of Docs., U.S. G.P.O.}, 1984. 

5 p. : 1 map ; 28 cm. — (Current population reports. Series 
P-26, Local population estimates ; no. 82-49-C) Caption title. 
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Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. : ill. ; 28 cm. 

Annual 

$4.50 

Began with 1964. “CBP-82-2” 1982. Description based 
on: 1979. Available on microfiche. @lItem 133-A-1 S/N 
003-024-05775-1 Continues in part: County business patterns. 
Pt. 7, East South Central states, Alabama, Kentucky, Missis- 
sippi, Tennessee 

1. Alabama — Industries — Periodicals. I. United States. 
Bureau of the Census. OCLC 07536775 


84-20319 


C 3.204:82-15 


County business patterns, Illinois. Washington, D.C. : U.S. 


Dept. of Commerce, Bureau of the Census : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington. D.C. 20402 

v.: ill. ; 28 cm. 

Annual 

$5.50 

Began with 1964. “CBP-82-15” 1982. Description based 
on: 1979. Available on microfiche. @lItem 133-A-13 S/N 
003-024-05788-3 Continues in part: County business patterns. 
Pt. 4B, East North Central states, Illinois, Indiana, Ohio 

1. Illinois — Industries — Periodicals. I. United States. 
Bureau of the Census. OCLC 05795090 


84-20320 


C 3.204:82-16 


County business patterns, Indiana. Washington, D.C. : U.S. 


Dept. of Commerce, Bureau of the Census : For szle by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v.: ill. ; 28 cm. 

Annual 

$5.50 

Began with 1964. “CBP-82-16” 1982. Description based 
on: 1979. Available on microfiche. @lItem 133-A-14 S/N 
003-024-05789-1 Continues in part: County business patterns. 
Pt. 4B, East North Central states, Illinois, Indiana, Ohio 

1. Indiana — Industries — Periodicals. I. United States. 
Bureau of the Census. OCLC 06351025 


84-20321 


C 3.204:82-19 


County business patterns, Kentucky. Washington, D.C. : U.S. 


Dept. of Commerce, Bureau of the Census : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v.: ill. ; 28 cm. 

Annual 

$4.75 

Began with 1964. “CBP-82-19" 1982. Description based 
on: 1979. Available on microfiche. @lItem 133-A-17 S/N 
003-024-05792-1 Continues in part: County business patterns. 
Pt. 7, East South Central states, Alabama, Kentucky, Missis- 
sippi, Tennessee 





1. Kentucky — Industries — Periodicals. I. United States. 


Bureau of the Census. OCLC 07537099 


84-20322 
C 3.204:82-24 
County business patterns, Michigan. Washington, D.C. : Dept. 
of Commerce, Bureau of the Census : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 
v. ; 29 cm. 
Annual 
$5.50 
1964- “CBP-82-24” 1982. Available on microfiche. 
@ltem 133-A-22 S/N 003-024-05797-2 Continues in part: 
County business patterns. Pt. 4A, East North Central states, 
Michigan, Wisconsin 
1. Michigan — Industries — Periodicals. 
Bureau of the Census. OCLC 07425542 


I. United States. 


84-20323 
C 3.204:82-26 
County business patterns, Mississippi. Washington, D.C. : U.S. 
Dept. of Commerce, Bureau of the Census : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 
v. : ill. ; 28 cm. 
Annual 
$4.50 
Began with 1964. ‘“CBP-82-26” 1982. Description based 
on: 1979. Available on microfiche. @lItem 133-A-24 S/N 
003-024-05799-9 Continues in part: County business patterns. 
Pt. 7, East South Central states, Alabama, Kentucky, Missis- 
sippi, Tennessee 
1. Mississippi — Industries — Periodicals. 
Bureau of the Census. OCLC 07537061 


84-20324 


I. United States. 


C 3.204:82-37 
County business patterns, Ohio. Washington, D.C. : U.S. Dept. 
of Commerce, Bureau of the Census : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 
v.: ill. ; 28 cm. 
Annual 
$7.00 
Began with 1964. “CBP-82-37” 
on: 1979. Available on microfiche. 


1982. Description based 

@ltem 133-A-35 S/N 
003-024-05810-3 Continues in part: County business patterns. 
Pt. 4B, East North Central states, Illinois, Indiana, Ohio 


1. Ohio — Industries — Periodicals. 1. 
Bureau of the Census. OCLC 06638163 


United States. 


84-20325 
C 3.204:82-44 
County business patterns, Tennessee. Washington, D.C. : U.S. 
Dept. of Commerce, Bureau of the Census : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 
v. ill. ; 28 cm. 
Annual 
$5.00 
Began with 1964. “CBP-82-44” 1982. Description based 
on: 1979. Available on microfiche. @lItem 133-A-42 S/N 
003-024-05817-1 Continues in part: County business patterns. 
Pt. 7, East South Central states, Alabama, Kentucky, Missis- 
sippi, Tennessee 
1. Tennessee — Industries — Periodicals. 
Bureau of the Census. OCLC 07537152 


I. United States. 


Government Publications — October 1984 


84-20326 
C 3.215:H-170-81-6 
Current housing reports.H-170,Annual housing survey, Fort 

Worth, Tex., standard metropolitan statistical area. Housing 
characteristics for selected metropolitan areas. Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by Data User Services Division, Customer Services (Pub- 
lications), Bureau of the Census, Data User Services Divi- 
sion, Customer Services (Publications), Bureau of the Census, 
Washington, D.C. 20233 

v. : maps ; 28 cm. 

Irregular 

Began with 1974. 1981. Description based on: 1981. 
Vols. for 1974- issued jointly with the U.S. Dept. of Housing 
and Urban Development, Office of Policy Development and 
Research. @lItem 141-A 

1. Housing — Texas — Fort Worth Metropolitan Area — 
Statistics — Periodicals. I. United States. Bureau of the 
Census. II. United States. Dept. of Housing and Urban De- 
velopment. Office of Policy Development and Research. 
OCLC 10965925 


84-20327 
C 3.215:H-170-81-11 
Current housing reports.H-170,Annual housing survey, Orlando, 

Fla., standard metropolitan statistical area. Housing character- 
istics for selected metropolitan areas. Washington, D.C. : U.S. 
Dept. of Commerce, Bureau of the Census : For sale by Data 
User Services Division, Customer Services (Publications), 
Bureau of the Census, Data User Services Division, Custom- 
er Services (Publications), Bureau of the Census, Washington, 
D.C. 20233 

v. : maps ; 28 cm. 

Irregular 

Began with 1974. 1981. Description based on: 1977. 
Vols. for 1974- issued jointly with the U.S. Dept. of Housing 
and Urban Development, Office of Policy Development and 
Research. @lItem 141-A 

1. Housing — Florida — Orlando Metropolitan Area — Sta- 
tistics — Periodicals. I. United States. Bureau of the Census. 
II. United States. Dept. of Housing and Urban Development. 
Office of Policy Development and Research. OCLC 
08342172 


84-20328 
C 3.215:H-170-81-12 
Current housing reports.H-170,Annual housing survey, Phoenix, 

Ariz., standard metropolitan statistical area. Housing charac- 
teristics for selected metropolitan areas. Washington, D.C. : 
U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Data User Services Division, Customer Services (Publica- 
tions), Bureau of the Census, Data User Services Division, 
Customer Services (Publications), Bureau of the Census, 
Washington, D.C. 20233 

v. : maps ; 28 cm. 

Irregular 

Began with 1974. 1981. Description based on: 1981. 
Vols. for 1974- issued jointly with the U.S. Dept. of Housing 
and Urban Development, Office of Policy Development and 
Research. @lItem 141-A 

1. Housing — Arizona — Phoenix Metropolitan Area — Sta- 
tistics — Periodicals. I. United States. Bureau of the Census. 
Il. United States. Dept. of Housing and Urban Development. 
Office of Policy Development and Research. OCLC 
10978899 
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Census Bureau — Commerce Dept. 


84-20329 
C 321S:H-170-81-13 
Current housing reports.H-170,Annual housing survey, Pitts- 

burgh, Pa., standard metropolitan statistical area. Housing 
characteristics for selected metropolitan areas. Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by Data User Services Division, Customer Services (Pub- 
lications), Bureau of the Census, Data User Services Divi- 
sion, Customer Services (Publications), Bureau of the Census, 
Washington, D.C. 20233 

Vv. : Maps ; 28 cm. 

Irregular 

Began with 1974. 1981. Description based on: 198). 
Vols. for 1974- issued jointly with the U.S. Dept. of Housing 
and Urban Development, Office of Policy Development and 
Research. @ltem 141-A 

1. | Housing — Pennsylvania — Pittsburgh Metropolitan 
Area — Statistics — Periodicals. 1. United States. Bureau of 
the Census. II. United States. Dept. of Housing and Urban 
Development. Office of Policy Development and Research. 
OCLC 10991986 


84-20330 
C 3.215:H-170-81-16 
Current housing reports.H-170,Annual housing survey, Spokane, 
Wash., standard metropolitan statistical area. Housing charac- 
teristics for selected metropolitan areas. Washington, D.C. : 
U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Data User Services Division, Customer Services (Publica- 
tions), Bureau of the Census, Data User Services Division, 
Customer Services (Publications), Bureau of the Census, 
Washington, D.C. 20233 
Vv. : maps ; 28 cm. 
Irregular 
Began with 1974. 1981. Description based on: 198). 
Vols. for 1974- issued jointly with the U.S. Dept. of Housing 
and Urban Development, Office of Policy Development and 
Research. @lItem 141-A 
1. Housing — Washington (State)— Spokane Metropolitan 
Area — Statistics — Periodicals. I. United States. Bureau of 
the Census. II. United States. Dept. of Housing and Urban 


Development. Office of Policy Development and Research. 
OCLC 10991951 


84-20331 
C 3.215:H-170-81-17 
Current housing reports.H-170,Annual housing survey, Tacoma, 

Wash., standard metropolitan statistical area. Housing charac- 
teristics for selected metropolitan areas. Washington, D.C. : 
U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Data User Services Division, Customer Services (Publica- 
tions), Bureau of the Census, Data User Services Division, 
Customer Services (Publications), Bureau of the Census, 
Washington, D.C. 20233 

v. : maps ; 28 cm. 

Irregular 

Began with 1974. 1981. Description based on: 1977. 
Vols. for 1974- issued jointly with the U.S. Dept. of Housing 
and Urban Development, Office of Policy Development and 
Research. @lItem 141-A 

1. Housing — Washington (State)— Tacoma Metropolitan 
Area — Statistics — Periodicals. I. United States. Bureau of 
the Census. II. United States. Dept. of Housing and Urban 
Development. Office of Policy Development and Research. 
OCLC 08342191 
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84-20332 
C 3,223/7;:980/C 53 B 
Censo de poblacion (1980). Caracteristicas sociales y economi- 
cas generales. 

1980 censo de poblacion.Volumen 1,Caracteristicas de Ja 
poblacion. Capitulo. C, Caracteristicas sociales y economicas 
generales. Parte 33B, Puerto Rico. — Washington, D.C. : De- 
partamento de Comercio de los Estados Unidos, Negociado 
del Censo : A la venta por el Superintendente de Documen- 
tos, Imprenta de los Estados Unidos, 1984. 

325 p. in various pagings : forms, 2 maps ; 28 cm. ‘“Publi- 
cado en junio de 1984." Includes index. “PC80-1-C53B.” 
@item 159-C-53 S/N 003-024-05669-1 @ GPO $9.50 

1. Puerto Rico— Population — Statistics. 2. Puerto 
Rico — Census, 1980. 3. United States — Census, 20th, 1980. 
I. United States. Bureau of the Census. II. Title. III. Title: 


Caracteristicas sociales y economicas generales, Puerto Rico. 
OCLC 11014043 


84-20333 
C 3.223/10:980/y.2/pt.6 E 
Census of population (1980). Subject reports. 

1980 census of population.Volume 2,Subject reports. 6E, 
Place of work. — Washington, D.C. : U.S. Dept. of Com- 
merce, Bureau of the Census : For sale by Supt. of Docs., 
U.S. G.P.O., 1984. 

1039 p. in various pagings : forms ; 28 cm. “Issued June 
1984.” “PC80-2-6E.” @Item 159-G S/N 003-024-05670-4 
@GPO $19.00 

1. Labor supply — United States — Statistics. 2. Labor and 
laboring classes — United States — Statistics. 3. United 
States — Occupations — Statistics. I. United States. Bureau 
of the Census. II. Title. III. Title: Subject reports, place of 
work. IV. Title: Place of work. OCLC 11035104 


84-20334 
C 3.224/3:980/B 56 
Census of housing (1980). Detailed housing characteristics. 

1980 census of housing. Volume 1,Characteristics of housing 
units. Chapter B, Detailed housing characteristics. Part 56, 
American Samoa. — Washington, D.C. : U.S. Dept. of Com- 
merce, Bureau of the Census : For sale by Supt. of Docs., 
U.S. G.P.O., 1984. 

72 p. in various pagings : forms, maps ; 28 cm. 
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of Commerce, ASTM Technical Division P, on Recycled 
Petroleum Products, Association of Petroleum Re-refiners. — 
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02583-6 @ GPO $3.25 

1. Software compatibility. 2. Data transmission systems. 
I. Salazar, Sandra. II. United States. National Bureau of 
Standards. III. Title. IV. Series. V. Series: Computer sci- 
ence & technology. 84-601055 OCLC 10984915 
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Engineering Laboratory, Center for Building Technology ; 
prepared for U.S. Department of Commerce ....— Washing- 
ton, DC : The Center ; [Springfield, VA : Order from Nation- 
al Technical Information Service, 1984] 

x, 135 p. : ill, forms ; 28 cm.— (NBS-GCR ; 84-459) 
Final report. 1977-1980. Distributed to depository libraries in 
microfiche. “February 1984.” Includes bibliographical ref- 
erences. Grant No.: DOC NBS G8-9022. @lItem 247-H-11 
(microfiche) 

1. Solar collectors — Testing. I. Center for Building Tech- 
nology. Il. Title. Ill. Series. OCLC 11027119 


84-20396 
C 13.58:83-1691 
Measurement of multimode optical fiber attenuation : an NBS 
specia) test service /R.L. Gallawa ... [et al.). — Boulder, Colo. 
: U.S. Dept. of Commerce, National Bureau of Standards ; 
[Springfield, VA. : Order from National Technical Informa- 
tion Service (NTIS)], 1984. 

iii, 25 p. : ill. ; 28 cm. — (NBSIR ; 83-1691) Distributed to 
depository libraries in microfiche. “February 1984.” In- 
cludes bibliographical references. @lItem 247-D (microfiche) 

1. Optical fibers — Measurement. 2. Optical wave guides. 
I. Gallawa, R. L. Hl. United States. National Bureau of 
Standards. III. Series. OCLC 10984843 
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84-20397 
C 13.58:83-1693 
Bensema, W. D. 

Handbook for broadband isotropic antenna system /W.D. 
Bensema. — [Washington, D.C.?] : U.S. Dept. of Commerce, 
National Bureau of Standards ; [Springfield, VA : Order from 
National Technical Information Service], 1983- 

vi, 67 p. : ill. ; 28 cm.— (NBSIR ; 83-1693) Distributed 
to depository libraries in microfiche. “July 1983.” Con- 
tents: v. 1. Operation manual. @lItem 247-D (microfiche) 

1. Antennas (Electronics) — Handbooks, manuals, etc. I. 
United States. National Bureau of Standards. II. Title. III. 
Series. OCLC 10962081 


84-20398 
C 13.58:83-2787 
Lawson, J. R. 

Fire performance of furnishings as measured in the NBS 
furniture calorimeter.Part I / J. Randall Lawson, W. Douglas 
Walton, William H. Twilley. — Washington, DC : U.S. Dept. 
of Commerce, National Bureau of Standards ; [Springfield, 
VA : Order from National Technical Information Service, 
1984- ] 

v. : ill. ; 28 cm. — (NBSIR ; 83-2787) “Supported in part 
by: Department of Health and Human Services.” Distribut- 
ed to depository libraries in microfiche. “Issued January 
1984.” “August 1983.” Includes bibliographical references. 
@ltem 247-D (microfiche) 

1. Fire-testing. 2. Upholstery — Fire-testing. 3. Furni- 
ture. 4. Calorimeters and calorimetry. I. Walton, W. Doug- 
las. II. Twilley, William H. III. United States. Dept. of 
Health and Human Services. IV. United States. National 
Bureau of Standards. V. Title. VI. Series. OCLC 
11027090 


84-20399 
C 13.58:83-2801 
Steckler, K. D. 

Fire induced flows through room openings : flow coeffi- 
cients /K.D. Steckler, H.R. Baum, J.G. Quintiere ; sponsored 
in part by Armstrong World Industries. — Washington, DC : 
U.S. Dept. of Commerce, National Bureau of Standards ; 
[Springfield, VA : Order from National Technical Informa- 
tion Service, 1984] 

viii, 50 p. : ill. ; 28 cm. — (NBSIR ; 83-2801) Distributed 
to depository libraries in microfiche. “March 1984.” In- 
cludes bibliographical references. @ltem 247-D (microfiche) 

1. Gas flow. 2. Air flow. 3. Fires. I. Baum, Howard R. 
Il. Quintiere, James G. Ill. Armstrong World Industries. 
IV. United States. National Bureau of Standards. V. Title. 
VI. Series. OCLC 10776742 


84-20400 


C 13.58:83-2802 
Characterization of organometallic polymers by chromatogra- 
phic methods and nuclear magnetic resonance /E.J. Parks ... 
{et al.] ; prepared for Naval Ship R & D Center, Annapolis 
Laboratory. — (Washington, D.C.] : U.S. Dept. of Commerce, 
National Bureau of Standards ; [Springfield, VA : National 
Technical Information Service, distributor], 1984- 

v. : ill. ; 28 cm.— (NBSIR ; 83-2802) Oct. 1, 1982-Sept. 
30, 1983. Distributed to depository libraries in microfiche. 
“November 1983”—Pt. 2. “Issued February 1984”°—Pt. 2. 
Includes bibliographical references. @Item 247-D (micro- 
fiche) 

1. Organometallic compounds. 2. Polymers and polymeri- 
zation. 3. Chromatographic analysis. I. Parks, E. J. II. 
David W. Taylor Naval Ship Research and Development 





Center. Annapolis Laboratory. III. United States. National 
Bureau of Standards. IV. Series. OCLC 11037591 


84-20401 
C 13.58:84-1699 
Read, D. T. 

Experimental results for fitness-for-service assessment of 
HY130 weldments /D.T. Read ; sponsored by Naval Sea 
Systems Command (SEA 05R25).—[Washington, D.C.] : 
U.S. Dept. of Commerce, National Bureau of Standards ; 
(Springfield, VA. : National Technical Information Service, 
distributor], 1984. 

iii, 90 p. : ill. ; 28 cm. — (NBSIR ; 84-1699) Final. 10/81 - 
9/82. Distributed to depository libraries in microfiche. 
“March 1984.” Includes bibliographical references. @Item 
247-D (microfiche) 

1. Fracture mechanics. 2. Metals — Fatigue. I. United 
States. Naval Sea Systems Command. II. United States. Na- 
tional Bureau of Standards. III. Title. IV. Series. OCLC 
10977356 


84-20402 
C 13.58:84-2819 
Budnick, Edward K. 

Estimating effectiveness of state-of-the-art detectors and 
automatic sprinklers on life safety in residential occupancies / 
Edward K. Budnick. — Washington, DC : U.S. Dept. of 
Commerce, National Bureau of Standards ; [Springfield, Va. : 
Order from National Technical Information Service, 1984] 

vii, 73 p. : ill. ; 28 cm. — (NBSIR ; 84-2819) Final report. 
Distributed to depository libraries in microfiche. “January 
1984.” Includes bibliographical references. @Item 247-D 
(microfiche) 

1. Fire detectors. 2. Fire sprinklers. 3. Dwellings — 
United States — Fires and fire prevention. I. United States. 
National Bureau of Standards. II. Title. III. Series. 
OCLC 10525295 


84-20403 
C 13.58:84-2825 (DOE) 

Assessing the credibility of the calorific value of municipal solid 
waste /K.L. Churney ... [et al.] ; prepared for U.S. Depart- 
ment of Energy, Office of Renewable Technology, Energy 
from Municipal Waste Division. — Washington, DC : U.S. 
Dept. of Commerce, National Bureau of Standards : The 
Division ; [Springfield, Va. : Order from National Technical 
Information Service, 1984] 

vi, 40 p. : ill. ; 28 cm. — (NBSIR ; 84-2825 (DOE)) _Inter- 
im. Oct 1980 - 30 Sep 1983. Distributed to depository librar- 
ies in microfiche. “February 1984.” Includes bibliograph- 
ical references. Contract No.: DE-AI01-76PR06010. Project 
No.: Task Order A146. @ltem 247-D (microfiche) 

1. Factory and trade waste — United States. 2. Refuse as 
fuel — United States. 3. Calorimeters and calorimetry. I. 
Churney, K. L. II. United States. Dept. of Energy. Energy 
from Municipal Waste Division. III. United States. National 
Bureau of Standards. IV. Series. OCLC 11027070 


84-20404 
C 13.58:84-2832 
Park, Cheol. 

Economizer algorithms for energy management and control 
systems /Cheol Park, George E. Kelly, James Y. Kao. — 
(Washington, D.C.) : U.S. Dept. of Commerce, National 
Bureau of Standards, [1984] 

1 v. (various pagings) : ill. ; 28 cm.— (NBSIR ; 84-2832) 
Distributed to depository libraries in microfiche. ‘February 
1984.” Includes bibliographical references. @lItem 247-D 
(microfiche) 

1. Energy conservation — United States. 
ing. I. Kelly, George E., 1944- 


2. Hot-air heat- 
ll. Kao, James Y. IIL. 
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United States. National Bureau of Standards. 
Series. 


84-20405 


IV. Title. V. 
OCLC 11037656 


C 13.58:84-2835 
Marx, Egon. 

Free-space propagation of light pulses /Egon Marx. — 
Washington, DC : U.S. Dept. of Commerce, National Bureau 
of Standards, [1984] 

ii, 48 p. : ill. ; 28 cm.— (NBSIR ; 84-2835) Distributed to 
depository libraries in microfiche. “May 1984.” Includes 
bibliographical references. @lItem 247-D (microfiche) 

1. Electromagnetic pulse — Computer programs. 2. Elec- 
tromagnetic fields —Computer programs. I. United States. 
National Bureau of Standards. II. Title. III. Series. 
OCLC 11037804 


84-20406 
C 13.58:84-2836 
Knoerdel, Joan E. 

Document interchange format /Joan E. Knoerdel, Shirley 
Ward Watkins ; prepared for Department of Navy Office 
Automation and Communications System Project (DON- 
OACS). — Washington, DC : U.S. Dept. of Commerce, Na- 
tional Bureau of Standards, 1984. 

iv, 35 p. : ill. ; 28 cm.— (NBSIR ; 84-2836) Distributed 
to depository libraries in microfiche. “Issued April 1984.” 
Bibliography: p. 35. @ltem 247-D (microfiche) 

1. Word processing operations — Standards — United 
States. I. Watkins, Shirley Ward. II. United States. Navy 
Dept. Office Automation and Communications System 
Project. III. United States. National Bureau of Standards. 
IV. Title. V. Series. OCLC 11037822 


84-20407 
C 13,58:84-2845 
Trechsel, Heinz R. 

Test methods and standards development for active solar 
heating and cooling systems /Heinz R. Trechsel, Belinda L. 
Collins ; prepared for U.S. Department of Energy, Office of 
Solar Heat Technologies, Active Heating and Cooling Divi- 
sion. — Washington, DC : U.S. Dept. of Commerce, National 
Bureau of Standards ; [Springfield, VA. : Order from Nation- 
al Technical Information Service (NTIS), 1984] 

xii, 131 p. : ill, 1 map ; 28 cm.— (NBSIR ; 84-2845) 
Final. Distributed to depository libraries in microfiche. 
“May 1984.” Includes bibliographical references. Contract 
No.: DE-AI101 76PR06010. @ltem 247-D (microfiche) 

1. Solar heating. 2. Solar air conditioning. I. Collins, Be- 
linda Lowenhaupt. II. United States. Dept. of Energy. 
Active Heating and Cooling Division. III. United States. 
National Bureau of Standards. IV. Title. V. Series. 
OCLC 11037791 


84-20408 
C 13.58:84-2846 
May, William B. 

Control algorithms for building management and control 
systems : hot deck/cold deck/supply air reset, day/night set- 
back, ventilation purging, and hot and chilled water reset / 
William B. May. — Washington, DC : U.S. Dept. of Com- 
merce, National Bureau of Standards ; [Springfield, VA. : 
Order from Nationa) Technica) Information Service (NTIS), 
1984] 

vii, 67 p. : ill. ; 28 cm.— (NBSIR ; 84-2846) Distributed 
to depository libraries in microfiche. ‘March 1984.” In- 
cludes bibliographical references. @ltem 247-D (microfiche) 

1. Dwellings — United States — Heating and ventilation — 
Automatic control. I. United States. National Bureau of 
Standards. I]. Title. III. Series. OCLC 11037778 
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84-20409 
C 13.58:84-2847 
Belanger, B. C. (Brian C.) 

National Bureau of Standards response to the 1982 National 
measurement requirements survey of the NCSL National 
Measurement Requirements Committee /B.C. Belanger, R.K. 
Kirby, J.D. Simmons ; prepared for U.S. Department of Com- 
merce, National Bureau of Standards. — Washington, DC : 
The Bureau, [1984] 

45 p. ; 28 cm. — (NBSIR ; 84-2847) Distributed to deposi- 
tory libraries in microfiche. “March 1984." @lItem 247-D 
(microfiche) 

1. United States. National Bureau of Standards. 2. Calibra- 
tion. 3. Mensuration — Information services — United States. 
1. Kirby, R. Keith. Il. Simmons, J. D. Il]. United States. 
National Bureau of Standards. IV. Title. V. Series. 
OCLC 11037582 


84-20410 
C 13.58:84-2849 
Persily, Andrew K. 

Air flow calibration of building pressurization devices / 
Andrew K. Persily. — Washington, DC : U.S. Dept. of Com- 
merce, Nationa) Bureau of Standards, |1984) 

vii, 15, [7] p. : ill. ; 28 cm. — (NBSIR ; 84-2849) Distrib- 
uted to depository libraries in microfiche. “April 1984.” In- 
cludes bibliographical references. @lItem 247-D (microfiche) 

\. Air flow — Measurement. 2. Calibration, I. United 
States. National Bureau of Standards. II. Title. III. Series. 


OCLC 11037799 


84-20411 


C 13.58:84-2868 
Klote, John H. 

Field tests of the smoke control system at the Bay Pines 
VA Hospital /John H. Klote ; sponsored by U.S. Veterans 
Administration. — Washington, DC : U.S. Dept. of Com- 
merce, National Bureau of Standards ; [Springfield, VA. : 
Order from National Technical Information Service (NTIS), 
1984) 

vi, 43 p. : ill. ; 28 cm.— (NBSIR ; 84-2868) Distributed 
to depository libraries in microfiche. “May 1984.” Includes 
bibliographical references. @lItem 247-D (microfiche) 

1. Fire detectors— Testing. 2. Hospitals — Virginia — 
Fires and fire prevention. I. United States. Veterans Admin- 
istration. II. United States. National Bureau of Standards. 
III. Title. IV. Series. OCLC 11037771 


$4-20412 
C 13.58:84-2874 R 
Wilson, C. L. (Charles L.), 1942- 

CSIR : a two-dimensional finite element charge-sheet 
model of MOSFET’s including radiation-induced interface 
and oxide charge /C.L. Wilson and J.L. Blue ; prepared for 
Defense Nuclear Agency. — Washington, DC : U.S. Dept. of 
Commerce, National Bureau of Standards, [1984] 

iv, 46 p. : ill. ; 28 cm. — (NBSIR ; 84-2874 R) Distributed 
to depository libraries in microfiche. “May 1984.” Includes 
bibliographical references. Contract No.: X99IQAXVX, 
Project No.: work unit 00076. @lItem 247-D (microfiche) 

1. Transistors — Effect of radiation on— Mathematical 
models. I. Blue, J. L. II. United States. Defense Nuclear 
Agency. III. United States. National Bureau of Standards. 
IV. Title. V. Series. OCLC 11037806 
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84-20413 
C 13.58:84-2875 
NBS physical measurement services status report /editors Lottie 
T. McClendon, R. Keith Kirby. — Washington, D.C. : Office 


of Measurement Services, National Bureau of Standards, 1984. 


iv, 130 p. ; 28 cm. — (NBSIR ; 84-2875) Distributed to 
depository libraries in microfiche. “May 1984°—Cover. In- 
cludes bibliographical references. ®@Jtem 247-D (microfiche) 

1. United States. National Bureau of Standards. 2. Weights 
and measures — United States. 3. Calibration. I. McClen- 
don, Lottie T. Il. Kirby, R. Keith. III. United States. Na- 
tional Bureau of Standards. Office of Measurement Services. 


IV. Title: N.B.S. physical measurement services status report. 
V. Series. OCLC 10977388 


84-20414 
C 13,58;:84-2878 
Selected articles on microcomputers /[edited by] Lynne Rosen- 
thal. — Washington, DC : U.S. Dept. of Commerce, National 
Bureau of Standards, [1984) 

118, 2 p. : ill. ; 28 cm.— (NBSIR ; 84-2878) Distributed 
to depository libraries in microfiche. “May 1984.”  Bibliog- 
raphy: p. 1-2 (2nd group) @Item 247-D (microfiche) 

1. Microcomputers. I. Rosenthal, Lynne. II. United 


States. National Bureau of Standards. III. Series. OCLC 
11027124 


84-20415 
C 13,58:84-3002 
King, R. B. (Richard Bruce), 1953- 

Residual-stress measurements using shear-horizontal waves 
from electromagnetic acoustic transducers /R.B. King, C.M. 
Fortunko. — Boulder, Colo. : U.S. Dept. of Commerce, Na- 
tional Bureau of Standards ; (Springfield, VA. : Order from 
National Technical Information Service (NTIS)], 1984. 

iv, 57 p. ; ill. ; 28 cm.— (NBSIR ; 84-3002) “Funded by: 
U.S. Navy David Taylor Naval Ship Research and Develop- 
ment Center ... Office of Nondestructive Evaluation, National 
Bureau of Standards .” Distributed to depository libraries in 
microfiche. “March 1984.” Includes bibliographical refer- 
ences. @lItem 247-D (microfiche) 

1. Residual stresses — Addresses, essays, lectures. 2. Elec- 
tromagnetism — Addresses, essays, lectures. I. Fortunko, C. 
M. Il. United States. National Bureau of Standards. Til. 
David W. Taylor Naval Ship Research and Development 
Center. IV. National Measurement Laboratory (U.S.). Office 
of Nondestructive Evaluation. V. Title. VI. Series. 
OCLC 10993663 


84-20416 


C 13.58:84-3003 


Hust, J. G. (Jerome G.) 


Thermal conductivity of glass fiber/epoxy composite sup- 
port bands for cryogenic dewars, phase II /J.G. Hust ; spon- 
sored by National Aeronautics and Space Administration, 
Goddard Space Flight Center. — Boulder, Colo. : U.S. Dept. 
of Commerce, National Bureau of Standards ; (Springfield, 
VA. : Order from National Technical Information Service 
(NTIS)], 1984. 

iv, 18 p. : ill. ; 28 cm.— (NBSIR ; 84-3003) Final. Jan - 
Sep 1983. Distributed to depository libraries in microfiche. 
“March 1984.” Includes bibliographical references. Con- 
tract No.: S-12425-C. @lItem 247-D (microfiche) 

1. Conduction band — Testing. 2. Glass fibers — Testing. 
3. Epoxy coatings — Testing. I. Goddard Space Flight 
Center. II. United States. National Bureau of Standards. 
III. Title. IV. Series. OCLC 10993643 





84-20417 
C 13.58:84-3004 
Miller, Charles K. S. 

The NBS switching radiometers /C.K.S. Miller, W.C. 
Daywitt. — Boulder, Colo. : U.S. Dept. of Commerce, Na- 
tional Bureau of Standards, [1984] 

iii, 19 p. : ill. ; 28 cm. — (NBSIR ; 84-3004) Final. Dis- 
tributed to depository libraries in microfiche. “May 1984.” 
Includes bibliographical references. @ltem 247-D (micro- 
fiche) 

1. Radiometer — Testing. I. Daywitt, William C. II. 
United States. National Bureau of Standards. III. Title. IV. 
Series. OCLC 11037793 


PATENT AND TRADEMARK OFFICE 


Commerce Dept. 
Washington, DC 20231 


84-20418 
C 21.2:In 8 
The National Inventors Hall of Fame : dedicated to the spirit of 
invention. — [Washington, D.C.?] : U.S. Dept. of Commerce, 
Patent and Trademark Office, [1984] 
63 p. : ill. ; 23x 9cm. Cover title. @Item 254 
1, Inventors— United States— Biography. I. 
States. Patent and Trademark Office. 


United 
OCLC 10538680 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 


Commerce Dept. 
Rockville, Md. 20852 


84-20419 
C 55,2:Au 8 
List of legislative authorities for NOAA.— Washington, D.C. : 
U.S. Dept. of Commerce, National Oceanic and Atmospheric 
Administration, Office of the Administrator, [1983) 
x, 148 p. ; 28 cm. Caption title. “September, 1982.” In- 
cludes bibliographical references. @ltem 250-E-2 
1. United States. National Oceanic and Atmospheric Ad- 
ministration. I. United States. National Oceanic and Atmos- 


pheric Administration. Office of the Administrator. OCLC 
11037458 


84-20420 
C 55.2:C 18/2 
Careers in NOAA : a career development aid for NOAA em- 
ployees. — (Washington, D.C.?] : National Oceanic and At- 
mospheric Administration, [1984] 
iii, 117 p. : ill., 1 map ; 22 x 28 cm. Cover title. 
250-E-2 
1. United States. National Oceanic and Atmospheric Ad- 
ministration. I. United States. National Oceanic and Atmos- 


pheric Administration. Il. Title: Careers in N.O.A.A. 
OCLC 11037738 


84-20421 


@ltem 


C 55.2:C 81/2 
Coral reefs and marine life at Ras Mohamed, Arab Republic of 
Egypt. — (Washington, D.C.?] : U.S. Dept. of Commerce, 
National Oceanic and Atmospheric Administration, Sanctuary 
Programs Division, [1984] 
1 folded sheet (6 p.) : col. ill, 1 map ; 22 cm. 
1984”—P. [6] @ltem 250-E-2 
1. Coral reef ecology — Egypt — Ras Muhammad. 2. Ras 
Muhammad (Egypt) I. United States. Office of Ocean and 
Coastal Resource Management. Sanctuary Programs Division. 


OCLC 10962053 


“January 
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84-20422 


C 55.2:H 94/981 
Survival in a hurricane.— Rev. Nov. 1981 — (Washington, 
D.C.) : U.S. Dept. of Commerce, National Oceanic and 
Atmospheric Administration, 1983. 

1 sheet; 121 x 92 mm. folded to 64x92 mm. “NOAA/PA 
70027.” Earlier edition available for sale from the Supt. of 
Docs., U.S. G.P.O. Stock number 003-017-00502-0, Price 
$7.50 per 100. @Item 250-E-2 

1. Hurricanes— Safety measures. 2. Storms — Safety 
measures. I. United States. National Oceanic and Atmos- 
pheric Administration. OCLC 10975268 


84-20423 
C 55.2:M 33/4/982 

Technical development plan, fiscal year 1982 : MESA Puget 
Sound Project /prepared by National Oceanic and Atmos- 
pheric Administration, Pacific Office of Marine Pollution As- 
sessment. —[Washington, D.C.9) : U.S. Dept. of Commerce, 
National Oceanic and Atmospheric Administration, Office of 
Marine Pollution Assessment, 1981. 

vi, 57 p. : ill., maps ; 28 cm. Cover title: MESA Puget 
Sound Project. Distributed to depository libraries in micro- 
fiche. “September 1981.” Includes bibliographical refer- 
ences. @lItem 250-E-2 (microfiche) 

1. Marine ecology— Washington (State) 2. Estuarine 
ecology — Washington (State) I. United States. Pacific 
Office of Marine Pollution Assessment. II. Title: MESA 
Puget Sound Project. OCLC 10977312 


84-20424 
C 55.12:G 1-1983 
Black, Peter G. 

Guidance for estimating surface winds based on sea state 
observations from aircraft and sea state catalog /Peter G. 
Black and William L. Adams. — Miami, Fla. : Hurricane Re- 
search Division, Atlantic Oceanographic and Meteorological 
Laboratories, 1983. 

ii, 83 p. : ill. ; 28 cm. Distributed to depository libraries in 
microfiche. “June 1983.” Bibliography: p. 18-20. “FCM- 
G1-1983"—Cover. @ltem 250-E (microfiche) 

1. Wind forecasting. I. Adams, William L. II. Atlantic 
Oceanographic and Meteorological Laboratories. Hurricane 
Research Division. III. Title. OCLC 09745351 


84-20425 


C 55.12:P 10-1983 


National plan for space environment services and supporting 


research. — Washington, D.C. : U.S. Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, Federal Co- 
ordinator for Meteorological Services and Supporting Re- 
search, [1983] 

x, 82 p. : ill, maps ; 28 cm. Distributed to depository 
libraries in microfiche. “July 1983.” “FCM-P10-1983.” 
@ltem 250-E (microfiche) 

1. Space environment. I. United States. Office of Federal 
Coordinator for Meteorological Services and Supporting Re- 
search. OCLC 09876236 


84-20426 


C 55.12:P 14-1984 
Federal plan for mutual support and cooperative backup among 
operational processing centers. — Washington, D.C. : US. 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, Federal Coordinator for Meteorological Services 
and Supporting Research, [1984- 

1 v. (loose-leaf) ; 28 cm. Distributed to depository librar- 
ies in microfiche. ‘1984 January 23.” “FCM-P14-1984.” 
Cover title: Federal plans for cooperative backup among 
operational processing centers. @lItem 250-E (microfiche) 
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1. Meteorological services — United States. 2. Weather 
forecasting. I. United States. Office of Federal Coordinator 
for Meteorological Services and Supporting Research. II. 
Title: Federal plans for cooperative backup among operation- 
al processing centers. OCLC 10957502 


84-20427 
C 55.13:NMFS SSRF-780 
Scheffer, Victor B. 

History of scientific study and management of the Alaskan 
fur seal, Callorhinus ursinus, 1786-1964 /Victor B. Scheffer, 
Clifford H. Fiscus, and Ethel I. Todd. — [Washington, D.C.?] 
: U.S. Dept. of Commerce, National Oceanic and Atmospher- 
ic Administration, National Marine Fisheries Service, [1984] 

iii, 70 p. : ill. ; 28 cm.— (NOAA technical report NMFS 
SSRF ; 780) Distributed to depository libraries in micro- 
fiche. “March 1984.” Bibliography: p. 53-63. Includes 
index. @lItem 208-C-4 (microfiche) 

1. Northern fur seal. 2. Seals (Animals) — Alaska. 3. 
Sealing — Alaska. I. Fiscus, Clifford H. II. Todd, Ethel I. 
III. United States. National Marine Fisheries Service. IV. 
Title. V. Series. OCLC 10814345 


84-20428 
C 55.13:NMFS 2 
Kendall, Arthur W. 

Development of Hexagrammids (Pisces: Scorpaeniformes) 
in the northeastern Pacific Ocean /Arthur W. Kendall, Jr. 
and Beverly Vinter.—[Washington, D.C.?] : U.S. Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, National Marine Fisheries Service, [1984] 

iii, 44 p. : ill. ; 28 cm.— (NOAA technical report NMFS ; 
2) Distributed to depository libraries in microfiche. 
“March 1984.” Bibliography: p. 33-34. @lItem 208-C-4 
(microfiche) 

1. Fishes — North Pacific Ocean. 2. Hexagrammidae. 3. 
Scorpaeniformes. I. Vinter, Beverly. II. United States. Na- 
tional Marine Fisheries Service. III. Title. IV. Series. 
OCLC 10940346 


84-20429 
C 55.13:NMFS 3 
Configurations and relative efficiencies of shrimp trawls em- 
ployed in southeastern United States waters /John W. 
Watson, Jr. ... [et al.]. —[Washington, D.C.?] : U.S. Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, National Marine Fisheries Service, [1984] 

iii, 12 p. : ill. ; 28 cm.— (NOAA technical report NMFS ; 
3) Distributed to depository libraries in microfiche. 
“March 1984.” Bibliography: p. 9. @lItem 208-C-4 (micro- 
fiche) 

1. Trawls and trawling — Southeastern States — Design and 
construction. 2. Shrimp fisheries — Southeastern States — 
Equipment and supplies. I. Watson, John W. (John Wil- 
liam), 1948- II. United States. National Marine Fisheries 
Service. III. Series. OCLC 10940425 


84-20430 
C 55.13:NMFS 5 
Smith, Daniel E., 1947- 

Net phytoplankton and zooplankton in the New York 
Bight, January 1976 to February 1978, with comments on the 
effects of wind, Gulf Stream eddies, and slope water intru- 
sions /Daniel E. Smith and Jack W. Jossi. — [Washington, 
D.C.?] : U.S. Dept. of Commerce, National Oceanic and 
Atmospheric Administration, National Marine Fisheries Serv- 
ice, [1984] 

iv, 41 p. : ill, maps ; 28 cm.— (NOAA technical report 
NMFS ; 5) Distributed to depository libraries in microfiche. 
“May 1984.” Bibliography: p. 7-8. @lItem 208-C-4 (micro- 
fiche) 
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1. Phytoplankton — New York Bight (N.J. and N.Y.) 2. 
Zooplankton — New York Bight (N.J. and N.Y.) IL. Jossi, 
Jack W. II. United States. National Marine Fisheries Serv- 
ice. IIL. Title. IV. Series. OCLC 10940261 


84-20431 
C 55.13:NOS 102 OMS 1 
Survey of biological effects of toxicants upon Puget Sound 
biota. — Rockville, Md. : U.S. Dept. of Commerce, National 
Oceanic and Atmospheric Administration, National Ocean 
Service, [1983] 

v. : maps ; 28 cm. — (NOAA technical report NOS ; 102. 
OMS ; 1) Distributed to depository libraries in microfiche. 
“April 1983.” Bibliography: p. 53-58 (v.2.) Contents: II. 
Tests of reproductive impairment / P.M. Chapman ... [et al.]. 
“NOAA—S/T 84-55"—P. [4] of cover. @lItem 208-C-5 
(microfiche) 

1. Marine pollution — Washington (State)— Puget Sound. 
I. Chapman, P. M. II. United States. National Ocean Serv- 
ice. III. Series: NOAA technical report NOS ; 102. IV. 
Series: NOAA technical report NOS. OMS ; 1. OCLC 
10985353 


84-20432 
C 55.13/2:ERL ARL-126 
The NOAA-ERL-ARL solar UV radiation and climate research 
project program description and progress report /Richard F. 
Donnelly ... [et al.]. — Rockville, Md. : Air Resources Labo- 
ratory, [1984] 

1 v. (various pagings) : ill. ; 28 cm.— (NOAA technical 
memorandum ERL ARL ; 126) Distributed to depository 
libraries in microfiche. “February 1984.” Includes bibliog- 
raphies. @lItem 208-C-2 (microfiche) 

1. Solar activity. 2. Solar radiation— United States — 
Measurement. I. Donnelly, Richard Frank. II. Air Re- 
sources Laboratory (U.S.) III. Title: The N.O.A.A.-E.R.L.- 
A.R.L. solar U.V. radiation and climate research project pro- 
gram description and progress report. IV. Series. OCLC 
10962012 


84-20433 
C 55.13/2:ERL ESG-5 
Analyses of aerosol and precipitation samples collected during a 
transatlantic research cruise /Farn Parungo ... [et al.].— 
(Washington, D.C.?] : U.S. Dept. of Commerce, National 
Oceanic and Atmospheric Administration, Environmental Re- 
search Laboratories, [1984] 

iv, 63 p. : ill. ; 28 cm.— (NOAA technical memorandum 
ERL ESG ; 5) Distributed to depository libraries in micro- 
fiche. “March 1984.” Bibliography: p. 23-25. @lItem 208- 
C-2 (microfiche) 

1. Aerosols — Analysis. 2. Precipitation (Meteorology) — 
Atlantic Ocean. 3. Ocean-atmosphere interaction. 4. Mete- 
orology, Maritime — Atlantic Ocean. I. Parungo, Farn. II. 
Environmental Research Laboratories (U.S.) III. Series. 
OCLC 10863555 


84-20434 
C 55.13/2:ERL PMEL-51 
Weber, G. Philip. 

Surface winds in some Alaskan passes /G. Philip Weber. — 
Seattle, Wash. : U.S. Dept. of Commerce, National Oceanic 
and Atmospheric Administration, Environmental Research 
Laboratories, [1984] 

vii, 16 p. : ill, 2 maps ; 28 cm.— (NOAA technical 
memorandum ERL PMEL ; 51) Distributed to depository 
libraries in microfiche. ‘March 1984.” Bibliography: p. 16. 
@ltem 208-C-2 (microfiche) 

1. Winds — Alaska. I. Environmental Research Laborato- 
ries (U.S.) II. Title. III. Series. OCLC 10840061 





84-20435 


C 55.13/2:ERL PMEL-53 
Lagerloef, Gary S. E. 

Topographic effects of the Alaskan stream on shelf currents 
/Gary S.E. Lagerloef, Glenn A. Cannon. — Seattle, Wash. : 
U.S. Dept. of Commerce, National Oceanic and Atmospheric 
Administration, Environmental Research Laboratories, [1984] 


viii, 139 p. : ill, 3 maps ; 28 cm.— (NOAA technical 
memorandum ERL PMEL ; 53) “Contribution no. 676 from 
NOAA/Pacific Marine Environmental Laboratory”—P. ii. 
Distributed to depository libraries in microfiche. “April 
1984.” Bibliography: p. 132-137. @lItem 208-C-2 (micro- 
fiche) 

1. Ocean currents — Alaska — Kodiak Island. I. Cannon, 
G. A. (Glenn Albert), 1940- II. Environmental Research 
Laboratories (U.S.) III. Title. IV. Series. OCLC 
10970088 


84-20436 
C 55.13/2:ERL PMEL-54 
METLIB-II : a program library for calculating and plotting 
atmospheric and oceanic fields /S.A. Macklin ... [et al.].— 
Seattle, Wash. : U.S. Dept. of Commerce, National Oceanic 
and Atmospheric Administration, Environmental Research 
Laboratories, [1984] 

iii, 53 p. : ill. ; 28 cm.— (NOAA technical memorandum 
ERL PMEL ; 54) Distributed to depository libraries in 
microfiche. “April 1984.” Bibliography: p. 50-51. @Item 
208-C-2 (microfiche) 

1. Meteorology— Data processing. 2. Winds — Data 
processing. I. Macklin, S. A. II. Environmental Research 
Laboratories (U.S.) III. Series. OCLC 10985057 


84-20437 
C 55.13/2:ERL SEL-68 
High frequency radar software reference manual for product 
two /David C. Walden ... [et al.].— Boulder, Colo. : U.S. 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, Environmental Research Laboratories, [1984] 

1 v. (various pagings) : ill. ; 28 cm.— (NOAA technical 
memorandum ERL SEL ; 68) Distributed to depository li- 
braries in microfiche. “March 1984.” Includes index. 
@ltem 208-C-2 (microfiche) 

1. Ionosphere — Observations — Data __ processing. 2. 
Radar meteorology — Data processing. I. Walden, David C. 
II. Environmental Research Laboratories (U.S.) III. Series. 
OCLC 11027248 


84-20438 
C 55.13/2:ERL WPL-114 
Gossard, Earl E. 

A case study of layer fine structure and turbulence within 
stable elevated layers /Earl E. Gossard, William Neff, Robert 
Zamora. — [Washington, D.C.?] : U.S. Dept. of Commerce, 
National Oceanic and Atmospheric Administration, Environ- 
mental Research Laboratories, [1983] 

iii, 35 p. : ill. ; 28 cm.— (NOAA technical memorandum 
ERL WPL ; 114) Distributed to depository libraries in 
microfiche. “September 1983.” Bibliography: p. 34-35. 
“Prepared for the Naval Ocean Systems Center under mili- 
tary interdepartmental purchase request N6600182MP0008.” 
@ltem 208-C-2 (microfiche) 

1, Turbulent boundary layer. 2. Temperature inversions — 
United States. I. Neff, W. D. (William D.) II. Zamora, 
Robert. III. Environmental Research Laboratories (U.S.) 
IV. Naval Ocean Systems Center (U.S.) V. Title. VI. 
Series. OCLC 10745593 
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84-20439 


C 55.13/2:ERL WPL-115 


Jones, R. M. (Richard Michael), 1937- 


Frequency correlation of HF skywave ground backscatter 
Doppler spectra /R.M. Jones, J.P. Riley, T.M. Georges. — 
(Washington, D.C.?] : U.S. Dept. of Commerce, National 
Oceanic and Atmospheric Administration, Environmental Re- 
search Laboratories, [1984] 

v, 83 p. : ill. ; 28 cm.— (NOAA technical memorandum 
ERL WPL ; 115) Distributed to depository libraries in 
microfiche. “May 1984.” Bibliography: p. 50-51. @lItem 
208-C-2 (microfiche) 

1. Echo scattering layers. 2. Doppler effect. 3. Backscat- 
tering. I. Riley, J. P. (Jack Parker), 1941- II. Georges, T. 
M. (Thomas Martin), 1938- III. Environmental Research 
Laboratories (U.S.) IV. Title. V. Title: Frequency correla- 
tion of H.F. skywave ground backscatter Doppler spectra. 
VI. Series. OCLC 10990259 


84-20440 
C 55.13/2:ERL WPL-116 
Jones, R. M. (Richard Michael), 1937- 

Statistics of HF skywave ground backscatter Doppler spec- 
tra /R.M. Jones, J.P. Riley, T.M. Georges. — [Washington, 
D.C.?] : U.S. Dept. of Commerce, National Oceanic and 
Atmospheric Administration, Environmental Research Lab- 
oratories, [1984] 

v, 60 p. : ill. ; 28 cm.— (NOAA technical memorandum 
ERL WPL ; 116) Distributed to depository libraries in 
microfiche. “May 1984.” Bibliography : p. 28-30. @lItem 
208-C-2 (microfiche) 

1. Echo scattering layers — Statistics. 2. Doppler effect — 
Statistics. 3. Backscattering — Statistics. I. Riley, J. P. 
(Jack Parker), 1941- II. Georges, T. M. (Thomas Martin), 
1938- III. Environmental Research Laboratories (U.S.) IV. 
Title. V. Title: Statistics of H.F. skywave ground backscat- 
ter Doppler spectra. VI. Series. OCLC 10990245 


84-20441 
C 55.13/2:NESDIS NCDC-4 
Nicodemus, M. L. (M. Lawrence) 

Human biometeorology : an updated selected bibliography 
/M. Lawrence Nicodemus and Leslie J. Weiner. — Asheville, 
N.C. : National Oceanic and Atmospheric Administration, 
National Environmental Satellite, Data, and Information 
Service, National Climatic Data Center, [1983] 

51 p. ; 28 cm. — (NOAA technical memorandum NESDIS 
NCDC ; 4) Cover title. Distributed to depository libraries 
in microfiche. “July 1983.” @lItem 208-C-12 (microfiche) 

1. Bioclimatology — United States — Bibliography. 2. Cli- 
matology, Medical— United  States— Bibliography. I. 
Weiner, Leslie J. II. National Climatic Data Center (U.S.) 
Ill. Title. IV. Series. OCLC 10957494 


84-20442 
C 55.13/2:NMFS-F/NEC-23 
Wright, W. Redwood. 

Nantucket shoals flux experiment.— Woods Hole, MA : 
U.S. Dept. of Commerce, National Oceanic and Atmospheric 
Administration, National Marine Fisheries Service, Northeast 
Fisheries Center ; Springfield, VA : Available from the Na- 
tional Technical Information Service, 1983- 

v. : ill., 1 map ; 28 cm.— (NOAA technical memorandum 
NMFS F/NEC ; 23) Distributed to depository libraries in 
microfiche. “June 1983”—Cover. Bibliography: p. 4. 
Contents: Data report 1. Hydrography. @Item 208-C-4 
(microfiche) 
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National Oceanic and Atmospheric Administration — Commerce Dept. 


1. Oceanography — Nantucket Sound Region (Mass.) 2. 
Hydrography — Nantucket Sound Region (Mass.) I. North- 
east Fisheries Center (U.S.) II. Title. III. Series. OCLC 
15°383203 


84-20443 
C 55.13/2:NMFS-F/NEC-27 
Powers, Kevin D. 

Pelagic distributions of marine birds off the northeastern 
United States /Kevin D. Powers.— Woods Hole, Mass. : 
U.S. Dept. of Commerce, National Oceanic and Atmospheric 
Administration, National Marine Fisheries Service, Northeast 
Fisheries Center ; Springfield, VA : National Technical Infor- 
mation Service [distributor], 1984. 

xvi, 201 p. : ill., maps ; 28 cm. — (NOAA technical memo- 
randum NMFS-F/NEC ; 27) Distributed to depository li- 
braries in microfiche. “November 1983.” Bibliography: p. 
173-182. @ltem 208-C-4 (microfiche) 

1. Sea birds — Northeastern States. 
Center (U.S.) II. Title. 


84-20444 


I. Northeast Fisheries 
III. Series. OCLC 10814226 


C 55.13/2:NMFS F/NWC-53 

Condition of groundfish resources of the eastern Bering Sea and 
Aleutian Islands region in 1983 /by Richard G. Bakkala and 
Loh-Lee Low (editors) and Daniel H. Ito ... [et al.]. — Seat- 
tle, Wash. : Northwest and Alaska Fisheries Center, National 
Marine Fisheries Service, National Oceanic and Atmospheric 
Administration ; Springfield, VA : National Technical Infor- 
mation Service [distributor, 1984] 

v, 189 p. : ill, maps ; 28 cm.— (NOAA technical memo- 
randum NMFS F/NWC ; 53) Distributed to depository li- 
braries in microfiche. “March 1984.” Bibliography: p. 179- 
189. @ltem 208-C-4 (microfiche) 

1. Fishery resources — Bering Sea. 2. Fishery resources — 
Alaska — Aleutian Islands Region. 3. Fish populations — 
Bering Sea. 4. Fish populations — Alaska — Aleutian Islands 
Region. I. Bakkala, Richard G. II. Low, Loh Lee. III. 
Ito, Daniel H. IV. Northwest and Alaska Fisheries Center 
(U.S.) V. Series. OCLC 10675985 


84-20445 
C §5.13/2:NMFS F/NWC-54 
Livingston, Patricia A. 

Food habits literature of North Pacific marine fishes : a 
review and selected bibliography /by Patricia A. Livingston 
and Bernard J. Goiney, Jr. — Seattle, Wash. : Resource Ecol- 
ogy and Fisheries Management Division, Northwest and 
Alaska Fisheries Center, National Marine Fisheries Service, 
National Oceanic and Atmospheric Administration ; Spring- 
field, VA : National Technical Information Service [distribu- 
tor, 1983] 

v, 81 p. ; 28 cm. — (NOAA technical memorandum NMFS 
F/NWC ; 54) Distributed to depository libraries in micro- 
fiche. “December 1983.” Bibliography: p. 50-81. Includes 
index. @ltem 208-C-4 (microfiche) 

1. Fishes — North Pacific Ocean — Food — Bibliography. 
I. Goiney, Bernard J. II. Northwest and Alaska Fisheries 
Center (U.S.). Resource Ecology and Fisheries Management 
Division. III. Title. IV. Series. OCLC 10809712 


84-20446 
C 55.13/2:NMFS F/NWC-55 
Bohle, Michael S. 
Data report : 1978 bottom trawl survey of eastern Bering 

Sea groundfish /by Michael S. Bohle and Richard G. Bak- 
kala. — Seattle, WA : Resource Assessment and Conservation 
Engineering Division, Northwest and Alaska Fisheries 
Center, National Marine Fisheries Service, National Oceanic 
and Atmospheric Administration ; Springfield, VA. : National 
Technical Information Service [distributor, 1984] 
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iv, 164 p. : ill., maps ; 28 cm. — (NOAA technical memo- 
randum NMFS F/NWC ; 55) Distributed to depository li- 
braries in microfiche. ‘March 1984.” Bibliography: p. 65- 
66. @ltem 208-C-4 (microfiche) 

1. Fishing surveys — Bering Sea. 2. Fishery resources — 
Bering Sea. 3. Fish populations — Bering Sea. I. Bakkala, 
Richard G. II. Northwest and Alaska Fisheries Center 
(U.S.). Resource Assessment and Conservation Engineering 
Division. III. Title. IV. Series. OCLC 10803344 


84-20447 
C 55.13/2:NMFS F/NWC-56 
A data analysis system for monitoring the seaward migration of 
juvenile salmonids in the Snake-Columbia River system /by 
Albert E. Giorgi ... [et al.]. — Seattle, Wash. : U.S. Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, National Marine Fisheries Service, [1984] 

25 leaves : ill. ; 28 cm. — (NOAA technical memorandum 
NMFS F/NWC ; 56) Distributed to depository libraries in 
microfiche. “March 1984.” Bibliography: leaf 14. @Item 
208-C-4 (microfiche) 

1. Fishes — Snake River — Migration. 2. Fishes — Colum- 
bia River — Migration. 3. Salmon. 1. Giorgi, Albert E. II. 
United States. National Marine Fisheries Service. III. Series. 
OCLC 10839969 


84-20448 
C 55.13/2:NMFS SWFC-41 
Schlexer, Fredrick V. 

Diving patterns of the Hawaiian monk seal, Lisianski 
Island, 1982 /Fredrick V. Schlexer.— Honolulu, Hawaii : 
U.S. Dept. of Commerce, National Oceanic and Atmospheric 
Administration, National Marine Fisheries Service, Southwest 
Fisheries Center ; Springfield, VA : National Technical Infor- 
mation Service [distributor, 1984] 

4 leaves ; 28 cm.— (NOAA technical memorandum 
NMFS SWFC ; 41) Distributed to depository libraries in 
microfiche. “February 1984.” Bibliography leaf 4. 
@ltem 208-C-4 (microfiche) 

1. Monk seals. 2. Seals (Animals)— Lisiansky Island 
(Hawaii) I. Southwest Fisheries Center. II. Title. III. 
Series. OCLC 10814287 


84-20449 
C 55.13/2:NOS C&GS 1 
Barnum, Steven R. 

Selection of a general purpose language and a real-time 
language suitable for shipboard data system III /Steven R. 
Barnum. — Rockville, Md. : U.S. Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, National 
Ocean Service, [1984] 

iv, 29 p. ; 28 cm.— (NOAA technical memorandum NOS 
C&GS ; 1) Distributed to depository libraries in microfiche. 
“January 1984.” Bibliography: p. 17-21. @Item 208-C-5 
(microfiche) 

1. Programming languages (Electronic computers) 2. Hy- 
drography — Data processing. I. United States. National 
Ocean Service. II. Title. III. Series. OCLC 10957488 


84-20450 
C 55.13/2:NOS NGS-39 
Milbert, Dennis G. 

HEART OF GOLD : computer routines for large, sparse, 
least squares computations /Dennis G. Milbert. — Rockville, 
Md. : U.S. Dept. of Commerce, National Oceanic and Atmos- 
pheric Administration, National Ocean Service, Charting and 
Geodetic Services : For sale by the National Geodetic Infor- 
mation Center, 1984. 

ii, 28 p. : ill. ; 28 cm.— (NOAA technical memorandum 
NOS NGS ; 39) Distributed to depository libraries in micro- 





fiche. “April 1984.” 
C-5 (microfiche) 

1. Least squares — Data processing. I. United States. Na- 
tional Ocean Service. Office of Charting and Geodetic Serv- 
ices. II. Title. III. Series. OCLC 10892599 


Bibliography: p. 16-17. @lItem 208- 


84-20451 
C 55.13/2:NOS OSM 2 
Survey of biological effects of toxicants upon Puget Sound biota 
/P.M. Chapman ... [et al.].—[Washington, D.C.?] : U.S. 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Ocean Service, [1984- 

x, 48 p. : ill, maps ; 28 cm. 2 microfiches in pocket. — 
(NOAA technical memorandum NOS OMS ; 2) Distributed 
to depository libraries in microfiche. “May 1984.” Bibliog- 
raphy: p. 46-48. Contents: [v.] 3. Tests in Everett Harbor, 
Samish and Bellingham Bays. “NOAA—S/T 84-156”—P. 
[4] of cover. @ltem 208-C-5 (microfiche) 

1. Marine pollution — Washington (State) — Puget Sound. 
2. Fishes, Effect of water pollution on— Washington 
(State)— Puget Sound. I. Chapman, P. M. II. United 
States. National Ocean Service. III. Series. OCLC 
11037758 


84-20452 
C 55.13/2:NWS FCST 29 
Baker, Jay. 

Public response to hurricane probability forecasts /Jay 
Baker. — Washington, D.C. : U.S. Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, National 
Weather Service, [1984] 

ii, 35 p. : ill, maps ; 28 cm.— (NOAA technical memoran- 
dum NWS FCST ; 29) Distributed to depository libraries in 
microfiche. “January 1984.” Bibliography: p. aD. 
“NOAA—S/T 84-67”—P. [4] of cover. @lItem 208-C-6 
(microfiche) 

1. Probability forecasts (Meteorology) — Florida — Pinellas 
County. 2. Hurricanes. I. United States. National Weather 
Service. II. Title. III. Series. OCLC 10547311 


84-20453 
C 55.13/2:NWS NHC 14 
Merrill, Robert T. 

A Statistical tropical cyclone motion forecasting system for 
the Gulf of Mexico /Robert T. Merrill. —- [Washington, 
D.C.?] : U.S. Dept. of Commerce, National Oceanic and 
Atmospheric Administration, National Weather Service ; 
Springfield, VA : National Technical Information Service, 
U.S. Dept. of Commerce [distributor, 1980] 

i, 21 p. : ill. ; 28 cm.— (NOAA technical memorandum 
NWS NHC ; 14) Distributed to depository libraries in 
microfiche. “August 1980.” Bibliography: p. 18. @lItem 
208-C-6 (microfiche) 

1. Cyclone forecasting — Mexico, Gulf of. 2. Mexico, 
Gulf of — Hurricanes — Mathematical models. I. United 
States. National Weather Service. II. Title. III. Series. 
OCLC 07492084 


84-20454 
C 55.13/3:NWS ERCP-no.19 
Cedrone, Lawrence. 

Verification of asynchronous transmissions /Lawrence Ce- 
drone. — [Washington, D.C.?] : U.S. Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, National 
Weather Service, [1984] 

1 v. (various pagings) : ill. ; 28 cm.— (NOAA Eastern 
Region computer programs and problems NWS ERCP ; no. 
19) Distributed to depository libraries in microfiche. “April 
1984.” “March 1984”—Cover. @lItem 208-C-6 (microfiche) 
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1. Meteorology — United States —Communication  sys- 
tems — Data processing. 1. United States. National Weather 
Service. II. Title. III. Series. OCLC 10784791 


84-20455 


C 55.22/2:G 79/attach.1 
Grays Harbor estuary management plan. — [Washington, D.C.? 
: National Oceanic and Atmospheric Administration, 1983?- ] 


v. : ill., maps (some col.) ; 41 x 28 cm. Cover title. Con- 
tents: attachment 1. Data maps. @lItem 250-E 

1. Estuaries — Washington (State)—Gray’s Harbor — 
Maps. 2. Coastal zone management — Washington (State) — 
Gray’s Harbor. 3. Grays Harbor (Wash.) I. United States. 
National Oceanic and Atmospheric Administration. OCLC 
11002820 


84-20456 
C 55.22/2:W 96 
National Geophysical and Solar-Terrestrial Data Center. 

Geothermal resources of Wyoming, 1983 /produced by the 
National Geophysical Data Center, National Oceanic and At- 
mospheric Administration, for the Geothermal and Hydro- 
power Technologies Division, United States Department of 
Energy ; map produced by Lawrence W. Miller, Jr. and 
Ronald H. Smith, in cooperation with the Earth Science 
Laboratory, University of Utah Research Institute. Base map 
compiled in 1964. Rev. 1980. Scale 1:500,000. 1 cm. equals 5 
km. 1 in. equals approx. 8 miles ; Lambert conformal conic 
proj. based on standard parallels 33°and 45° (W 111°06—W 
104°/N 45°—N 41°). —-— Washington : The Center ; Laramie 
: distributed by Wyoming Geological Survey, 1983. Wyo- 
ming Geological Survey, P.O. Box 3008, Laramie, WY 82071. 

1 map : col. ; 95 x 123 cm. on sheet 106 x 150 cm. Relief 
shown by contours and spot heights. Includes table of meas- 
ured temperature gradients, lists of thermal springs and select- 
ed thermal wells, Wyoming rock column, map of geomorphic 
provinces of Wyoming, and references. Geothermal data 
compiled and interpreted by Henry P. Heasler. Base map 
supplied by the U.S. Geological Survey. Highways correct- 
ed to 1980. Includes bibliography. @lItem 250-F 

1. Geothermal resources— Wyoming — Maps. 2. Wyo- 
ming — Maps. I. Heasler, Henry P. II. Miller, Lawrence 
W. III. Smith, Ronald H. IV. United States. Dept. of 
Energy. Division of Geothermal Hydropower Technologies. 
V. University of Utah. Research Institute. Earth Science Lab- 
oratory. VI. Geological Survey of Wyoming. VII. Title. 
OCLC 10677011 


84-20457 
C 55.32/6:L 87 

Looe Key National Marine Sanctuary management plan /pre- 
pared June 1983 for U.S. Department of Commerce, National 
Oceanic and Atmospheric Administration, Sanctuary Pro- 
grams Division ; prepared by James Dobbin Associates Incor- 
porated, Coastal and Ocean Planners. — Washington, D.C. : 
The Associates, 1984. 

1 v. (various pagings) : ill. (some col.), col. maps ; 22 x 28 
cm. Distributed to depository libraries in microfiche. Bibli- 
ography: p. 41 — 4-2. “Contract no. 81-ABC-00209.” 
@ltem 250-E-22 (microfiche) 

1. Marine parks and reserves — Florida— Looe Key. 2. 
Looe Key National Marine Sanctuary (Fla.) I. United 
States. Office of Ocean and Coastal Resource Management. 
Sanctuary Programs Division. II. James Dobbin Associates 
Incorporated. OCLC 10957465 
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84-20458 

C 55.36:ERL GFDL-2 
C 55.36:ERL GFDL-4 
Ploshay, Jeffrey J. 

FGGE level III-B daily global analyses /Jeffrey J. Ploshay, 
Robert K. White, Kikuro Miyakoda. — [Washington, D.C.?] : 
U.S. Dept. of Commerce, National Oceanic and Atmospheric 
Administration, Environmental Research Laboratories, 1983- 


v. : ill. ; 28 cm. — (NOAA data report ERL GFDL ; 2, 4) 
Distributed to depository libraries in microfiche. “Mar 1979 
- May 1979"—Pt. II. “Sept 1979 — Nov 1979”—Pt. IV. 
Includes bibliographies. @lItem 250-E-25 (microfiche) 

1. Atmosphere. 2. Atmospheric circulation. I. White, 
Robert K. II. Miyakoda, Kikuro. III. Environmental Re- 
search Laboratories (U.S.) IV. Title. V. Title: F.G.G.E. 
level III-B daily global analyses. VI. Series. OCLC 
10257147 


NATIONAL WEATHER SERVICE 
Commerce Dept. 
Silver Spring, MD 20910 


84-20459 

C 55.108:Au 8/3 

AFOS handbook 2 : operator’s handbook. — [Silver Spring, 
Md.] : U.S. Dept. of Commerce, National Oceanic and At- 
mospheric Administration, National Weather Service, Office 
of Technical Services/AFOS Operations Division, [1984- 

1 v. (loose-leaf) : ill., 1 map ; 28 cm. “April 1984.” Run- 
ning title: WSAH 2. “NOAA—S/T 84-162”—P. [4] of 
cover. @lItem 275-E 

1. Meteorology — United States Communication _ sys- 
tems — Handbooks, manuals, etc. I. United States. National 
Weather Service. Office of Technical Services. AFOS Oper- 
ations Division. II. Title: A.F.O.S. handbook two. III. 
Title: WSAH 2. OCLC 10962139 


84-20460 
C 55.126:F 87 
Forecast tracks and probabilities for hurricane Frederic, Sep- 
tember 9, 1979 - September 12, 1979 /prepared by National 
Hurricane Center and Severe Weather Branch, Office of Me- 
teorology, National Weather Service Headquarters. — [Wash- 
ington, D.C.?] : The Service, [19797] 
[27] leaves : ill. ; 28 cm. Caption title. Distributed to 
depository libraries in microfiche. @lItem 275-J (microfiche) 
1. Hurricanes — Tracks — United States. 2. Weather fore- 
casting. 3. United States— Hurricane, 1979. I. United 
States. National Weather Service. Severe Weather Branch. 
II. National Hurricane Center. OCLC 11034944 


NATIONAL ENVIRONMENTAL SATELLITE, 
DATA, AND INFORMATION SERVICE 
Commerce Dept. 

Washington, DC 20230 


84-20461 
C 55.202:M 56 
International meteorological satellite system : issues and op- 
tions. — [Washington, D.C.?] : U.S. Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, National En- 
vironmental Satellite, Data, and Information Service, [1983] 
viii, 124 p. ; 28 cm. “November 1983.” “NOAA—S/T 
84-171" —P. [4] of cover. @lItem 273-D-1 
1. Meteorological satellites —- International cooperation. I. 
United States. National Environmental Satellite, Data, and 
Information Service. OCLC 10985846 
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84-20462 
C 55.219/2:15/2 
Earthquake data services and publications (including Tsu- 
nami). — Boulder, Colo. : National Geophysical Data Center, 
World Data Center A for Solid Earth Geophysics, 1983. 
iv, 12 p. : ill., maps ; 28 cm. — (Key to geophysical records 
documentation ; no. 15 (revised)) @lItem 275-C 
1. Earthquakes — Information services. I. World Data 
Center A for Solid Earth Geophysics. II. Series. OCLC 
09892726 


84-20463 
C 55.219/3:12 
NODC inventory of XBT data along transects in U.S. Atlantic 
and Gulf coastal waters from NMFS/MARAD Ship of Op- 
portunity Program for 1981.— Washington, D.C. : National 
Oceanographic Data Center : U.S. Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, National En- 
vironmental Satellite, Data, and Information Service, [1983] 
ii, 21 p. : ill. ; 28 cm.— (Key to oceanographic records 
documentation ; no. 12) “November 1983.” Bibliography: 
p. 4. @Item 275-C 
1. Bathythermograph. 2. Salinity — North Atlantic Ocean. 
3. Salinity — Mexico, Gulf of. I. National Oceanographic 
Data Center (U.S.) II. United States. National Environmen- 
tal Satellite, Data, and Information Service. III. Title: 
N.O.D.C. inventory of XBT data along transects in U.S. 
Atlantic and Gulf coastal waters from NMFS/MARAD Ship 
of Opportunity Program for 1981. IV. Series. OCLC 
10312723 


84-20464 
C 55.220/7:G 51/supp.9 
First GARP Global Experiment (FGGE) : (the global weather 
experiment) : data catalogue /prepared by World Data Center 
- A Meteorology. —[Washington, D.C.?] : Environmental 
Data and Information Service, National Oceanic and Atmos- 
pheric Administration, U.S. Dept. of Commerce, [1982- 

1 v. (loose-leaf) : forms ; 28 cm. Cover title: FGGE data 
catalogue. Distributed to depository libraries in microfiche. 
“Supplement no. 9, September 1982”—Cover. @lItem 273- 
D-19 (microfiche) 

1. Atmosphere — Observations — Catalogs. I. World Data 
Center A: Meteorology. II. United States. Environmental 
Data and Information Service. III. Title: First G.A.R.P. 
Global Experiment (F.G.G.E.) OCLC 10962937 


84-20465 
C 55.229/3:82-2 
Wind shear. — Washington, D.C. : U.S. Dept. of Commerce, 
National Oceanic and Atmospheric Administration, Environ- 
mental Data and Information Service, [1982] 

117 p. ; 28 cm.— (Packaged literature search ; 82-2) 
Cover title. ‘November 1982.” “NOAA—S/T 82-268”—P. 
[4] of cover. @lItem 273-D-8 (microfiche) 

1. Vertical wind shear. I. United States. Environmental 
Data and Information Service. II. Series. OCLC 10977294 


NATIONAL CLIMATIC DATA CENTER 
Commerce Dept. 
Washington, DC 20230 


84-20466 
C 55.287/58:T 24/895/983 
Atlas of mean winter temperature departures from the long-term 
mean over the contiguous United States 1895-1983. — Rev. 
1983. — Asheville, N.C. : National Climatic Center, 1983. 
vi, 93 p. : ill. ; 22 x 28 cm. — (Historical climatology series 
; 3-1) Includes bibliographical references. 





1. Atmospheric temperature — United States. Z. United 
States — Climate. I. National Climatic Center. II. Series. 
OCLC 10962146 


84-20467 
C 55.287/61:Ar 4 i/895-982 
Statewide average climatic history.Arizona. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 
v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 
Irregular 
1895-1982- Title from cover. 
1. Atmospheric temperature — Arizona — Tables — Peri- 
odicals. 2. Precipitation (Meteorology) — Arizona — 
Tables — Periodicals. 3. Degree days — Arizona — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 11045770 


1895-1982. 


84-20468 
C 55.287/61:Ar 4 k/891-982 
Statewide average climatic history.Arkansas. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1891-1982- Title from cover. 1891-1982. 

1. Atmospheric temperature — Arkansas — Tables — Peri- 
Odicals. 2. Precipitation (Meteorology) — Arkansas — 
Tables — Periodicals. 3. Degree days — Arkansas — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 11045585 


84-20469 
C 55.287/61:C 76/895-982 
Statewide average climatic history.Connecticut. Asheville, N.C. 
: National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 
v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 
Irregular 
1895-1982- Title from cover. 
1. Atmospheric temperature — Connecticut — Tables — 
Periodicals. 2. Precipitation (Meteorology) — Connecti- 
cut — Tables — Periodicals. 3. Degree days —Connecti- 
cut — Tables — Periodicals. I. National Climatic Data 
Center (U.S.) II. Series. OCLC 11045588 


1895-1982. 


84-20470 
C 55.287/61:M 76/895-982 
Statewide average climatic history.Montana. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1895-1982- Title from cover. 1895-1982. 

1. Atmospheric temperature — Montana — Tables — Peri- 
odicals. 2. Precipitation | (Meteorology) — Montana — 
Tables — Periodicals. 3. Degree days — Montana — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 11045592 
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84-20471 
C 55.287/61:N 27/876-982 
Statewide average climatic history.Nebraska. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1876-1982- Title from cover. 1876-1982. 

1. Atmospheric temperature — Nebraska — Tables — Peri- 
odicals. 2. Precipitation (Meteorology) — Nebraska — 
Tables — Periodicals. 3. Degree days — Nebraska — 
Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 11045593 


84-20472 
C 55.287/61:N 41/889-982 
Statewide average climatic history.Nevada. Asheville, N.C. : 
National Oceanic and Atmospheric Administration, National 
Environmental Satellite, Data, and Information Service, Na- 
tional Climatic Data Center, [1983- National Climatic Data 
Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1889-1982- Title from cover. 1889-1982. 

1. Atmospheric temperature — Nevada — Tables — Periodi- 
cals. 2. Precipitation (Meteorology) — Nevada — Tables — 
Periodicals. 3. Degree days — Nevada — Tables — Periodi- 
cals. I. National Climatic Data Center (U.S.) II. Series. 
OCLC 11045596 


84-20473 
C 55.287/61:N 42 h/895-982 
Statewide average climatic history.New Hampshire. Asheville, 
N.C. : National Oceanic and Atmospheric Administration, 
National Environmental Satellite, Data, and Information 
Service, National Climatic Data Center, [1983- National Cli- 
matic Data Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1895-1982- Title from cover. 1895-1982. 

1. Atmospheric temperature — New Hampshire — Tables — 
Periodicals. 2. Precipitation (Meteorology) New Hamp- 
shire — Tables — Periodicals. 3. Degree days - New Hamp- 
shire — Tables — Periodicals. I. National Climatic Data 
Center (U.S.) II. Series. OCLC 10954189 


84-20474 
C 55.287/61:N 81 c/887-982 
Statewide average climatic history.North Carolina. Asheville, 
N.C. : National Oceanic and Atmospheric Administration, 
National Environmental Satellite, Data, and Information 
Service, National Climatic Data Center, [1983- National Cli- 
matic Data Center, Asheville, NC 28801-2696 

v. : ill. ; 28 cm. (Historical climatology series ; 6-1) 

Irregular 

1887-1982- Title from cover. 1887-1982. 

1. Atmospheric temperature — North Carolina — Tables — 
Periodicals. 2. Precipitation (Meteorology) — North Caroli- 
na — Tables — Periodicals. 3. Degree days — North Caroli- 
na — Tables — Periodicals. I. National Climatic Data Center 
(U.S.) II. Series. OCLC 10954234 


Page 35 





National Marine Fisheries Service — Commerce Dept. 


NATIONAL MARINE FISHERIES SERVICE 
Commerce Dept. 
Washington, DC 20235 


84-20475 
C 55.302:Sm 7/978-79 
FY 1978-79 report for project 817 : a study to assess status of 
smoltification and fitness for ocean survival of chinook, coho, 
and steelhead /by Coastal Zone and Estuarine Studies Divi- 
sion, NOAA, National Marine Fisheries Service, Northwest 
and Alaska Fisheries Center and Environmental and Techni- 
cal Services Division, NOAA, National Marine Fisheries 
Service, Northwest Regional Office. — Seattle, Wash. : The 
Center ; Portland, Or. : The Office, [1979] 
1 v. (various pagings) : ill., 2 maps ; 28 cm. 
Includes bibliographies. @lItem 609-C-1 
1. Steelhead (Fish) 2. Coho salmon. 3. Chinook salmon. 
I. Northwest and Alaska Fisheries Center (U.S.). Coastal 
Zone and Estuarine Studies Division. II. United States. Na- 
tional Marine Fisheries Service. Northwest Region. Environ- 
mental and Technical Services Division. OCLC 10985358 


“June 1979.” 


84-20476 
C 55.335:C 44/981 
Sims, Carl W. 

Effects of flow on the migratory behavior and survival of 
juvenile fall and summer chinook salmon in John Day Reser- 
voir /by Carl W. Sims and David R. Miller. — Seattle, Wash. 
: Coastal Zone and Estuarine Studies Division, Northwest and 
Alaska Fisheries Center, National Marine Fisheries Service, 
National Oceanic and Atmospheric Administration, [1982] 

22 p. : ill., maps ; 28 cm.— (Coastal zone and estuarine 
studies) “Annual report of research (FY81) financed by Bon- 
neville Power Administration (Contract DE-A179-81BP- 
27602) ...” Distributed to depository libraries in microfiche. 
“June 1982.” Bibliography: p. 22. “Contract DE-A179- 
81BP-27602.” @ltem 609-C-6 (microfiche) 

1. Pacific salmon — Umatilla, Lake (Wash. and Or.) 2. 
Umatilla, Lake (Wash. and Or.) I. Miller, David R. II. 
United States. Bonneville Power Administration. III. North- 
west and Alaska Fisheries Center (U.S.). Coastal Zone and 
Estuarine Studies Division. IV. Title. V. Series. OCLC 
10985381 


84-20477 
C 55.335:F 49/981 
Swan, George A. 

Research to develop an improved fingerling-protection 
system for John Day Dam, 1981 /by George A. Swan, Rich- 
ard F. Krema and Clifford W. Long. — Seattle, Wash. : 
Coastal Zone and Estuarine Studies Division, Northwest and 
Alaska Fisheries Center, National Marine Fisheries Service, 
National Oceanic and Atmospheric Administration, [1982] 

22 leaves : ill. ; 28 cm.— (Coastal zone and estuarine 
studies) “Annual report financed by U.S. Army corps of 
Engineers (DACW57-81-F-0341) ...” Distributed to deposi- 
tory libraries in microfiche. “April 1982.” Bibliography: 
leaf 22. “DACW57-81-F-0341.” @Item 609-C-6 (micro- 
fiche) 

1. Pacific salmon — Washington (State) — John Day Dam. 
2. Steelhead (Fish) I. Krcema, Richard F. II. Long, Clifford 
W. III. United States. Army. Corps of Engineers. IV. 
Northwest and Alaska Fisheries Center (U.S.). Coastal Zone 
and Estuarine Studies Division. V. Title. VI. Series. 
OCLC 08563659 
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84-20478 
C 55.335:Im 7/981 
Imprinting salmon and steelhead trout for homing, 1981 /by 
Emil Slatick ... [et al.]. — Seattle, Wash. : NOAA, National 
Marine Fisheries Service, Northwest and Alaska Fisheries 
Center, Coastal Zone and Estuarine Studies Division, [1982] 
52 p. : 3 maps ; 28 cm.— (Coastal zone and estuarine 
studies) ‘Annual report of research financed by Bonneville 
Power Administration (Contract DE-A179-81-BP27891)” 
Distributed to depository libraries in microfiche. ‘September 
1982.” Bibliography: p. 50-52. @ltem 609-C-6 (microfiche) 
1. Fish tagging — Washington (State) 2. Fish tagging — 
Oregon. 3. Pacific salmon — Washington (State) 4. Pacific 
salmon — Oregon. 5. Steelhead (Fish) I. Slatick, Emil. II. 
United States. Bonneville Power Administration. III. North- 
west and Alaska Fisheries Center (U.S.). Coastal Zone and 
Estuarine Studies Division. IV. Series. OCLC 10985828 


84-20479 
C 55.335:Sa 3/2/981 

Migrational characteristics and survival of juvenile salmonids 
entering the Columbia River Estuary in 1981 /by Earl M. 
Dawley ... [et al.]. — Seattle, Wash. : Coastal Zone and Estua- 
rine Studies Division, Northwest and Alaska Fisheries Center, 
National Marine Fisheries Service, National Oceanic and At- 
mospheric Administration, [1982] 

43, [20], 175 p. : ill. ; 28 cm. — (Coastal zone and estuarine 
studies) “Annual report of research financed by Bonneville 
Power Administration agreement no. DE-A179-81BP30578.” 
Distributed to depository libraries in microfiche. ‘September 
1982.” Includes bibliographies. @Item 609-C-6 (micro- 
fiche) 

1. Chinook salmon. 2. Coho salmon. 3. Steelhead (Fish) 
4. Fishes — Columbia River — Migration. I. Dawley, Earl 
M. II. United States. Bonneville Power Administration. 
III. Northwest and Alaska Fisheries Center (U.S.). Coastal 
Zone and Estuarine Studies Division. IV. Series. OCLC 
10985795 


84-20480 
C 55.335:Sa 3/981/v.1-2 

Migrational characteristics of juvenile salmon and steelhead 
trout in the Columbia River system - 1981 : final report. — 
Seattle, Wash. : Coastal Zone and Estuarine Studies Division, 
Northwest and Alaska Fisheries Center, National Marine 
Fisheries Service, National Oceanic and Atmospheric Admin- 
istration, [1982] 

2 v. : ill, maps ; 28 cm.— (Coastal zone and estuarine 
studies) “Financed by U.S. Army Corps of Engineers con- 
tract DACW68-78C-0051 and DACW57-81-F-0342”—Vol. 1. 
Distributed to depository libraries in microfiche. “April 
1982.” Bibliography: p. 22-23, v. 2. Contents: v. 1. Assess- 
ment of the 1981 smolt migration / Carl W. Sims, Richard C. 
Johnsen, Dean A. Brege — v. 2. Radio tracking of juvenile 
salmonids in John Day reservoir / David A. Faurot, Lowell 
C. Stuehrenberg, Carl W. Sims. @lItem 609-C-6 (microfiche) 

1. Fishes — Columbia River — Migration. 2. Smolting. 3. 
Fish tagging — Columbia River. 4. Pacific salmon — Colum- 
bia River. 5. Steelhead (Fish) I. Sims, Carl W. II. North- 
west and Alaska Fisheries Center (U.S.). Coastal Zone and 
Estuarine Studies Division. III. United States. Army. Corps 
of Engineers. IV. Title: Assessment of the 1981 smolt migra- 
tion. V. Title: Radio tracking of juvenile salmonids in John 
Day reservoir. VI. Series. OCLC 09583361 





84-20481 


C 55,335:Ser 2 
McCabe, George T. 

Effects of the intermittent operation of submersible travel- 
ing screens on juvenile salmonids, 1982 /by George T. 
McCabe and Richard F. Krcma. — Seattle, Wash. : Coastal 
Zone and Estuarine Studies Division, Northwest and Alaska 
Fisheries Center, National Marine Fisheries Service, National 
Oceanic and Atmospheric Administration, [1983] 

17 p. : ill. ; 28 cm. — (Coastal zone and estuarine studies) 
“Final report financed by U.S. Army Corps of Engineers 
(Contract DACW68-78-C-0051) ...” Distributed to deposito- 
ry libraries in microfiche. “March 1983.” Includes biblio- 
graphical references. @lItem 609-C-6 (microfiche) 

1. Pacific salmon — Oregon. 2. Pacific salmon — Washing- 
ton (State) 3. Steelhead (Fish) I. Krcema, Richard F. II. 
United States. Army. Corps of Engineers. III. Northwest 
and Alaska Fisheries Center (U.S.). Coastal Zone and Estua- 
rine Studies Division. IV. Title. V. Series. OCLC 
10985372 


84-20482 


C 55.335:Sn 1/981 

Transportation operations and research on the Snake and Co- 
lumbia rivers, 1981 /by Donn L. Park ... [et al.]. — Seattle, 
Wash. : Coastal Zone and Estuarine Studies Division, North- 
west and «Alaska Fisheries Center, National Marine Fisheries 
Service, National Oceanic and Atmospheric Administration, 
[1982] 

34, [46] p. : ill. ; 28 cm.— (Coastal zone and estuarine 
studies) “Annual report of research financed by U.S. Army 
Corps of Engineers (Contract DACW68-78-C-0051)” Dis- 
tributed to depository libraries in microfiche. “July 1982.” 
Bibliography: p. 33-34. @lItem 609-C-6 (microfiche) 

1. Fish tagging—Columbia River. 2. Fish tagging — 
Snake River. 3. Chinook salmon. I. Park, Donn L. II. 
United States. Army. Corps of Engineers. III. Northwest 
and Alaska Fisheries Center (U.S). Coastal Zone and Estua- 
rine Studies Division. IV. Series. OCLC 10985816 


84-20483 


C 55.335:T 67 
Stuehrenberg, Lowell. 

Radio tracking of juvenile salmonids in John Day Reser- 
voir, 1982 /by Lowell Stuehrenberg and Kenneth Liscom. — 
Seattle, Wash. : Coastal Zone and Estuarine Studies Division, 
Northwest and Alaska Fisheries Center, National Marine 
Fisheries Service, National Oceanic and Atmospheric Admin- 
istration, [1983] 

— (Coastal zone and estuarine studies) ‘Final report fi- 
nanced by U.S. Army Corps of engineers contract DACW57- 
82-F-0373 ...” Distributed to depository libraries in micro- 
fiche. ‘March 1983.” Bibliography: p. 21. @ltem 609-C-6 
(microfiche) 

1. Pacific salmon — Umatilla, Lake (Wash. and Or.) 2. 
Fish tagging — Umatilla, Lake (Wash. and Or.) I. Liscom, 
Kenneth. II. United States. Army. Corps of Engineers. III. 
Northwest and Alaska Fisheries Center (U.S.). Coastal Zone 
and Estuarine Studies Division. [V. Title. V. Series. 
OCLC 09434086 


84-20484 


C 55.335:T 68 
Evaluation of transportation and related research on Columbia 
and Snake rivers, 1982 /by Donn L. Park ... [et al.]. — Seattle, 
Wash. : Coastal Zone & Esutarine [i.e. Estuarine] Studies 
Division, Northwest and Alaska Fisheries Center, National 
Marine Fisheries Service, National Oceanic and Atmospheric 
Administration, [1983] 

47 p. : ill. ; 28 cm. — (Coastal zone and estuarine studies) 
“Annual report of research financed by U.S. Army corps of 
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Engineers (Contract DACW68-78-C-0051)” Distributed to 
depository libraries in microfiche. “February 1983.” Bibli- 
ography: p. 46-47. @lItem 609-C-6 (microfiche) 

1. Pacific salmon — Columbia River. 2. Pacific salmon — 
Snake River. I. Park, Donn L. II. United States. Army. 
Corps of Engineers. III. Northwest and Alaska Fisheries 
Center (U.S.). Coastal Zone and Estuarine Studies Division. 
IV. Series. OCLC 09423749 


NATIONAL OCEAN SERVICE 
Commerce Dept. 
Washington, DC 20230 


84-20485 
C 55.402:C 38/984 
United States. National Ocean Service. 

National Ocean Service : Office of Charting and Geodetic 
Services. — Rockville, MD : U.S. Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, National 
Ocean Service, 1984. 

13 p. : col. ill. ; 12 x 21 cm. Cover title. 
[4] of cover. @Item 192 

1. United States. National Ocean Service. Office of Chart- 
ing and Geodetic Services. I. Title. OCLC 11039175 


“June 1984”—P. 


84-20486 
C 55.402:D 37 
Meade, Buford K. 

Report on surveys of Delaware Maryland boundaries in 
cooperation with the states of Delaware and Maryland. — 
[Washington, D.C.?] : U.S. Dept. of Commerce, National 
Oceanic and Atmospheric Administration, National Ocean 
Survey, [1982] 

v, 314 p. : ill, maps ; 28 cm. Distributed to depository 
libraries in microfiche. “Printed in 1982.” @lItem 192 
(microfiche) 

1. Maryland — Boundaries — Delaware. 2. Delaware — 
Boundaries — Maryland. I. National Ocean Survey. II. 
Title. F187.B7M5 1982 82-012855 917.51 ¢2 19 OCLC 
08629254 


84-20487 
C 55.402:T 43/2/984 
Hicks, Steacy D. 
Tide and current glossary /by Steacy D. Hicks. — Rock- 
ville, MD : U.S. Dept. of Commerce, National Oceanic and 
Atmospheric Administration, National Ocean Service, [1984] 


iv, 28 p. ; 28 cm. Distributed to depository libraries in 
microfiche. “January 1984.” @ltem 192 (microfiche) 

1. Tides— United States — Dictionaries. 2. Ocean cur- 
rents — United States — Dictionaries. I. United States. Na- 
tional Ocean Service. II. Title. OCLC 10524360 


84-20488 
C 55.408:P 94/984 
National Ocean Service product information guide. — Jan. 1984 
(3rd ed.) — [Washington, D.C.?] : U.S. Dept. of Commerce, 
National Oceanic and Atmospheric Administration, Ocean 
Services and Coastal Zone Management, 1984- 
1 v. (loose-leaf) : ill., maps, forms ; 28 cm.— (NOAA-NOS 
technical services publication) Includes index. @Item 192- 


1. United States. National Ocean Service — Catalogs. 2. 
Oceanography — United States— Information services. I. 
United States. National Oceanic and Atmospheric Administra- 
tion. II. Series. OCLC 10962918 
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84-20489 
C 55.408:P 96 
National Ocean Survey publications handbook /compiled by 
Physical Science Services Branch. — Rockville, Md. : U.S. 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Ocean Survey, [1982] 

1 v. (various pagings) : forms ; 28 cm. At head of title: 
NOAA-NOS technical service publication, Office of Program 
Development and Management. “September 1982.” @Item 
192-B 

1. National Ocean Survey. Office of Program Development 
and Management — Handbooks, manuals, etc. 2. Oceanogra- 
phy — Information services— United States. I. National 
Ocean Survey. Physical Science Services Branch. II. Na- 
tional Ocean Survey. Office of Program Development and 
Management. OCLC 11012968 


84-20490 
C 55.429:5 
Browne, David R. 

New York Harbor circulation survey, 1980-81 /David R. 
Browne and Gary Dingle. — Rockville, Md. : U.S. Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, National Ocean Service, 1984. 

iii, 92 p. : ill, maps ; 28 cm.— (NOS oceanographic 
circulatory survey report ; no. 5) “February 1983.” Bibli- 
ography: p. 92. @lItem 191-C 

1. Ocean circulation— Atlantic Ocean. 2. Tides — New 
York (N.Y.) 3. Ocean currents — Atlantic Ocean. 4. New 
York (N.Y.)— Harbor. I. Dingle, Gary. II. United States. 
National Ocean Service. III. Title. IV. Series. OCLC 
10787097 


84-20491 
C 55.431:8/2 
Possible sources of wreck information /prepared by Distribution 
Branch, Physical Science Services Section. — [Washington, 
D.C.?] : U.S. Dept. of Commerce, National Oceanic and 
Atmospheric Administration, National Ocean Service, [1983] 


16 p. : ill, maps ; 28 cm.— (Educational pamphlet ; 8) 


Cover title. “June 1983.” 
191-B-5 

1. Shipwrecks — Information services — United States. 2. 
Salvage — Information services —- United States. I. United 
States. National Ocean Service. Distribution Branch. Physical 
Science Services Section. II. Series: Educational pamphlet 
(National Ocean Survey) ; 8. OCLC 11037732 


84-20492 


Bibliography: p. 12-16. @Item 


C 55.431:10 
Principal rivers and lakes of the world /produced by Physical 
Science Services Branch, Office of Program Development 
and Management. —[Washington, D.C.?] : U.S. Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, National Ocean Survey, 1982. 
ii, 54 p. : ill. ; 23 cm. — (Educational pamphlet ; 10) 
1982.” @lItem 191-B-5 
1. Rivers. 2. Lakes. I. National Ocean Survey. Physical 
Science Services Branch. II. Series: Educational pamphlet 
(National Ocean Survey) ; 10. GB1603.7.P74 1982 82- 
600573 551.48/3 ¢2 19 OCLC 08795929 
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ENVIRONMENTAL RESEARCH 
LABORATORIES 
Commerce Dept. 

Boulder, CO 80302 


84-20493 


C 55.608:R 11/2 
Radar subsystem manual /William Faulkner ... [et al.). — Boul- 
der, Colo. : Environmental Research Laboratories, National 
Oceanic and Atmospheric Administration, 1983. 

1 v. (various pagings) : ill. ; 28 cm. “Program for Region- 
al Observing and Forecasting Services (PROFS)” @ltem 
207-C-4 

1. Radar meteorology — Data processing. I. Faulkner, 
William. II. Environmental Research Laboratories (U.S.) 
OCLC 10977395 


84-20494 


C 55.623:4 
Studies of nocturnal stable layers at BAO /J.C. Kaimal, 

editor. — Boulder, CO : NOAA Boulder Atmospheric Ob- 
servatory : U.S. Dept. of Commerce, National Oceanic and 
Atmospheric Administration, Environmental Research Lab- 
oratories, 1983. 

v, 129 p. : ill., maps ; 28 cm. — (Report ; no. 4) 
1983.” Includes bibliographies. @Item 208-D 

1. Planetary boundary layer — Colorado — Boulder. 2. 
Atmospheric turbulence. 3. Gravity waves. 4. Temperature 
inversions — Colorado — Boulder. I. Kaimal, J. C. II. 
NOAA/NCAR Boulder Atmospheric Observatory. III. En- 
vironmental Research Laboratories (U.S.) IV. Series: Report 
(NOAA/NCAR Boulder Atmospheric Observatory) ; no. 4. 
OCLC 09702433 


“January 


ECONOMIC ANALYSIS BUREAU 
Commerce Dept. 
Washington, DC 20230 


84-20495 
C 59.2:In 2/4 
State personal income : estimates for 1929-82 and a statement of 
sources and methods. — Washington, D.C. : U.S. Dept. of 
Commerce, Bureau of Economic Analysis : For sale by the 
Supt. of Docs., U.S. G.P.O., [1984] 
ix, 268, 22 p. : ill., 3 maps ; 29 cm. 
iii. Includes bibliographical references. @Item 130-D-1 
S/N 003-010-00125-9 @ GPO $9.50 
1. Income — United States — Statistics. I. United States. 
Bureau of Economic Analysis. OCLC 11005002 


“February 1984”—P. 


NATIONAL TELECOMMUNICATIONS AND 
INFORMATION ADMINISTRATION 
Commerce Dept. 

Washington, DC 20504 


84-20496 
C 60.8:R 11/984/tables 
Tables of frequency allocations and other extracts from Manual 
of regulations and procedures for federal radio frequency 
management. — Jan. 1984 ed.—[Washington, D.C.] : US 
Dept. of Commerce, National Telecommunications & Infor- 
mation Administration, 1984. 
1 v. (various pagings) ; 15 cm. Cover title. 
E-2 
1. Radio — Law and legislation — United States. 
frequency allocation — United States. 


@ltem 126- 


2. Radio 
I. United States. Na- 





tional Telecommunications and Information Administration. 
OCLC 10962042 


84-20497 
C 60.10:84-146 
Hand, G. R. (Gregory R.) 

NETWORK :: a user-oriented, interactive, station-siting 
program for NOAA VHF weather radio /G.R. Hand, J.E. 
Adams. —[Boulder, Colo.] : U.S. Dept. of Commerce, Na- 
tional Telecc ications and Information Administration, 
[1984] 

vii, 89 p. : ill. ; 28 cm. — (NTIA report ; 84-146) Distrib- 
uted to depository libraries in microfiche. “April 1984.” 
Bibliography: p. 29. Project No.: 9104510. @lItem 126-D-3 
(microfiche) 

1. Weather broadcasting — Data processing. 2. Weather 
broadcasting — Computer programs. I. Adams, J. E. (Jean 
E.) II. United States. National Telecommunications and In- 
formation Administration. III. Title. IV. Series. OCLC 
10977360 


84-20498 





C 60.10:84-149 
Espeland, R. H. 

Atmospheric channel performance measurements at 10 to 
100 GHz /R.H. Espeland, E.J. Violette, K.C. Allen. — [Boul- 
der, Colo.] : U.S. Dept. of Commerce, National Telecom- 
munications and Information Administration, 1984. 

viii, 113 p. : ill. ; 28 cm.— (NTIA report ; 84-149) Dis- 
tributed to depository libraries in microfiche. ‘April 1984.” 
Bibliography: p. 112-113. @lItem 126-D-3 (microfiche) 

1. Atmospheric waves. 2. Dynamic meteorology. 3. 
Radio wave propagation. 4. Spectrum analysis. 5. Weather 
forecasting. I. Violette, E. J. II. Allen, K. C. (Kenneth C.) 
III. United States. National Telec« ications and Informa- 
tion Administration. IV. Title. V. Series. OCLC 
11034916 


84-20499 





C 60.11:84-103 
Hufford, G. A. (George Allen), 1927- 

Preliminary report on modeling interference field in a duct- 
ing environment.Part II / G.A. Hufford. — [Boulder, CO] : 
U.S. Dept. of Commerce, National Telec« ications and 
Information Administration, [1984- 

v. : ill. ; 28 cm.— (NTIA-TM ; 84-103) Distributed to 
depository libraries in microfiche. “January 1984.” Project 
No.: 9108102. @lItem 126-D-10 (microfiche) 

1. Radio— United States— Interference. 2. 
United States — Receivers and reception. 
National Telec« ications and Information Administra- 
tion. II. Title. III. Series: NTIA technical memorandum 
series ; NTIA-TM-84-103. OCLC 11032618 





Radio — 
I. United States. 





INTERNATIONAL TRADE ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


84-20500 
C 61.2:Ap 4 
Survey of the apparel market in South Africa. — [Washington, 
D.C.?] : U.S. Dept. of Commerce, International Trade Ad- 
ministration, Office of Textiles and Apparel, Market Expan- 
sion Division, [1983] 
33 p. ; 21 x 27 cm. Distributed to depository libraries in 
microfiche. “March 1983.” @ltem 236-B-1 (microfiche) 
1. Clothing trade — South Africa. I. United States. Inter- 
national Trade Administration. Office of Textiles and Appar- 
el. Market Expansion Division. OCLC 10957482 
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84-20501 
C 61.2:C 19 
1984 Caribbean Basin initiative starter kit : a guide for Caribbe- 
an Basin firms /prepared by Caribbean Basin Business Infor- 
mation Center, U.S. and Foreign Commercial Service, U.S. 
Department of Commerce. — Washington, D.C. : Internation- 
al Trade Administration, [1984] 
iv, 38 p. : ill., forms ; 24cm. Cover title: Caribbean Basin 
initiative starter kit. “March 1984.” @lItem 231-B-1 
1. Economic assistance, American— Caribbean Area. 2. 
Investments, American— Caribbean Area. 3. United 
States — Foreign economic relations — Caribbean Area. 4. 
Caribbean Area— Foreign economic relations — United 
States. I. United States. International Trade Administration. 
II. Caribbean Basin Business Information Center (U.S.) III. 
Title: Caribbean Basin initiative starter kit. IV. Title: A 
guide for Caribbean Basin firms. OCLC 10991441 


84-20502 
C 61.2:C 19/2 
Caribbean Basin business information starter kit.— Rev. May 
1984. — [Washington, D.C.?] : U.S. Dept. of Commerce, 
International Trade Administration, 1984. 

iv, 56 p. : ill., forms, 1 map ; 24 cm. “Caribbean Basin 
Business Information Center”—P. 1. “May 1984.” Includes 
bibliographical references. @lItem 231-B-1 

1. Economic assistance, American — Caribbean Area. 2. 
Investments, American—Caribbean Area. 3. United 
States — Foreign economic relations — Caribbean Area. 4. 
Caribbean Area— Foreign economic relations — United 
States. I. United States. International Trade Administration. 
II. Caribbean Basin Business Information Center (U.S.) 
OCLC 10899182 


84-20503 
C 61.2:Ex 4/984 
How to get the most from overseas exhibitions. — Rev. May 
1984. — Washington, D.C. : U.S. Dept. of Commerce, Inter- 
national Trade Administration, 1984. 
[25] p. : ill. ; 22 x 10 cm.— (International marketing 
information series) @Item 231-B-1 
1. Foreign trade promotion — United States. 2. Fairs. I. 
United States. International Trade Administration. II. Series. 
OCLC 10962022 


84-20504 
C 61.2:Ex 7/8 
Export development offices and facilities. — Washington, D.C. : 
U.S. Dept. of Commerce, International Trade Administration, 
1984. 
40 p. : ill, maps ; 23 x 10cm. Cover title. “May 1984”— 
P. [4] of cover. @Item 231-B-1 
1. Export marketing. 2. Foreign trade promotion — 
United States. I. United States. International Trade Admin- 
istration. OCLC 10977332 


84-20505 
C 61.2:Ex 7/984 
The Export management company : your export department. — 
Washington, D.C. : U.S. Dept. of Commerce, International 
Trade Administration, [19847] 
(21] p. : ill. ; 23 x 11 cm.— (International marketing 
information series) @lItem 231-B-1 
1. Export marketing. 2. Foreign trade promotion — 
United States. I. United States. International Trade Admin- 
istration. II. Series. OCLC 10977300 
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84-20506 
C 61.12:84-01 
Bensimon, Simon. 

Marketing in Zaire /prepared by Simon Bensimon, Office 
of Africa. — Washington, D.C. : U.S. Dept. of Commerce, 
International Trade Administration : Supt. of Docs., U.S. 
G.P.O. [distributor, 1984] 

19 p. ; 28 cm.— (International marketing information 
series) (Overseas business reports ; OBR 84-01) “Supersedes 
OBR 79-44.” “June 1984.” @Item 231-B S/N 003-000- 
90822-4 @ GPO $1.50 

1. Marketing — Zaire. I. United States. 
Trade Administration. Office of Africa. II. 
Series. IV. Series. OCLC 10992083 


84-20507 


International 
Title. III. 


C 61.12:84-02 
Marketing in Thailand /compiled by Linda Droker and Jeffrey 
Hardee, Office of the Pacific Basin, with contributions from 
the Commercial and Economic Sections, U.S. Embassy, 
Bangkok. — Washington, D.C. : U.S. Dept. of Commerce, 
International Trade Administration : Supt. of Docs., U.S. 
G.P.O. [distributor, 1984] 

24 p. ; 28 cm.— (International marketing information 
series) (Overseas business reports ; OBR 84-02) “Supersedes 
OBR 79-38.” “June 1984.” Includes bibliographical refer- 
ences. @Item 231-B S/N 003-000-90823-2 @ GPO $1.50 

1. Marketing — Thailand. I. Droker, Linda. II. Hardee, 
Jeffrey. III. United States. International Trade Administra- 
tion. Office of the Pacific Basin. IV. United States. Embassy 
(Thailand). Commercial Section. V. United States. Embassy 
(Thailand). Economic Section. VI. Series. VII. Series. 
OCLC 10992113 


CIVIL AERONAUTICS BOARD 
Washington, DC 20428 


84-20508 
CAB 1.29/2:979 
International operations of the trunks, calendar 1965-1979 : tur- 
bojet/turbofan aircraft operating cost and performance 
trends. — Washington, D.C. : Financial and Cost Analysis 
Division, Office of Economic Analysis, Civil Aeronautics 
Board, 1980. 
v, 39 p. ; 22 x 36cm. Cover title: International jet trends. 
“October 1980”—Cover. @Item 177-A-21 
1. Airplanes — Cost of operation. 2. Airplanes — Perform- 
ance. 3. Air lines— United States — Cost of operation — 
Statistics. 4. Transport planes—Cost of operation. I. 
United States. Civil Aeronautics Board. Financial and Cost 
Analysis Division. II. Title: International jet trends. III. 
Title: Turbojet/turbofan aircraft operating cost and perform- 
ance trends. OCLC 07793320 


FEDERAL COMMUNICATIONS 
COMMISSION 
Washington, DC 20554 
84-20509 
CC 1.2:B 78/30/984 
United States. Federal Communications Commission. 
The law of political broadcasting and cablecasting : a politi- 
cal primer /Federal Communications Commission. — 1984 
ed. — Washington, D.C. : The Commission, 1984. 
87 p. : ill. ; 23 cm. Cover title. Includes bibliographical 
references and index. @lItem 285 
1. Broadcasting — Law and legislation — United States. 2. 
Equal time rule (Broadcasting) 3. Fairness doctrine (Broad- 
casting) I. Title. OCLC 11015237 
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DEFENSE DEPARTMENT 
Washington, DC 20301 


84-20510 
D 1.2:B 96/2 
Small business subcontracting directory. — Washington, D.C. : 
Directorate of Small and Disadvantaged Business Utilization, 
Office of the Secretary of Defense : For sale by the Supt. of 
Docs., U.S. G.P.O., 1984. 
131 p. ; 22 x 28 cm. Cover title. 
040-00184-9 @ GPO $5.00 
1. Small business — United States — Directories. 2. Public 
contracts — United States. I. United States. Dept. of De- 
fense. Directorate of Small and Disadvantaged Business Utili- 
zation. OCLC 10981360 


@ltem 306 S/N 008- 


84-20511 
D 1.2:C 73/6/v.1-1 ¢ 
D 1.2:C 73/6/v.2-3 
D 1.2:C 73/6/Exec.sum. 
United States. Dept. of Defense. 

Quadrennial review of military compensation. [Washington, 
D.C.?] : Dept. of Defense, Office of the Secretary of Defense, 
Dept. of Defense, The Pentagon, Washington, D.C. 20301 

v.: ill. ; 26 cm. 

Quadrennial Spine title: QRMC (1984-) Jan. 1984, vols. 
1, 1A, 1B, 1C; Dec. 1983, v. 2; v. 3, Nov. 1983; Executive 
summary, Jan. 1984. Description based on: Sth (Jan. 1984, v. 
1) Contents: v. 1. Uniformed services retirement system — 
v. 1A. Supporting appendixes to uniformed services retire- 
ment system, A-G — v. 1B. Supporting appendixes to uni- 
formed services retirement system, H-N — v. 1C. Supporting 
appendixes to uniformed services retirement system, P-Q — v. 
2. Uniformed services survivor benefits program — v. 3. 
Special and incentive pays — Executive summary. Vols. for 
(1984-) issued in parts. @lItem 306 

1. United States— Armed Forces — Pay, 
etc. — Periodicals. I. Title. OCLC 11004934 


allowances, 


84-20512 
D 1.2:M 69 
Defense against ballistic missiles : an assessment of technologies 
and policy implications. — Washington, D.C. : Dept. of De- 
fense : For sale by the Supt. of Docs., U.S. G.P.O., [1984] 
ix, 22 p. : ill. ; 22 cm. “April 1984.” @Item 306 S/N 
008-047-00358-7 $1.50 
1. Ballistic missiles. 2. United States — Defenses. I. 
United States. Dept. of Defense. OCLC 10838022 


84-20513 
D 1.2:St 8 
The Strategic defense initiative defensive technologies 
study. — Washington, D.C. : Dept. of Defense : For sale by 
the Supt. of Docs., U.S. G.P.O., [1984] 
ix, 27 p.: ill. ; 22 cm. “April 1984.” 
008-047-00359-5 @ GPO $1.75 
1. United States — Defenses. 
Defense. OCLC 10963258 


@ltem 306 S/N 


I. United States. Dept. of 


84-20514 
D 1.2:W 84/4/v.2 
Military women in the Department of Defense. — [Washington, 
D.C.?] : U.S. Dept. of Defense, [1984- 
v. : col. ill. ; 28 cm. “April 1984.” Contents: v. 2. Man- 
power installations and logistics. @lItem 306 
1. Women soldiers — United States. 2. United States — 
Armed Forces— Women. I. United States. Dept. of De- 
fense. OCLC 10993487 





84-20515 
D 1.6:In 2/984 
United States. Dept. of Defense. 
Industrial security regulation. — [Washington, D.C.] : Dept. 
of Defense : [Supt. of Docs., U.S. G.P.O., distributor], 1984- 


1 v. (loose-leaf) : 1 map, forms ; 28 cm. Cover title. 
“DoD 5200.22-R, ‘Industrial security regulation,’ January 
1983, is hereby canceled”—P. [i] “February 1984.” In- 
cludes bibliographical references. “DoD  5220.22-R.” 
@ltem 304 S/N 008-007-03259-3 @ GPO $6.50 

1. Industry — Security measures — United States. 
OCLC 10993907 


84-20516 


I. Title. 


D 1.6/2:Au 8/2 
Automated source data collection system desk guide : uniform 
chart of accounts. — [Washington, D.C.?] : Dept. of Defense, 
1984. 
58 p. : ill., 1 map; 28cm. @lItem 306-A 
1. Hospitals — United States — Administration — Data 
processing. 2. Automatic data collection systems. 3. Infor- 
mation storage and retrieval systems — Hospitals. I. United 
States. Dept. of Defense. OCLC 10491645 


84-20517 
D 1.6/2:C 12 
Calibration handbook : ionizing radiation measuring instruments 
/edited by G. Lalos. — [Washington, D.C.?] : Calibration Co- 
ordinating Group, Dept. of Defense Joint Coordinating 
Group for Metrology and Calibration, 1983. 
1 v. (various pagings) : ill. ; 26 cm. “July 1, 1983.” In- 
cludes bibliographies and index. @lItem 306-A 
1. Radioactivity — Instruments — Calibration. 2. Ionizing 
radiation — Measurement. I. Lalos, G. II. United States. 
Dept. of Defense. Calibration Coordinating Group. OCLC 
10598047 


84-20518 
D 1.6/2:D 36/2 
United States. Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics) 
DEERS : Defense Enrollment Eligibility Reporting System 
: program manual. — [Washington, D.C.?] : Assistant Secre- 
tary of Defense (Manpower, Reserve Affairs, and Logistics) : 
Assistant Secretary of Defense (Health Affairs), 1983- 
1 v. (loose-leaf) : ill., forms ; 28 cm. Cover title. 
1982.” “DoD 1341.1-M.” @Item 306-A 
1. United States. Dept. of Defense — Appropriations and 
expenditures. 2. United States Armed Forces — Medical 
care — Handbooks, manuals, etc. I. United States. Assistant 
Secretary of Defense (Health Affairs) II. Title. III. Title: 
D.E.E.R.S. OCLC 10963275 


84-20519 


“May 


D 1.6/2:D 36/3 
Guide to DANTES examinations. —[Washington, D.C.?] : 

Dept. of Defense, [1984- 

1 v. (loose-leaf) ; 28 cm. Cover title. “May 1984.” 
“DOD 1322.8-G”—P. [4] of cover. @Item 306-A 

1. Defense Activity for Non-Traditional Education Support 
(Government Agency : U.S.) 2. Ability — Testing — Hand- 
books, manuals, etc. I. United States. Dept. of Defense. II. 
Title: Guide to D.A.N.T.E.S. examinations. OCLC 
11019222 


84-20520 
D 1.6/2:En 3 
System engineering management guide. — Fort Belvoir, Va. : 
Defense Systems Management College, [1983] 
1 v. (various pagings) : ill., 1 form ; 28 cm. 
Missiles & Space Co., Inc.”—Rept. doc. p. 


“Lockheed 
Includes biblio- 


Government Publications — October 1984 


graphical references and index. 
C-0339. @ltem 306-A 

1. Systems engineering — Handbooks, manuals, etc. 
fense Systems Management College. 
and Space Company. OCLC 10081886 


84-20521 


Contract No.: MDA 903-82- 


I. De- 
Il. Lockheed Missiles 


D 1.6/7:M 18/983 
Machine shop, machine repairs handbook : engineered perform- 
ance standards for real property maintenance activities. — 
Washington, D.C. : Depts. of the Army, the Navy and the 
Air Force : For sale by the Supt. of Docs., U.S. G.P.O., 
1983- 

1 v. (loose-leaf) : ill., forms ; 28 cm. — (Army TB ; 420-12) 
(NAVFAC P ; 707.0) (Air Force AFM ; 85-46) “Supersedes 
TB 420-12, NAVFAC P-707.0 and AFM 85-46 of August 
1979"—P. iii. Distributed to depository libraries in micro- 
fiche. ‘April 1983.” Includes index. @lItem 310-N (micro- 
fiche) S/N 008-050-00227-1 @ GPO $6.00 

1. Predetermined motion time systems. 2. 
shops — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. United States. Navy Dept. III. United States. 
Dept. of the Air Force. IV. Title: Engineered performance 
standards for real property maintenance activities. V. Series. 
VI. Series. VII. Series. OCLC 11034994 


84-20522 


Machine 


D 1.6/7:P 66/983 
Pipefitting, plumbing handbook : engineered performance stand- 
ards for real property maintenance activities. — Washington, 
D.C. : Depts. of the Army, the Navy and the Air Force : For 
sale by the Supt. of Docs., U.S. G.P.O., 1983- 

1 v. (loose-leaf) : ill., forms ; 28 cm. — (Army TB ; 420-20) 
(NAVFAC P ; 711.0) (Air Force AFM ; 85-50) “Supersedes 
TB 420-20, NAVFAC P-711.0 and AFM 85-50 of February 
1979”—P. iii. Distributed to depository libraries in micro- 
fiche. “August 1983.” Includes index. @Item 310-N 
(microfiche) S/N 008-050-00228-0 @ GPO $7.00 

1. Predetermined motion time systems. 2. Pipe-fitting — 
Handbooks, manuals, etc. 3. Plumbing — Repairing — 
Handbooks, manuals, etc. I. United States. Dept. of the 
Army. II. United States. Navy Dept. III. United States. 
Dept. of the Air Force. IV. Title: Engineered performance 
standards for real property maintenance activities. V. Series. 
VI. Series. VII. Series. OCLC 11034958 


84-20523 
D 1,6/7:P 93 
Engineered performance standards for real property mainte- 
nance activities : unit price standards handbook. — [Washing- 
ton, D.C.?] : Departments of the Army, the Navy and the Air 
Force, 1983- 

1 v. (loose-leaf) ; 28 cm.— (Army TB ; 420-33) 
(NAVFAC P ; 716.0) (Air Force AFM ; 85-56) Distributed 
to depository libraries in microfiche. “August 1983.” 
@ltem 310-N (microfiche) 

1. United States— Armed Forces — Facilities — Mainte- 
nance and repair. I. United States. Dept. of the Army. II. 
United States. Dept. of the Navy. III. United States. Dept. 
of the Air Force. IV. Series. V. Series. VI. Series. 
OCLC 10981377 


84-20524 
D 1.6/7:R 53/984 
Roads, grounds, pest control & refuse collection handbook : 
engineered performance standards for real property mainte- 
nance activities. — [Washington, D.C.?] : Depts. of the Army, 
the Navy and the Air Force, 1984- 
1 v. (loose-leaf) : forms ; 28 cm.— (Army TB ; 420-22) 
(NAVFAC P ; 712.0) (Air Force AFM ; 85-51) Cover title. 
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Armed Forces Information Service — Defense Dept. 


“Supersedes TB 420-22, NAVFAC P-712.0 and AFM 85-51 
of September 1980"—P. iii. Distributed to depository librar- 
ies in microfiche. “March 1984.” Includes index. @lItem 
310-N (microfiche) 

1. Roads— United States— Maintenance and repair — 
Handbooks, manuals, etc. 2. Pest control — United States — 
Handbooks, manuals, etc. 3. Refuse and refuse disposal — 
United States — Handbooks, manuals, etc. I. United States. 
Dept. of the Army. II. United States. Navy Dept. III. 
United States. Dept. of the Air Force. IV. Title: Roads, 
grounds, pest control and refuse collection handbook. V. 
Title: Engineered performance standards for real property 
maintenance activities. VI. Series. VII. Series. VIII. 
Series. OCLC 11034990 


84-20525 
D 1.6/7:Sh 3/984 
Sheet metal, structural iron & welding handbook : engineered 
performance standards for real property maintenance activi- 
ties. — [Washington, D.C.?] : Depts. of the Army, the Navy 
and the Air Force, 1984- 

1 v. (loose-leaf) : 3 forms ; 28 cm.— (ARMY TB ; 420-24) 
(NAVFAC P ; 713.0) (AIR FORCE AFM ; 85-52) “Super- 
sedes TB 420-24, NAVFAC P-713.0 and AFM 85-52 of April 
1979"—P. iii. “March 1984.” Includes index. @lItem 310- 
N 

1. Sheet-metal — Handbooks, manuals, etc. 2. Iron, Struc- 
tural — Handbooks, manuals, etc. 3. Welding — Handbooks, 
manuals, etc. 4. United States — Armed Forces — Military 
construction operations — Handbooks, manuals, etc. I. 
United States. Dept. of the Army. II. United States. Dept. 
of the Air Force. III. United States. Navy Dept. IV. Title: 
Sheet metal, structural iron and welding handbook. V. Title: 
Engineered performance standards for real property mainte- 
nance activities. VI. Series. VII. Series. VIII. Series. 
OCLC 11007322 


84-20526 
D 1.6/10:1000.4 
United States. Defense Contract Audit Agency. 

Mishap investigation, reporting and recordkeeping (RCS: 
1146-DOL-XX, DD-M (A)1446). — Alexandria, Va. : Defense 
Contract Audit Agency, [1983- 

1 v. (loose-leaf) : 3 forms ; 28 cm.— (DCAA regulation ; 
no. 1000.4) Caption title. “27 June 1983.” Includes biblio- 
graphical references. Supersedes DCAA regulation 1000.4, 
22 February 1977, Mishap investigation, reporting and record- 
keeping. @lItem 310-E 

1. Industrial accidents — United States — Investigation. I. 
Title. II. Series: United States. Defense Contract Audit 
Agency. DCAA regulation ; no. 1000.4. OCLC 10963188 


84-20527 
D 1.15:984 
United States. Dept. of Defense. 

Manual for courts-martial, United States, 1984. — Washing- 
ton, D.C. : Dept. of Defense : [Supt. of Docs., U.S. G.P.O., 
distributor], 1984- 

1 v. (looseleaf) : forms ; 28 cm. “Shall take effect on 
August 1, 1984”—P. [iii] Includes index. @Item 349 S/N 
008-000-00403-0 @ GPO $13.00 

1. Courts-martial and courts of inquiry — United States. I. 
Title. OCLC 10854155 

84-20528 
D 1.52:979/annex 
Base structure annex to manpower requirements report for FY 
1979 /prepared by Office of the Assistant Secretary of De- 
fense (Manpower, Reserve Affairs and Logistics). — [Wash- 
ington, D.C.?] : The Office, [1978- 
1 v. (loose-leaf) : ill. ; 28 cm. “February 1978.” 
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1. Military posts — United States. I. United States. Office 
of the Assistant Secretary of Defense (Manpower, Reserve 
Affairs, and Logistics) OCLC 10957456 


84-20529 


D 1.65:600-5 


Military entrance processing station (MEPS) handbook : (MEPS 


Handbook). — North Chicago, Ill. : U.S. Military Entrance 
Processing Command, 1984- 

1 v. (loose-leaf) : 1 form ; 28 cm.— (MEPCOM pam ; 600- 
5) Running title: MEPCOM Pam 600-5. Includes index. 
@ltem 310-E-3 

1. United States. Armed Forces — Recruiting, enlistment, 
etc. — Handbooks, manuals, etc. I. United States. Military 
Entrance Processing Command. II. Title: MEPCOM Pam 
600-5. III. Series. OCLC 10981386 


ARMED FORCES INFORMATION SERVICE 
Defense Dept. 
Washington, DC 20301 


84-20530 


D 2.8:C 35 


CHAMPUS handbook. — Aurora, CO : CHAMPUS, [1983] 


89 p. : col. ill, 1 form ; 21 cm. “January 1983”—P. [4] of 
cover. Includes index. “CHAMPUS 6010.46-H”—P. [4] of 
cover. @Item 312-E 

1. United States. Office of Civilian Health and Medical 
Program of the Uniformed Services — Handbooks, manuals, 
etc. 2. Health maintenance organizations — United States — 
Handbooks, manuals, etc. 3. Insurance, Health — United 
States — Handbooks, manuals, etc. 4. United States — 
Armed Forces — Medical care. I. United States. Office of 
Civilian Health and Medical Program of the Uniformed Serv- 
ices. II. Title: C.H.A.M.P.U.S. handbook. [DNLM 1. 
Health Maintenance Organizations 2. Insurance, Health 3. 
Health Planning] OCLC 10642131 


84-20531 


D 3.6/3:Se 2/984 


United States. Dept. of Defense. 


Industrial security manual for safeguarding classified infor- 
mation. — [Washington, D.C.] : Dept. of Defense : For sale 
by the Supt. of Docs., U.S. G.P.O., 1984- 

1 v. (loose-leaf) : 1 map, forms ; 28 cm. Cover title. 
“DoD 5220.22-M, ’Industrial security manual for safeguarding 
classified information,’ January 1983, is hereby canceled and 
superseded”—P. [i] ‘March 1984.” Includes bibliographical 
references. “DoD 5220.22-M.” @lItem 319 S/N 008-007- 
03260-7 @ GPO $8.00 

1. United States. Dept. of Defense — Handbooks, manuals, 
etc. 2. Industry — Security measures— United States. I. 
Title. OCLC 10859241 


DEFENSE INTELLIGENCE AGENCY 
Defense Dept. 
Washington, DC 20301 


84-20532 


D 5.202:P 97 


Our purpose, vision, missions and goals. — [Washington, D.C.?] 


: Defense Intelligence Agency, [19847] 

i, 7 p.: ill. ; 22cm. @lItem 315-F-1 

1. United States. Defense Intelligence Agency. 2. Military 
intelligence — United states. I. United States. Defense Intel- 
ligence Agency. OCLC 10977035 





Government Publications — October 1984 


DEFENSE MAPPING AGENCY 84-20537 eee 
317: / 
Defense Dept. Omega propagation correction tables for 10.2 kHz : area 16, 
Washington, DC 20305 South Pacific, station D (North Dakota) /prepared and pub- 
lished by the Defense Mapping Agency Hydrographic/Topo- 
84-20533 graphic Center. — Washington, D.C. : The Center : For sale 
D 5.302:M 32 


‘ : : . by authorized Sales Agents of the Defense Mapping Agency 
MC&G : mapping — charting — geodesy : a brief history of Office of Distribution Services, 1984- 


U.S. military mapmaking, and the first decade of the Defense 1 v. (loose-leaf) : ill. ; 27 cm.— (Pub. ; 224 (116-C) D) 

mapping agency. — Washington, D.C. : Defense Mapping Chiefly tables. @ltem 378-G 

Agency, 1982. 1. Omega Navigation System — Tables. 2. South Pacific 
41 p.: ill, maps ; 28cm. ‘Published in July, 1982”—P. [3] Ocean — Navigation. I. United States. Defense Mapping 

of cover. @Item 379-A-10 Agency. Hydrographic/Topographic Center. II. Title: Area 
1. United States. Defense Mapping Agency. 2. Maps, Mili- 16, South Pacific, station D (North Dakota) III. Series: Pub. 

tary — History. I. United States. Defense Mapping Agency. (United States. Defense Mapping Agency. Hydrographic/ 

Il. Title: M.C. and G. OCLC 10699638 Topographic Center) ; 224 (116-C) D. OCLC 11041632 


84-20534 84-20538 
D 5.302:Om 2 _  D5.317:224 (119-C) F/2 
Omega coverage diagrams, 10.2 kHz /prepared and published Omega propagation correction tables for 10.2 kHz : area 19, 
by the Defense Mapping Agency Hydrographic/Topographic Queen Maud Land, station F (Argentina) /prepared and pub- 
Center. — Washington, D.C. : The Center : For sale by au- lished by the Defense Mapping Agency Hydrographic/Topo- 
thorized Sales Agents of the Defense Mapping Agency Office graphic Center. — Washington, D.C. : The Center : For sale 
of Distribution Services, 1983- by authorized Sales Agents of the Defense Mapping Agency 
1 v. (loose-leaf) : maps ; 28 cm. Cover title. @ltem 83-1 Pa ee iti a tae 
1. Omega Navigation System — Maps. I. United States. wane Sliem me. (Pub. ; (119-C) F) wine d 
Defense Mapping Agency. Hydrographic/Topographic ‘ 


1. Omega Navigation System — Tables. 2. Navigation — 
Center. OCLC 11035012 Antarctic regions. I. United States. Defense Mapping 
84-20535 Agency. Hydrographic/Topographic Center. II. Title: Area 
19, Queen Maud Land, station F (Argentina) III. Series: 

D 5.315/2:984/v.3 : . 
Summary of corrections : charts. Washington, D.C. : Defense Pub. (United States. Defense Mapping Agency. Hydrograph- 
; } » DC. : i ; 224 (119- : 53337 
Mapping Agency, Hydrographic/Topographic Center, De- ic/ Topographic Center) ; 224 (119-C) F. OCLC 1095333 


fense Mapping Agency, Hydrographic/Topographic Center, 84-20539 
Washington, D.C. 20315 


D 5.317:224 (121-C) B/2 
v. : maps ; 27 cm. 


Omega propagation correction tables for 10.2 kHz : area 21, 
Semiannual Victoria Land, station B (Liberia) /prepared and published by 
Began with Jan. 1977. Title from cover. June 1984, v. 3. the Defense Mapping Agency Hydrographic/Topographic 

Description based on: Oct. 1982, v. 1. Contents: v. 3. East- Center. — Washington, D.C. : The Center : For sale by au- 

ern Pacific, Antartica, Indian Ocean and Australasia. Vols. thorized Sales Agents of the Defense Mapping Agency Office 

issued separately throughout the year. Vols. for 1977 and of Distribution Services, 1984- 

Mar. 1978, v. 2 were issued by the Hydrographic Center; 1 v. (loose-leaf) : ill. ; 27 cm.— (Pub. ; 224 (121-C) B) 

Mar. 1978, v. 1, and (Oct. 1982-) by the Hydrographic/ Chiefly tables. @Item 378-G 

Topographic Center. @Item 379-A Continues: Summary 1. Omega Navigation System — Tables. 2. Navigation — 

of chart corrections Antarctica— Tables. I. United States. Defense Mapping 
1. Nautical charts — Periodicals. 2. Aids to navigation — Agency. Hydrographic/T: opographic Center. Il. Title: Area 

Periodicals. I. United States. Defense Mapping Agency. 21, Victoria Land, station B (Liberia) III. Series: Pub. 

Hydrographic/Topogranhic Center. II. United States. De- (United States. Defense Mapping Agency. Hydrographic/ 

fense Mapping Agency. Hydrographic Center. OCLC Topographic Center) ; 224 (121-C) B. OCLC 11041626 

09100181 


NATIONAL DEFENSE UNIVERSITY 


D 5.317:224 (116-C) C/2 w bate «>a 
Omega propagation correction tables for 10.2 kHz : area 16, ashington, 
South Pacific, station C (Hawaii) /prepared and published by 84-20540 
the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1984- 


84-20536 


D 5.402:G 51 
Perkins, Stuart L. 

Global demands, limited forces : US Army deployment / 
Stuart L. Perkins. — Washington, D.C. : National Defense 
1 v. (loose-leaf) : ill. ; 27 cm.— (Pub. ; 224 (116-C) C) University Press, Fort Lesley J. McNair : For sale by the 

Chiefly tables. @Item 378-G Supt. of Docs., U.S. G.P.O., 1984. 

1. Omega Navigation System— Tables. 2. Pacific x, 123 p.: ill. ; 21 cm. “First printing, May 1984”—T.p. 
Ocean — Navigation. I. United States. Defense Mapping verso. Includes bibliographical references. @lItem 378-H-1 
Agency. Hydrographic/Topographic Center. II. Title: Area S/N 008-020-00977-6 @ GPO $4.00 
16, South Pacific, station C (Hawaii) III. Series: Pub. 1. Deployment (Strategy) 2. United States — Military 
(United States. Defense Mapping Agency. Hydrographic/ policy. I. Fort Lesley J. McNair (Washington, D.C.) II. 
Topographic Center) ; 224 (116-C) C. OCLC 11041642 Title. 83-600634 OCLC 10953306 
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84-20541 
D 5.402:M 59 
Cohesion in the US military /Defense Management Study 
Group on Military Cohesion.— Fort Lesley J. McNair, 
Washington, DC : National Defense University Press ; Wash- 
ington, D.C. : For sale by the Supt. of Docs., U.S. G.P.O., 
1984. 

xvi, 103 p. ; 23 cm. — (An Industrial College of the Armed 
Forces study in mobilization and defense management) _ Bibli- 
ography: p. 99-103. @ltem 378-H-1 S/N 008-020-00972-5 
@GPO $4.50 

1. United States. Army — Officers. 2. Sociology, Mili- 
tary — United States. I. National Defense University. De- 
fense Management Study Group on Military Cohesion. II. 
Title: Cohesion in the U.S. military. III. Series. OCLC 
10749194 


84-20542 
D 5.410:D 36/2 
Studies in defense /compiled by Eston T. White. — Washington, 
D.C. : National Defense University, 1983. 
vi, 203 p. : ill. ; 24 cm. — (National security management) 
Bibliography: p. [197]-198. Includes index. @ltem 378-H-4 
1. Sociology, Military — United States — Addresses, essays, 
lectures. 2. United States— Military policy — Addresses, 
essays, lectures. 3. United States — National security — Ad- 
dresses, essays, lectures. I. White, Eston T. II. National 
Defense University. III. Series. OCLC 10770431 


84-20543 
D 5.410:M 31/2 
Hymson, Patricia K. 

Management concepts and practices /Patricia K. 
Hymson. — Washington, D.C. : National Defense University, 
1983. 

vi, 188 p. : ill. ; 24 cm.— (National security management) 
Bibliography: p. [181]-182. Includes index. @lItem 378-H-4 

1. Management. 2. United States — National security. I. 
National Defense University. II. Title. III. Series. OCLC 
10644666 


84-20544 
D 5.413:83-3 
Quinlan, David A. 

The role of the Marine Corps in rapid deployment forces / 
by David A. Quinlan. — Fort Lesley J. McNair, Washington, 
DC : National Defense University Press ; Washington, D.C. : 
For sale by the Supt. of Docs., U.S. G.P.O., 1983. 

ix, 47 p. ; 21 cm.— (National security essay series ; 83-3) 
Includes bibliographical references. @lItem 378-H-5 S/N 
008-020-00978-4 @ GPO $3.25 

1. United States. Marine Corps. 
3. United States — Military policy. 
versity. II. Title. 


2. Deployment (Strategy) 
I. National Defense Uni- 
III. Series. OCLC 10747891 


DEFENSE LOGISTICS AGENCY 
Cameron Station 
Alexandria, VA 22314 


84-20545 
D 7.2:In 3 
Defense Technical Information Center. — Alexandria, Va. : De- 
fense Logistics Agency, [1984] 
[22] p. : ill. ; 23 cm. Cover title. “Apr 84”°—P. [4] of 
cover. “DTIC-V-1"—P. [4] of cover. @Item 314-A 
1. Defense Technical Information Center (U.S.) — Directo- 
ries. 2. Defense information, Classified — United States — 
Directories. I. United States. Defense Logistics Agency. 
OCLC 10963272 
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84-20546 
D 7.2:L 82/3 
DoD LOGDESMAP : Department of Defense logistics data 
element standardization and management program proce- 
dures. — Alexandria, Va. : Dept. of Defense, Defense Logis- 
tics Agency, [1984- 

1 v. (loose-leaf) ; 28 cm. Cover title. ‘Department of 
Defense, Office of the Assistant Secretary of Defense (Man- 
power, Reserve Affairs and Logistics)” “January 1984.” 
“DoD 4000.25-13-M.”  @Item 314-A 

1. United States. Office of the Assistant Secretary of De- 
fense (Manpower, Reserve Affairs, and Logistics) — Hand- 
books, manuals, etc. 2. Logistics — Handbooks, manuals, etc. 
I. United States. Defense Logistics Agency. II. United 
States. Office of the Assistant Secretary of Defense (Manpow- 
er, Reserve Affairs, and Logistics) III. Title: D.o.D. 
LOGDESMAP. IV. Title: Department of Defense logistics 
data element standardization and management program proce- 
dures. OCLC 10963205 


84-20547 


D 7.6/4:L 82 
User guide : Department of Defense Logistics Data Resource 
Management System (DoD LOGDRMS). — [Alexandria, 
Va.] : Office of Assistant Secretary of Defense (Manpower, 
Reserve Affairs and Logistics), 1984- 
1 v. (loose-leaf) ; 28 cm. Cover title. “January 1984.” 
Includes index. “DoD 4000.25-13-S4.” @Item 314-A 
1. United States. Office of the Assistant Secretary of De- 
fense (Manpower, Reserve Affairs, and Logistics) — Hand- 
books, manuals, etc. 2. Logistics — Handbooks, manuals, etc. 
I. United States. Office of Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics) OCLC 
10963136 


84-20548 


D 7.6/4:M 59/8/983 


Fund code supplement to MILSBILLS. — [Alexandria, Va.] : 


Dept. of Defense, Office of the Assistant Secretary of De- 
fense, (Comptroller), 1983. 

1 v. (various pagings) ; 28 cm. Cover title. “Supersedes 
DoD 4000.25-7-M, Supplement 1, 4 Jan 78, and changes 1 
thru 5”—P. [i] “May 1983.” Includes bibliographical refer- 
ences. “DoD 4000.25-7-S1.” @lItem 314-A 

1. United States — Armed Forces— Finance. I. United 
States. Assistant Secretary of Defense (Comptroller) II. 
Title: Fund code supplement to M.I.L.S.B.1.L.L.S. OCLC 
10962965 


84-20549 


D 7.6/4:P 44/983/draft 
MILSPETS procedures. — [Washington, D.C.? : U.S. Defense 
Logistics Agency], 1983- 

1 v. (loose-leaf) : forms ; 28 cm. Cover title. At head of 
title: Draft. ‘1 July 1983.” “DoD 4140.25M.” @Item 314- 
A 

1. Materials management — United States — Handbooks, 
manuals, etc. 2. United States — Armed Forces — Procure- 
ment — Handbooks, manuals, etc. I. United States. Defense 
Logistics Agency. II. Title: M.LL.S.P.E.T.S. procedures. 
OCLC 10966338 


84-20550 
D 7.6/7:4215.4/6 
United States. Defense Logistics Agency. 

Industrial furnaces, ovens and heat treating equipment. — 
Alexandria, Va. Dept. of Defense, Defense Logistics 
Agency, 1983- 

1 v. (loose-leaf) ; 28 cm.— (DLAH ; 4215.4) (NAVSUP 
pub ; 5502) (Industrial plant equipment handbook) (SB ; 708- 





4430-1) (AFR ; 78-8) (MCO ; P4870.8E) Cover title. 
“August 1983.” “Supersedes DLAH 4215.4/SB 708-4430-1/ 
NAVSUP Pub 5502/AFR 78-8/MCO P4870.8D, 15 Jun 
78”—P. i. “FSC 3424, 4430.” @Item 314-A 

1. Furnaces — Catalogs. 2. Metals — Heat treatment. I. 
Title. II. Series. III. Series. IV. Series. V. Series: United 
States. Marine Corps. MCO ; P 4870.8 E. VI. Series: SB 
(United States. Dept. of the Army) ; 708-4430-1. VII. Series: 
Air Force regulation ; 78-8. OCLC 11007423 


84-20551 


D 7.6/7:4215.6/6 
Physical properties testing equipment. — Alexandria, Va. : Dept. 
of Defense, Defense Logistics Agency, [1983] 

iii, 181 p. ; 28 cm.— (DLAH ; 4215.6) (NAVSUP pub ; 
5504) (Industrial plant equipment handbook) (SB ; 708-6635-1) 
(AFR ; 78-35) (MCO ; P4870.10E) Cover title. “Super- 
sedes DLAH 4215.6/SB 708-6635-1/NAVSUP Pub 5504/ 
AFR 78-35/MCO P4870.10D, 28 Feb 78”—P. i. “August 
1983.” “FSC 6635.” @Item 314-A 

1. Testing-machines — Catalogs. I. United States. Defense 
Logistics Agency. II. Series. III. Series. IV. Series. V. 
Series: United States. Marine Corps. MCO ; P 4870.10 E. 
VI. Series: SB (United States. Dept. of the Army) ; 708-6635- 
1. VII. Series: Air Force regulation ; 78-35. OCLC 
10962996 


84-20552 


D 7.6/7:4215.10/7 
United States. Defense Logistics Agency. 

Environmental chambers : FSC 6636.— Alexandria, Va. : 
Dept. of Defense, Defense Logistics Agency, 1983- 

1 v. (loose-leaf) ; 28 cm.— (DLAH ; 4215.10) (NAVSUP 
pub ; 5508) (Industrial plant equipment handbook) (SB ; 708- 
6636-1) (AFR ; 78-14) (MCO ; P4870.14F) Cover title. 
“August 1983.” Supersedes DLAH 4215.10/SB 708-6636-1/ 
NAVSUP Pub 5508/AFR 78-14/MCO P4870.14E, 20 Mar 
78. @lItem 314-A 

1. Industrial equipment — United States — Catalogs. 2. 
United States — Armed Forces — Equipment and supplies — 
Catalogs. I. Title. II. Series. III. Series. IV. Series. V. 
Series: United States. Marine Corps. MCO ; P 4870.14 F. 
VI. Series: SB (United States. Dept. of the Army) ; 708-6636- 
1. VII. Series: Air Force Regulation ; 78-14. OCLC 
10985278 


84-20553 


D 7.6/7:4215.12/7 

Rolling mills, drawing machines and metal finishing equip- 
ment. — Alexandria, Va. : Dept. of Defense, Defense Logis- 
tics Agency, [1983] 

iii, 89 p. ; 28 cm.— (DLAH ; 4215.12) (NAVSUP pub ; 
5510) (Industrial plant equipment handbook) (SB ; 708-3400-2) 
(AFR ; 78-15) (MCO ; P4870.16F) Cover title. “Super- 
sedes DLAH 4215.12/SB 708-3400-2/NAVSUP Pub 5510/ 
AFR 78-15/MCO_ P4870.16E, 1 May 78”—P. i. “August 
1983.” “FSC 3422, 3426.” @Item 314-A 

1. Rolling-mill machinery — Catalogs. 2. Metal-working 
machinery — Catalogs. 3. Drawing materials — Catalogs. I. 
United States. Defense Logistics Agency. II. Series. III. 
Series. IV. Series. V. Series: United States. Marine Corps. 
MCO ; P 4870.16 F. VI. Series: SB (United States. Dept. of 
the Army) ; 708-3400-2. VII. Series: Air Force regulation ; 
78-15. OCLC 10962987 


84-20554 


D 7.6/7:4215.13/6 
United States. Defense Logistics Agency. 

Portable machine tools and machine tool accessories. — 
Alexandria, Va. : Dept. of Defense, Defense Logistics 
Agency, [1983- ] 


Government Publications — October 1984 


1 v. (loose-leaf) ; 28 cm. — (DLAH ; 4215.13) (NAVSUP 
pub ; 5511) (Industrial plant equipment handbook) (SB ; 708- 
3400-3) (AFR ; 78-16) (MCO ; P4870.17E) Cover title. 
“August 1983.” “Supersedes DLAH 4215.13/SB 708-3400- 
3/NAVSUP Pub 5511/AFR 78-16/MCO P4870.17D, 28 Feb 
78”°—P. i. “FSC 3450, 3460.” @Item 314-A 

1. Machine-tools — Catalogs. 2. Metal-working machin- 
ery — Catalogs. I. Title. II. Series. III. Series. IV. 
Series. V. Series: United States. Marine Corps. MCO ; P 
4870.17 E. VI. Series: SB (United States. Dept. of the 
Army) ; 708-3400-3. VII. Series: Air Force regulation ; 78- 
16. OCLC 11007413 


84-20555 
D 7.6/7:4215.18/6 
Scales, balances and optical instruments. — Alexandria, Va. : 
Dept. of Defense, Defense Logistics Agency, 1983. 

ili, 108 p. ; 28 cm.— (DLAH ; 4215.18) (NAVSUP pub ; 
5516) (Industrial plant equipment handbook) (SB ; 708-6600-2) 
(AFR ; 78-25) (MCO ; P4870.22E) Cover title. “Super- 
sedes DLAH 4215.18/SB 708-6600-2/NAVSUP Pub 5516/ 
AFR 78-25/MCO P4870.22D, 1 May 78”—P. i. “August 
1983.” “FSC 6650, 6670.” @Item 314-A 

1. Scales (Weighing instruments) — Catalogs. 
3. Optical instruments — United States — Catalogs. I. United 
States. Defense Logistics Agency. II. Series. III. Series. 
IV. Series. V. Series: United States. Marine Corps. MCO ; P 
4870.22 E. VI. Series: SB (United States. Dept. of the 
Army) ; 708-6600-2. VII. Series: Air Force regulation ; 78- 
25. OCLC 10962983 


2. Balance. 


84-20556 
D 7.6/7:4215.19/5 
United States. Defense Logistics Agency. 
Foundry equipment : FSC 3680. — Alexandria, Va. : Dept. 
of Defense, Defense Logistics Agency, 1983- 
1 v. (loose-leaf) ; 28 cm. — (DLAH ; 4215.19) (NAVSUP 
pub ; 5517) (Industrial plant equipment handbook) (SB ; 708- 
3680-1) (AFR ; 78-23) (MCO ; P4870.23D) Cover title. 
“August 1983.” Supersedes DLAH 4215.19/SB 708-3680-1/ 
NAVSUP Pub 5517/AFR 78-23/MCO P4870.23C, i4 Jul 78. 
@ltem 314-A 
1. Foundries — United States — Equipment and supplies — 
Catalogs. 2. United States— Armed Forces — Equipment 
and supplies — Catalogs. I. Title. II. Series. III. Series. 
IV. Series. V. Series: United States. Marine Corps. MCO ; P 
4870.23 D. VI. Series: SB (United States. Dept. of the 
Army) ; 708-3680-1. VII. Series: Air Force Regulation ; 78- 
23. OCLC 10984775 


84-20557 
D 7.6/7:4215.30/6 
Chemical analysis and laboratory instruments. — Alexandria, 
Va. : Dept. of Defense, Defense Logistics Agency, 1983. 
iii, 96 p. ; 28 cm.— (DLAH ; 4215.30) (NAVSUP pub ; 
5529) (Industrial plant equipment handbook) (SB ; 708-6600-3) 
(AFR ; 78-38) (MCO ; P4870.35E) Cover title. “Super- 
sedes DLAH 4215.30/SB 708-6600-3/NAVSUP Pub 5529/ 
AFR 78-38/MCO P4870.35D, 10 Mar 78”—P. i. “August 
1983.” “FSC 6630 and 6640.” @lItem 314-A 
1. Laboratories — United States— Equipment and sup- 
plies — Catalogs. 2. Chemistry, Analytic —- Equipment and 
supplies — Catalogs. I. United States. Defense Logistics 
Agency. II. Series. III. Series. IV. Series. V. Series: 
United States. Marine Corps. MCO ; P 4870.35 E. VI. 
Series: SB (United States. Dept. of the Army) ; 708-6600-3. 
VII. Series: Air Force regulation ; 78-38. OCLC 10962979 
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84-20558 
D 7.6/7:4215.35/6 
United States. Defense Logistics Agency. 
Rubber and plastics working machinery. — Alexandria, Va. 
: Dept. of Defense, Defense Logistics Agency, [1983- ] 
1 v. (loose-leaf) ; 28 cm. — (DLAH ; 4215.35) (NAVSUP 
pub ; 5534) (Industrial plant equipment handbook) (SB ; 708- 
3620-1) (AFR ; 78-28) (MCO ; P4870.40E) Cover title. 
“August 1983.” “Supersedes DLAH 4215.35/SB 708-3620- 
1/NAVSUP Pub 5534/AFR 78-28/MCO P4870.40D, 15 Jun 
78°—P. i. “FSC 3620.” @Item 314-A 
1. Rubber machinery — Catalogs. 2. Plastics machinery — 
Catalogs. I. Title. II. Series. III. Series. IV. Series. V. 
Series: United States. Marine Corps. MCO ; P 4870.40 E. 
VI. Series: SB (United States. Dept. of the Army) ; 708-3620- 
1. VII. Series: Air Force regulation ; 78-28. OCLC 
11007407 


84-20559 
D 7.6/7:4215.36/5 
United States. Defense Logistics Agency. 

Marking, assembly and miscellaneous industry machinery : 
FSC 3611, 3693, and 3695. — Alexandria, Va. : Dept. of De- 
fense, Defense Logistics Agency, 1983- 

1 v. (loose-leaf) ; 28 cm.— (DLAH ; 4215.36) (NAVSUP 
pub ; 5535) (Industrial plant equipment handbook) (SB ; 708- 
3600-2) (AFR ; 78-26) (MCO ; P4870.41E) Cover title. 
“August 1983.” Supersedes DLAH 4215.36/SB 708-3600-2/ 
NAVSUP Pub 5535/AFR 78-26/MCO P4870.41D, 30 Mar 
78. @lItem 314-A 

1. Industrial equipment — United States — Catalogs. 2. 
United States — Armed Forces — Equipment and supplies — 
Catalogs. I. Title. II. Series. III. Series. IV. Series. V. 
Series: United States. Marine Corps. MCO ; P 4870.41 E. 
VI. Series: SB (United States. Dept. of the Army) ; 708-3600- 
2. VII. Series: Air Force Regulation ; 78-26. OCLC 
10985261 


84-20560 
D 7.6/7:4215.37/5 
United States. Defense Logistics Agency. 

Chemical and pharmaceutical products manufacturing ma- 
chinery : FSC 3650. — Alexandria, Va. : Dept. of Defense, 
Defense Logistics Agency, 1983- 

1 v. (loose-leaf) ; 28 cm.— (DLAH ; 4215.37) (NAVSUP 
pub ; 5536) (Industrial plant equipment handbook) (SB ; 708- 
3680-1) (AFR ; 78-23) (MCO ; P4870.42D) Cover title. 
“August 1983.” Supersedes DLAH 4215.37/SB 708-3650-1/ 
NAVSUP Pub 5536/AFR 78-45/MCO P4870.42C, 15 Jun 78. 
@ltem 314-A 

1. Chemical apparatus — Catalogs. 2. Chemistry, Pharma- 
ceutical— United States. 3. United States — Armed 
Forces — Equipment and supplies — Catalogs. I. Title. II. 
Series. III. Series. IV. Series. V. Series: United States. 
Marine Corps. MCO ; P 4870.42 D. Vi. Series: SB (United 
States. Dept. of the Army) ; 708-3650-1. VII. Series: Air 
Force Regulation ; 78-45. OCLC 10985271 


84-20561 
D 7.6/7:4215.38/5 
United States. Defense Logistics Agency. 

Miscellaneous maintenance and repair shop specialized 
equipment : FSC 4940. — Alexandria, Va. : Dept. of Defense, 
Defense Logistics Agency, 1983- 

1 v. (loose-leaf) ; 28 cm. — (DLAH ; 4215.38) (NAVSUP 
pub ; 5537) (Industrial plant equipment handbook) (SB ; 708- 
4940-1) (AFR ; 78-48) (MCO ; P4870.43D) Cover title. 
“August 1983.” Supersedes DLAH 4215.38/SB 708-4940-1/ 
NAVSUP Pub 5537/AFR 78-48/MCO P4870.43C, 10 Mar 
78. @ltem 314-A 
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1. Industrial equipment — United States — Maintenance and 
repair — Catalogs. 2. United States— Armed Forces — 
Equipment and supplies — Catalogs. I. Title. II. Series. 
III. Series. IV. Series. V. Series: United States. Marine 
Corps. MCO ; P 4870.43 D. VI. Series: SB (United States. 
Dept. of the Army) ; 708-4940-1. VII. Series: Air Force 
Regulation ; 78-48. OCLC 10985247 


84-20562 
D 7.6/7:4215.39/5 
Specialized ammunition and ordnance machinery. — Alexandria, 
Va. : Dept. of Defense, Defense Logistics Agency, 1983- 

1 v. (loose-leaf) ; 28 cm.— (DLAH ; 4215.39) (Industrial 
plant equipment handbook) (NAVSUP pub ; 5538) (SB ; 708- 
4900-1) (AFR ; 78-49) (MCO ; P4870.44D) Cover title. 
“This DLAH supersedes DLAH 4215.39/SB 708-4900-1/ 
NAVSUP pub 5538/AFR 78-49/MCO P4870.44C, 30 Mar 
78”—P. i. “August 1983.” “FSC 3690, 4925.” @lItem 314- 
A 

1. Ordnance — Handbooks, manuals, etc. 2. United 
States — Armed Forces — Ordnance and ordnance stores — 
Handbooks, manuals, etc. 3. United States — Armed 
Forces — Procurement — Handbooks, manuals, etc. I. 
United States. Defense Logistics Agency. II. Series. III. 
Series. IV. Series. V. Series: SB (United States. Dept. of 
the Army) ; 708-4900-1. VI. Series: Air Force regulation ; 
78-49. VII. Series: United States. Marine Corps. MCO ; 
P4870.44D. OCLC 10985694 


84-20563 


D 7.6/7:4215.40/6 


United States. Defense Logistics Agency. 


Metalworking saws and filing machines : FSC 3405. — Al- 
exandria, Va. : Dept. of Defense, Defense Logistics Agency, 
1983- 

1 v. (loose-leaf) ; 28 cm.— (DLAH ; 4215.40) (NAVSUP 
pub ; 5539) (Industrial plant equipment handbook) (SB ; 7(8- 
3405-1) (AFR ; 78-31) (MCO ; P4870.47E) Cover title. Su- 
persedes DLAH 4215.40/SB 708-3405-1/NAVSUP Pub 5539/ 
AFR 78-31/MCO P4870.47D, 28 Feb 78. “August 1983.” 
@ltem 314-A 

1. Saws— Catalogs. 2. Files and rasps— Catalogs. 3. 
United States — Armed Forces — Equipment — Catalogs. I. 
Title. II. Series. III. Series. IV. Series. V. Series: United 
States. Marine Corps. MCO ; P 4870.47 E. VI. Series: SB 
(United States. Dept. of the Army) ; 708-3405-1. VII. Series: 
Air Force Regulation ; 78-31. OCLC 10993872 


84-20564 


D 7.6/7:4215.41/5 
Planers and shapers. — Alexandria, Va. : Dept. of Defense, De- 
fense Logistics Agency, 1983. 

iii, 36 p. ; 28 cm.— (DLAH ; 4215.41) (NAVSUP pub ; 
5540) (Industrial plant equipment handbook) (SB ; 708-3418-1) 
(AFR ; 78-37) (MCO ; P4870.48D) Cover title. ‘“Super- 
sedes DLAH 4215.41/SB 708-3418-1/NAVSUP Pub 5540/ 
AFR 78-37/MCO P4870.48C, 14 Jul 78”°—P. i. “August 
1983.” “FSC 3418.” @Item 314-A 

1. Planer saws— Catalogs. 2. Shapers — Catalogs. I. 
United States. Defense Logistics Agency. II. Series. III. 
Series. IV. Series. V. Series: United States. Marine Corps. 
MCO ; P 4870.48 D. VI. Series: SB (United States. Dept. of 
the Army) ; 708-3418-1. VII. Series: Air Force regulation ; 
78-37. OCLC 10963003 





84-20565 


D 7.6/7:4215.42/5 
United States. Defense Logistics Agency. 

Welding, heat cutting and metalizing equipment : FSC 
3431, 3432, 3433, 3436, 3438.— Alexandria, Va. : Dept. of 
Defense, Defense Logistics Agency, 1983- 

1 v. (loose-leaf) ; 28 cm. — (DLAH ; 4215.42) (NAVSUP 
pub ; 5541) (Industrial plant equipment handbook) (SB ; 708- 
3400-4) (AFR ; 78-39) (MCO ; P4870.49D) Cover title. Su- 
persedes DLAH 4215.42/SB 708-3400-4/NAVSUP Pub 5541/ 
AFR 78-39/MCO P4870.49C, 1 May 78. “August 1983.” 
@ltem 314-A 

1. Welding — Equipment and_ supplies — Catalogs. 2. 
United States — Armed Forces — Equipment — Catalogs. I. 
Title. II. Series. III. Series. IV. Series. V. Series: United 
States. Marine Corps. MCO ; P 4870.49 D. VI. Series: SB 
(United States. Dept. of the Army) ; 708-3400-4. VII. Series: 
Air Force Regulation ; 78-39. OCLC 10993890 


84-20566 


D 7.6/7:4215.43/6 
United States. Defense Logistics Agency. 

Machining centers, way type machines, electrical and ultra- 
sonic erosion machines : FSC 3408, 3410. — Alexandria, Va. : 
Dept. of Defense, Defense Logistics Agency, 1983- 

1 v. (loose-leaf) ; 28 cm. — (DLAH ; 4215.43) (NAVSUP 
pub ; 5542) (Industrial plant equipment handbook) (SB ; 708- 
3400-5) (AFR ; 78-41) (MCO ; P4870.50E) Cover title. 
“August 1983.” Supersedes DLAH 4215.43/SB 708-3400-5/ 
NAVSUP Pub 5542/AFR 78-41/MCO P4870.50D, 14 Jul 78. 
@ltem 314-A 

1. Industrial equipment — United States — Catalogs. 2. 
Electric machinery — Catalogs. 3. United States — Armed 
Forces — Equipment and supplies — Catalogs. I. Title. II. 
Series. III. Series. IV. Series. V. Series: United States. 
Marine Corps. MCO ; P 4870.50.E. VI. Series: SB (United 
States. Dept. of the Army) ; 708-3400-5. VII. Series: Air 
Force Regulation ; 78-41. OCLC 10985264 


84-20567 


D 7.6/7:4215.44/5 
United States. Defense Logistics Agency. 

Miscellaneous machine tools : FSC 3419. — Alexandria, Va. 
: Dept. of Defense, Defense Logistics Agency, 1983- 

1 v. (loose-leaf) ; 28 cm.— (DLAH ; 4215.44) (NAVSUP 
pub ; 5547) (Industrial plant equipment handbook) (SB ; 708- 
3419-1) (AFR ; 78-46) (MCO ; P4870.51D) Cover title. 
“August 1983.” Supersedes DLAH 4215.44/SB 708-3419-1/ 
NAVSUP Pub 5547/AFR 78-46/MCO P4870.51C, 1 May 78. 
@ltem 314-A 

1. Machine-tools — Catalogs. 2. United States — Armed 
Forces — Equipment and supplies — Catalogs. I. Title. II. 
Series. III. Series. IV. Series. V. Series: United States. 
Marine Corps. MCO ; P 4870.51 D. VI. Series: SB (United 
States. Dept. of the Army) ; 708-3419-1. VII. Series: Air 
Force Regulation ; 78-46. OCLC 10984767 


84-20568 


D 7.6/7:4215.45/5 
United States. Defense Logistics Agency. 

Drilling and tapping machines : FSC 3413.— Alexandria, 
Va. : Dept. of Defense, Defense Logistics Agency, 1983- 

1 v. (loose-leaf) ; 28 cm. — (DLAH ; 4215.45) (NAVSUP 
pub ; 5548) (Industrial plant equipment handbook) (SB ; 708- 
3413-1) (AFR ; 78-50) (MCO ; P4870.53D) Cover title. 
“August 1983.” Supersedes DLAH 4215.45/SB 708-3414-1/ 
NAVSUP Pub 5548/AFR 78-50/MCO: P4870.53C, 10 Mar 
78. @ltem 314-A 

1. Drilling and boring machinery — Catalogs. 2. United 
States — Armed Forces — Equipment and supplies — Cata- 


Government Publications — October 1984 


logs. I. Title. II. Series. III. Series. IV. Series. V. 
Series: United States. Marine Corps. MCO ; P 4870.53 D. 
VI. Series: SB (United States. Dept. of the Army) ; 708-3413- 
1. VII. Series: Air Force Regulation 78-50. OCLC 
10985291 


84-20569 


D 7.6/7:4215.46/6 


United States. Defense Logistics Agency. 


Boring machines, broaching machines, gear cutting and fin- 
ishing machines : FSC 3411, 3412, 3414. — Alexandria, Va. : 
Dept. of Defense, Defense Logistics Agency, 1983- 

1 v. (loose-leaf) ; 28 cm. — (DLAH ; 4215.46) (NAVSUP 
pub ; 5549) (Industrial plant equipment handbook) (SB ; 708- 
3400-7) (AFR ; 78-51) (MCO ; P4870.55D) Cover title. 
“August 1983.” Supersedes DLAH 4215.46/SB 708-3400-7/ 
NAVSUP Pub 5549/AFR 78-51/MCO P4870.55C, 14 Jul 78. 
@ltem 314-A 

1. Boring machinery — Catalogs. 2. Broaching ma- 
chines — Catalogs. 3. Gear-cutting machines — Catalogs. _ I. 
Title. II. Series. III. Series. IV. Series. V. Series: United 
States. Marine Corps. MCO ; P 4870.55 D. VI. Series: SB 
(United States. Dept. of the Army) ; 708-3400-7. VII. Series: 
Air Force regulation ; 78-51. OCLC 10989778 


84-20570 


D 7.6/7:4215.48/5 


United States. Defense Logistics Agency. 


Secondary metal forming and cutting machines : FSC 3441, 
3442, 3443, 3445, 3446, 3447, 3448, 3449. — Alexandria, Va. : 
Dept. of Defense, Defense Logistics Agency, 1983- 

1 v. (loose-leaf) ; 28 cm. — (DLAH ; 4215.48) (NAVSUP 
pub ; 5551) (Industrial plant equipment handbook) (SB ; 708- 
3400-8) (AFR ; 78-53) (MCO ; P4870.56D) Cover title. 
“August 1983.” Supersedes DLAH 4215.48/SB 798-3400-8/ 
NAVSUP Pub 5551/AFR 78-53/MCO P4870.56C, 14 Jul 78. 
@ltem 314-A 

1. United States. Dept. of Defense. 2. Machine-tools — 
Catalogs. I. Title. II. Series. III. Series. IV. Series. V. 
Series: United States. Marine Corps. MCO ; P 4870.56 D. 
VI. Series: SB (United States. Dept. of the Army) ; 708-3400- 
8. VII. Series: Air Force regulation ; 78-53. OCLC 
10989787 


84-20571 


D 7.6/7:4215.49/4 


Metalworking lathes. — Alexandria, Va. : Dept. of Defense, De- 


fense Logistics Agency, 1983. 

iii, 135 p. ; 28 cm.— (DLAH ; 4215.49) (NAVSUP pub ; 
5552) (Industrial plant equipment handbook) (SB ; 708-3416-1) 
(AFR ; 78-54) (MCO ; P4870.57C) Cover title. “Super- 
sedes DLAH 4215.49/SB 708-3416-1/NAVSUP Pub 5552/ 
AFR 78-54/MCO P4870.57B, 20 Mar 78”—P. i. “August 
1983.” “FSC 3416.” @Item 314-A 

1. Lathes— Catalogs. 2. Metal-working machinery — 
Catalogs. I. United States. Defense Logistics Agency. II. 
Series. III. Series. IV. Series. V. Series: United States. 
Marine Corps. MCO ; P 4870.57 C. VI. Series: SB (United 
States. Dept. of the Army) ; 708-3416-i. VII. Series: Air 
Force regulation ; 78-54. OCLC 10962971 


84-20572 


D 7.6/7:4215.52/4 


Milling machines. — Alexandria, Va. : Dept. of Defense, De- 


fense Logistics Agency, 1983. 

iii, 154 p. ; 28 cm.— (DLAH ; 4215.52) (NAVSUP pub ; 
5555) (Industrial plant equipment handbook) (SB ; 708-3417-1) 
(AFR ; 78-57) (MCO ; P4870.60C) Cover title. Supersedes 
DLAH 4215.52/SB 708-3417-1/NAVSUP Pub 5555/AFR 78- 
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National Guard Bureau — Defense Dept. 


57/MCO  P4870.60B, 20 Mar 78. “August 1983.” “FSC 
3417." @ltem 314-A 

1. Milling machinery — Catalogs. I. United States. De- 
fense Logistics Agency. Il. Series. Ml. Series. IV. Series. 
V. Series: United States. Marine Corps. MCO ; P4870.60 C. 
VI. Series: SB (United States. Dept. of the Army) ; 708-3417- 
1. VII. Series: Air Force regulation ; 78-57. OCLC 
10962122 


84-20573 
D 7.6/7:4215.53/4 
Specialized semiconductor, microelectronic circuit board manu- 
facturing machinery. — Alexandria, Va. : Dept. of Defense, 
Defense Logistics Agency, [1983- ] 

1 v. (loose-leaf) ; 28 cm.— (DLAH ; 4215.53) (Industrial 
plant equipment handbook) (NAVSUP pub ; 5557) (SB ; 708- 
3670-1) (AFR ; 78-58) (MCO ; P4870.61C) Cover title. 
“This DLAH supersedes DLAH 4215.53/SB 708-3670-1/ 
NAVSUP pub 5557/AFR 78-58/MCO P4870.61B, 1 May 
78"—P. i. “August 1983.” “FSC 3670.” @ltem 314-A 

1. Microelectronics — Equipment and supplies — Hand- 
books, manuals, etc. 2. Electronic circuits — Handbooks, 
manuals, etc. 3. United States — Armed Forces — Procure- 
ment — Handbooks, manuals, etc. I. United States. Defense 
Logistics Agency. Il. Series. II]. Series. IV. Series. V. 
Series: SB (United States. Dept. of the Army) ; 708-3670-1. 
V1. Series: Air Force regulation ; 78-58. VII. Series: United 
States. Marine Corps. MCO ; P4870.61C. OCLC 10985758 


84-20574 
D 7.6/7:8200.2 
Systems Approach Assistance Visits (SAAV). — Alexandria, 
Va. : Dept. of Defense, Defense Logistics Agency, [1983] 
iii, 19 p. ; 28 cm. — (DLAH ; 8200.2) Cover title. “July 
1983.” @lItem 314-A 
1. Government purchasing — United States — Handbooks, 
manuals, etc. I. United States. Defense Logistics Agency. 
Il. Series. OCLC 10962131 


84-20575 
D 7.6/8:4155.2/4 
Quality assurance program manual for defense supply centers 
and defense industrial plant equipment center and defense 
property disposal service. — Alexandria, Va. : Dept. of De- 
fense, Defense Logistics Agency, 1984- 

1 v. (loose-leaf) ; 28 cm. — (DLAM ; 4155.2) Cover title. 
“April 1984.” Supersedes DLAM 4155.2, 16 Mar 81, and 
Change 1; DLAR 4155.10, 22 Jan 81; DLAR 4155.14, 29 Sep 
81; DLAR 4155.22, 22 Feb 79. @lItem 314-A 

1. United States — Armed Forces — Supplies and stores — 
Quality control — Handbooks, manuals, etc. I. United 
States. Defense Logistics Agency. II. Series. OCLC 
10963181 


84-20576 
D 7.6/8:8130.1 
United States. Defense Logistics Agency. 

Contract property disposition manual. — Alexandria, Va. : 
Dept. of Defense, Defense Logistics Agency, 1984- 

1 v. (loose-leaf) : 2 maps, forms ; 28 cm.— (DLAM ; 
8130.1) Cover title. “Supersedes DLAM 8130.1, 26 Oct 71, 
and Changes 1 thru 4”—P. i. “February 1984.” @lItem 
314-A 

1. United States. Defense Logistics Agency — Handbooks, 
manuals, etc. 2. Defense contracts — United States — Hand- 
books, manuals, etc. I. Title. II. Series. OCLC 10993615 
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84-20577 


D 7.6/13;5000.5 


United States. Defense Property Disposal Service. 


Defense Property Disposal Service, Battle Creek, Michigan 
: listing of DPDS recurring reporting requirements. — [Battle 
Creek, Mich.] : The Service, 1984- 

1 v. (loose-leaf) ; 28 cm.— (DPDS-H ; 5000.5) Cover 
title. “This handbook supersedes DPDS-H 5000.5, Sep 
80"—P. fi} “June 1984.” @ltem 314-A-4 

1. United States. Defense Property Disposal Service — 
Handbooks, manuals, etc. I. Title. II. Series. OCLC 
11014596 


NATIONAL GUARD BUREAU 
Defense Dept. 
Washington, DC 20301 


84-20578 


D 12.8:11-7 


Internal review programs : Army National Guard. — Washing- 


ton, DC : Headquarters, Dept. of the Army, [1983- 

1 v. (loose-leaf) : 1 form ; 28 cm.— (National Guard 
Bureau pamphlet ; 11-7) Caption title. At head of title: 
Army programs. “10 June 1983.” @lItem 358 

1. United States. National Guard Bureau — Management. 
I. United States. Dept. of the Army. II. Series: NGB pam- 
phiet ; 11-7. OCLC 10963168 


84-20579 


D 12.8:600-2/3 


Personnel-general : warrant officer professional development for 


the Army National Guard.— Washington, D.C. : Depart- 
ments of the Army and of the Air Force, National Guard 
Bureau, [1983- 

1 v. (loose-leaf) : forms ; 28 cm. — (NGB pamphlet ; 600-2) 
Cover title. “Supersedes NGB Pam 600-2, 15 Jun 77, includ- 
ing all changes ... 5 Mar 82”—P. i. “30 June 1983”—Ist 
prelim. p. @lItem 358 (microfiche) 

1. United States. National Guard Bureau — Warrant offi- 
cers — Personnel management. 2. United States. National 
Guard Bureau — Warrant officers — In-service training. I. 
United States. National Guard Bureau. II. Series. OCLC 
10963163 


84-20580 


D 12.8:601-280/3 


United States. National Guard Bureau. 


Personnel procurement : Army National Guard Retention 
Program. — Washington, DC : Headquarters, Dept. of the 
Army, [1983- ] 

1 v. (loose-leaf) : forms ; 28 cm. — (National Guard Bureau 
pamphlet ; 601-280) Caption title. “Supersedes NGB Pam 
601-280, 30 July 1982”—P. i. Distributed to depository li- 
braries in microfiche. ‘2 June 1983.” Includes bibliograph- 
ical references. @lItem 358 (microfiche) 

1. United States — National Guard — Recruiting, enlist- 
ment, etc. I. United States. Dept. of the Army. II. Title. 
III. Title: Army National Guard Retention Program. IV. 
Series: NGB pamphlet ; 601-280. OCLC 11002128 


84-20581 


D 12.12:83-150 


Take command : become an officer in the Army National 


Guard. — Edgewood, MD : National Guard Advertising Sup- 
port Center, 1984. 

1 folded sheet (6) p. : col. ill, 1 form ; 21 cm. “May 
1984”—P. [6] “ARNG-83-150”—P. [6] @lItem 358-B-1 





1. United States — National Guard — Recruiting and enlist- 
ment. I. Advertising Support Center (U.S.) OCLC 
11014903 


ARMY DEPARTMENT 
Defense Dept. 
Washington, DC 20310 


84-20582 
D 101.2:Ap 6 
United States Army OMA, a keystone appropriation. — [Wash- 
ington, D.C. : Dept. of the Army, 19847] 
I v. (various pagings) : ill. ; 22 x 28 cm. Cover title. 
Includes index. @lItem 325 
1. United States. Army — Appropriations and expenditures. 
I. United States. Dept. of the Army. II. Title: O.M.A., a 


keystone appropriation. II]. Title: A keystone appropriation. 
OCLC 10977365 


84-20583 
D 101.2:C 18/9 
TECOM : career opportunities for engineers and scientists. — 
Aberdeen, Md. : U.S. Army Test and Evaluation Command, 
[19832] 
32 p. : col. ill. ; 18cm. @ltem 325 
1. United States. Army Test and Evaluation Command — 
Officials and employees. I. United States. Army Test and 
Evaluation Command. II. Title: T.E.C.0O.M. OCLC 
10963249 


84-20584 
D 101.2:Ex 4 
Army Recruiting Support Center (U.S.) 

Keeping in touch with Army exhibits and promotional 
items. — [Alexandria, Va.] : US Army Recruiting Support 
Center, [1983] 

48 p. : ill., 2 maps ; 28 cm. Cover title. 
@ltem 325 

1. United States. Army — Recruiting, enlistment, etc. I. 
Title. OCLC 10962677 


84-20585 


“October 1983.” 


D 101.2:3 57/2 
How not to blow a job interview. —[Washington, D.C.? : 
Army Dept.], 1983. 
[8) p. : col. ill. ; 22 cm. Cover title. “September 1983”— 
P. [4] of cover. “RPI914”—P. [4] of cover. @Item 325 
1. United States. Army — Recruiting, enlistment, etc. 2. 
Employment interviewing — United States. I. United States. 


Dept. of the Army. OCLC 11002732 


84-20586 
D 101.2:M 57 
Meyer, Edward C., 1928- 

E.C. Meyer : General, United States Army, Chief of Staff, 
June 1979-June 1983. —[Washington, D.C.? : U.S. Dept. of 
the Army, 19837] 

xvii, 406 p. : ill. ; 28 cm. Includes index. @lItem 325 

1. United States. Army — Addresses, essays, lectures. 2. 
United States — Military policy — Addresses, essays, lectures. 
I. United States. Dept. of the Army. II. Title. OCLC 
10899453 


84-20587 
D 101.2:P 94/3 

Implementing a productivity program : points to consider / 
prepared by Joint Financial Management Improvement Pro- 
gram. — (Washington, D.C.?] : U.S. Army Management Engi- 
neering Training Activity, 1983. 

68 p. ; 23 cm. Cover title. “Reprinted by U.S.Army 

Management Engineering Training Activity.” Bibliography: 
p. 67-68. @Item 325 


Government Publications — October 1984 


1. Production management — United States. 
ductivity — United States. I. United States. Joint Financial 
Management Improvement Program. II. United States. 
Army. Management Engineering Training Activity. OCLC 
10180641 


84-20588 


2. Labor pro- 


D 101.2:R 24/3 
U.S. Army Recruiting Support Center : a center of excel- 

lence. — [Washington, D.C.? : Army Dept.], [1984] 

1 folded sheet (8 p.) : col. ill. ; 11 x 23 cm. 
1984.” @ltem 325 

1. Army Recruiting Support Center (U.S.) 2. United 
States. Army — Recruiting, enlistment, etc. I. United States. 
Dept. of the Army. II. Title: US Army Recruiting Support 
Center. OCLC 11002742 


“28 March 


84-20589 
D 101.2:St 2 
Individua) state descriptions. —Repr. Feb. 1984. —][Washing- 
ton, D.C.?] : Army Dept., 1984. 

p. 103-339 ; 28 cm. Cover title. “(Reprinted from 1982 
census of governments, volume 1, governmental organiza- 
tions)” @Item 325 

1. Local government — United States. 
Dept. of the Army. OCLC 10615931 


84-20590 


I. United States. 


D 101.9:1-27 
United States. Dept. of the Army. 

Administration : Chief of Staff, Army, Reduction of Ad- 
ministrative Workload for Unit Commanders Program. — 
Washington, DC : Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : 1 form ; 28 cm.— (Army regulation ; 1- 
27) Caption title. “1 February 1984.” Includes biblio- 
graphical references. @Item 323 

1. United States. Army. Management. I. Title. II. Title: 
Reduction of Administrative Workload for Unit Commanders 
Program. III. Series: United States. Dept. of the Army. 
Army regulation ; no. 1-27. OCLC 11002136 


84-20591 
D 101.9:18-12-4 
United States. Dept. of the Army. 

Catalog of standard data elements and codes : personnel. — 
Washington, DC : Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) ; 28 cm.— (Army regulation ; 18-12-4) 
Caption title. At head of title: Army automation. “15 Janu- 
ary 1984.” “Effective 15 February 1984.” Supersedes AR 
18-12-4, 1 September 1982. @lItem 323 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Data processing. I. Title. II. Series: 
United States. Dept. of the Army. Army regulation ; no. 18- 
12-4. OCLC 10977284 


84-20592 
D 101.9:50-6 
United States. Dept. of the Army. 

Chemical Surety Program : nuclear and chemical weapons 
and material. — Washington, DC : Headquarters, Dept. of the 
Army, 1983- 

1 v. (loose-leaf) ; 28 cm. — (Army regulation ; 50-6) Cap- 
tion title. “15 January 1984.” “Effective 15 February 
1984.” Bibliography: p. A-1 — A-3. “Supersedes AR 50-6, 
15 December 1978.” @lItem 323 

1. United States. Army — Handbooks, manuals, etc. 2. 
Chemical warfare — Handbooks, manuals, etc. I. Title. II. 
Title: Nuclear and chemical weapons and material. III. 
Series: United States. Dept. of the Army. Army regulation ; 
no. 50-6. OCLC 11019260 
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Army Department — Defense Dept. 


84-20593 


D 101.9:55-354 
United States. Dept. of the Army. 

Transportation and travel : terminal facilities guide Depart- 
ment of Defense activities other than activities of a specific 
military service [microform.] — [Washington, DC] : Head- 
quarters, Dept. of the Army, [1984] 

1 v. ; 28 cm.— (NAVSUP pub ; 448) (DLAH ; 4510.4) 
(AR ; 55-354) (AFR ; 75-7) Microfiche. [Baltimore, Md. : 
Dept. of the Army, U.S. Army AG Publications Center, 
1984]. 2 microfiches ; 11 x 15 cm. “May 1984.” Includes 
index. “This publication is a complete revision of and super- 
sedes AR 55-354 dated 15 September 1983, including all revi- 
sions”—Ist prelim. p. “NAVMC 2764.” @Item 323 
(microfiche) 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Transportation — Handbooks, manu- 
als, etc. 3. Transportation, Military — Handbooks, manuals, 
etc. I. Title. II. Series. HII. Series. IV. Series: United 
States. Dept. of the Army. Army regulation ; no. 55-354. V. 
Series: Air Force regulation ; 75-7. OCLC 11007638 


84-20594 


D 101.9:55-358 
United States. Dept. of the Army. 

Transportation and travel : terminal facilities guide, United 
Navy, Marine Corps, and Coast Guard [microform.] — 
(Washington, DC] : Headquarters, Dept. of the Army, [1984] 


1 v. ; 28 cm.— (NAVSUP pub ; 445) (COMDTINST ; M 
4600.7) (DLAH ; 4510.2) (AR ; 55-358) (AFR ; 75-41) 
Microfiche. [Baltimore, Md., 1984]. 3 microfiches ; 11 x 15 
cm. “March 1984.” Includes index. “This publication is a 
complete revision of and supersedes AR 55-358, dated 15 
March 1983 and all changes”—list prelim. p. “NAVMC 
2762.” @ltem 323 (microfiche) 

1. United States. Army — Handbooks, manuals, etc. 2. 
Transportation, Military — Handbooks, manuals, etc. 3. 
United States—Armed Forces — Transportation — Hand- 
books, manuals, etc. I. Title. II. Series. III. Series. IV. 
Series. V. Series: United States. Dept. of the Army. Army 
regulation ; no. 55-358. VI. Series: Air Force regulation ; 75- 


84-20596 


D 101.9:310-25 


Dictionary of United States Army terms (short title: AD). — 


Washington, DC : Headquarters, Dept. of the Army, [1983- 


1 v. (loose-leaf) ; 28 cm.— (Army regulation ; 310-25) 
Caption title. At head of title: Military publications. ‘15 
October 1983, effective 15 November 1983.” Supersedes AR 
310-25, 15 September 1975. @ltem 323 

1. Military art and science — United States — Dictionaries. 
I. United States. Dept. of the Army. II. Series: United 
States. Dept. of the Army. Army regulation ; no. 310-25. 
OCLC 10417204 


84-20597 


D 101.9:335-11 


United States. Dept. of the Army. 


List of approved recurring management information re- 
quirements : management information control. — Washington, 
DC : Headquarters, Dept. of the Army, 1983- 

1 v. (loose-leaf) ; 28 cm.— (Army regulation ; 335-11) 
Caption title. “1 November 1983.” ‘Current as of 30 June 
1983.” “Supersedes AR 335-1, 15 May 1983.” @lItem 323 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Regulations — Handbooks, manuals, 
etc. 3. Government information — United States — Manage- 
ment — Handbooks, manuals, etc. I. Title. II. Title: Man- 
agement information control. III. Series: United States. 
Dept. of the Army. Army regulation ; no. 335-11. OCLC 
11019268 


84-20598 


D 101.9:570-5 


United States. Dept. of the Army. 


Manpower and equipment control : manpower staffing 
standards system. — Washington, DC : Headquarters, Dept. 
of the Army, 1984- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (Army regulation ; 
570-5) Caption title. “15 April 1984.” Includes bibliogra- 
phies and index. @item 323 

1. United States. Army — Personnel management. 2. Man- 
power policy — United States. I. Title. II. Series: United 
States. Dept. of the Army. Army regulation ; no. 570-5. 
OCLC 10984660 


41. OCLC 11007643 
84-20599 
84-20595 D 101.9:601-51 
United States. Army Recruiting Command. 
Personnel procurement REACT technical manual. — Fort 


Sheridan, Ill. : Dept. of the Army, Headquarters U.S. Army 


D 101.9:55-359/3 
United States. Dept. of the Army. 
Transportation and travel : terminal facilities guide, United o 
States Air Force [microform.] —[Washington, DC] : Head- Recruiting Command, 1984- 
quarters, Dept. of the Army, [1983] ' 1 v. (loose-leaf) : ill., forms ; 28 cm. —- (USAREC regula- 
1 v. ; 28 cm.— (NAVSUP pub ; 447) (DLAH ; 4510.3) tion ; no. 601-51) Caption title. “15 May 1984.” “Effec- 
(AR ; 55-359) (AFR : 75-42) (MCO : P 4600.11 C) Micro- tive 15 June 1984." “Supersedes USAREC Regulation 601- 
fiche. [Baltimore, Md. : Dept. of the Army, U.S. Army AG 51, 10 May 1982.” @ltem 323 
Publications Center, 1983]. 4 microfiches ; 11 x 15cm. “Sep- 1. United States. Army — Handbooks, manuals, etc. 2. 
tember 1983.” Includes index. “This publication is a com- United States. Army Recruiting, ee. aE oc 
plete revision of and supersedes AR 55-359, dated 1 August _— ones “a8, Me : men a “ Foese tis 
ee. all revisions”—Ist prelim. p. ‘@ltem.323 ment R.E.A.C.T. technical manual. III. Series: United 
1. United States. Air Force — Handbooks, manuals, etc. 2. age 1 Ocie Tee en es 
United States. Air Force — Transportation — Handbooks, ieee 
manuals, etc. 3. Transportation, Military — Handbooks, 
manuals, etc. I. Title. II. Series. III. Series. IV. Series: D 101.9:604-5 
United States. Dept. of the Army. Army regulation ; no. 55- United States. Dept. of the Army. 
359. V. Series: United States. Marine Corps. MCO ; P Personnel security clearance : Department of the Army 
4600.11 C. VI. Series: Air Force regulation ; 75-42. OCLC personnel security program regulation. — Washington, DC : 
11007631 Headquarters, Dept. of the Army, 1983. 


84-20600 
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1 v. (various pagings) : 4 forms ; 28 cm.— (AR ; 604-5) 
Cover title. “February 1984.” Includes bibliographical ref- 
erences. @lItem 323 

1. United States. Army — Personnel management. I. Title. 
II. Series: United States. Dept. of the Army. Army regulation 
; no. 604-5. OCLC 10977374 


84-20601 
D 101.9:608-10 
United States. Dept. of the Army. 

Child development services. — Washington, DC : Head- 
quarters, Dept. of the Army, [1983- 

1 v. (loose-leaf) : ill., forms ; 28 cm. — (Army regulation ; 
608-10) Caption title. At head of title: Personnel affairs. 
“Effective 15 October 1983.” Bibliography: p. A-1 - A-2. 
@ltem 323 

1. United States. Army — Handbooks, manuals, etc. 2. 
Day care centers — United States — Handbooks, manuals, etc. 
I. Title. II. Series: United States. Dept. of the Army. Army 
regulation ; no. 608-10. OCLC 10993598 


84-20602 
D 101.9:700-22 
United States. Dept. of the Army. 

Logistics : worldwide ammunition reporting system 
(WARS) RCS CSGLD-1322 (RI) (MIN). — Washington, DC 
: Headquarters, Dept. of the Army, 1983- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (AR ; 700-22) 
Caption title. “Effective 15 November 1983.” “15 October 
1983.” “Supersedes AR 700-22, 18 August 1976”—P. i. 
@ltem 323 

1. United States. Army — Ordnance and ordnance stores. 
2. United States. National Guard Bureau — Ordnance and 
ordnance stores. I. Title. II. Series: United States. Dept. of 
the Army. Army regulation ; no. 700-22. OCLC 10993478 


84-20603 
D 101.9:700-26 
United States. Army Materiel Development and Readiness 
Command. 
Logistics, funding for integrated logistics support (ILS). — 
Alexandria, VA : Dept. of the Army, Headquarters US 
Army Materiel Development and Readiness Command, 1984- 


1 v. (loose-leaf) ; 28 cm.— (DARCOM regulation ; no. 


700-26) Caption title. ‘l May 1984.” 
1. Integrated logistic support. I. Title. 
10962707 


@ltem 323 


II. Series. OCLC 


84-20604 
D 101.11:5-818-5/2 
Dewatering and groundwater control. — [Washington, D.C.?] : 
Departments of the Army, the Navy, and the Air Force, 
1983- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Air Force AFM ; 88-5, 
chap 6) (Army ; TM 5-818-5) (NAVY NAVFAC P ; 418) 
Cover title. Supersedes TM 5-818-5/AFM 88-5, chap 6/ 
NAVFAC P-418, April 1971. “November 1983.” Bibliog- 
raphy: p. A-1. @lItem 329 

1. Water, Underground — United States. 
I. United States. Dept. of the Army. 
Dept. III. United States. Dept. of the Air Force. IV. 
Series. V. Series: Department of the Army technical manual 
; TM 5-818-5. VI. Series: NAVFAC P ; 418. OCLC 
10708551 


2. Mine drainage. 
II. United States. Navy 


Government Publications — October 1984 


84-20605 
D 101.11:5-5420-202-34 P 
Direct support and general support maintenance repair parts 
and special tools list (including depot maintenance repair parts 
and special tools) for launcher and M60A1 tank chassis, trans- 
porting : for bridge, armored-vehicle-launched, scissoring 
type, class 60 5420-00-889-2020. — [Washington, DC] : Head- 
quarters, Dept. of the Army, 1984- 
1 v. (loose-leaf) : ill., forms ; 28 cm. — (Technical manual ; 
TM 5-5420-202-34 P) Cover title. “Supersedes TM 5-5420- 
202-34P, 22 August 1977”—P. i. “May 1984.” @lItem 329 
1. United States. Army — Handbooks, manuals, etc. 2. Ar- 
mored vehicles, Military — Maintenance and repair — Hand- 
books, manuals, etc. 3. Tank trucks — Maintenance and 
repair — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. Title: Launcher and M60A1 tank chassis, 
transporting. III. Series: Department of the Army technical 
manual ; TM 5-5420-202-34 P. OCLC 11040860 


84-20606 
D 101.11:9-1005-201-10 
Operator’s manual : machine gun, 5.56MM, M249 (1005-01-127- 
7510). — [Washington, DC : Headquarters, Dept. of the Army 
: US Marine Corps], 1983. 

1 v. (various pagings) : ill. ; 11 x 15 cm.— (TM ; 9-1005- 
201-10) (TM 08671A-10/1) Cover title. “September 
1983.” @Item 329 

1. United States. Army — Handbooks, manuals, etc. 2. 
Machine-guns — Maintenance and repair — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. 
United States. Marine Corps. III. Title: Machine gun, 
5.56MM, M249 (1005-01-127-7510). IV. Series: Department 
of the Army technical manual ; TM 9-1005-201-10. V. 
Series: MARCORPS TM ; 08671 A-10/1. OCLC 11013441 


84-20607 
D 101.11:9-1425-384-14/rp.1-2 
Operator, organizational, DS, and GS maintenance manual : 
administrative storage, surveillance, shipment on tactical vehi- 
cles, and demolition to prevent enemy use (Pershing la Field 
Artillery Missile System). — [Washington, D.C.] : Headquar- 
ters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (Department of the 
Army technical manual ; TM 9-1425-384-14) Cover title. 
“Supersedes TM 9-1400-379-15, dated 17 August 1966, includ- 
ing changes 1 through 5”—P. 1. “This copy is a reprint 
which includes current pages from Changes 1 and 2.” 
“August 1979.” @Item 329 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Equipment — Maintenance and 
repair — Handbooks, manuals, etc. 3. Pershing (Missile) — 
Maintenance and repair— Handbooks, manuals, etc. I. 
United States. Dept. of the Army. II. Series. OCLC 
11040863 


84-20608 
D 101.11:9-1427-380-12/2/rp.1-17 
Operator and organizational maintenance manual : troubleshoot- 
ing of programmer-test station AN/TSM-87 : (Pershing la 
Field Artillery Missile System). — [Washington, D.C.] : Head- 
quarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Department of the Army 
technical manual ; TM 9-1427-380-12/2) Cover title. ‘This 
copy is a reprint which includes current pages from Changes 
1 through 17.” “April 1969.” @Item 329 

1. United States. Army — Handbooks, manuals, etc. 2. 
Pershing (Missile)— Maintenance and repair — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. Title: 
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Army Department — Defense Dept. 


Troubleshooting of programmer-test station AN/TSM-87. 
III. Series. OCLC 11041671 


84-20613 
D 101.11:9-2350-256-34-1/rep 
Direct support and general support maintenance manual : recov- 
ery vehicle, full tracked : medium, M88A1 : NSN 2350-00- 
122-6826. — [Washington, DC] : Headquarters, Dept. of the 
Army, 1979. 
1 v. (various pagings) : ill. ; 28 cm. — (Technical manual ; 
TM 9-2350-256-34-1) “This copy is a reprint which includes 


84-20609 
D 101.11:9-1430-655-20-6/rp.1-4 
Organizational maintenance manual : automatic data processor 
equipment maintenance, guided missile air defense system 
AN/TSQ-73. — [Washington, D.C.?] : Headquarters, Dept. of 
the Army, 1984- current pages from change 1.” “January 1977.” Includes 
1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 9- index. @lItem 329 
1430-655-20-6) Cover title. “This copy is a reprint which 1. United States. Army — Handbooks, manuals, etc. 2. 
includes current pages from changes | through 4.” “October Tanks (Military science) — Maintenance and repair — Hand- 
1978.” Includes index. @ltem 329 : books, manuals, etc. I. United States. Dept. of the Army. 
1. Guided missiles — Electronic equipment — Maintenance II. Title: Recovery vehicle, full tracked. III. Series: Depart- 
and repair — Handbooks, manuals, etc. 1. United States. ment of the Army technical manual ; TM 9-2350-256-34-1. 
Dept. of the Army. II. Series: Department of the Army OCLC 10980854 
technical manual ; TM 9-1430-655-20-6. OCLC 10981395 


84-20614 
84-20610 


D 101.11:9-4935-451-14 


D 101.11:9-1430-655-20-9-2/rp.1 Operator, organizational, direct support and general support 


Guided Missile Air Defense System AN/TSQ-73. — [Washing- 


ton, D.C.] : Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill., forms ; 28 cm. — (Technical manual ; 
TM 9-1430-655-20-9-2) Cover title. At head of title: Orga- 
nizational maintenance manual electronic circuit plug-in unit 
test set TS-3317 equipment maintenance: expanded trouble- 
shooting (logic diagram theory) “This copy is a reprint 
which includes current pages from Change 1.” “October 
1982.” @lItem 329 

1. United States. Dept. of the Army — Handbooks, manu- 
als, etc. 2. United States. Dept. of the Army — Equipment 
and supplies — Handbooks, manuals, etc. 3. Guided mis- 
siles — Handbooks, manuals, etc. 4. Electronic circuits — 
Handbooks, manuals, etc. I. United States. Dept. of the 
Army. II. Series: Department of the Army technical manual 
; TM 9-1430-655-20-9-2. OCLC 10985310 


maintenance manual : shop equipment guided missile AN/ 
TSM-153 improved contact support set (ICSS) (4935-01-114- 
3920) : for TOW 2 Heavy Antitank/Assault Weapon System, 
Dragon Medium Antitank/Assault Weapon System, TOW 
Subsystem, Bradley Fighting Vehicle System. — [Washington, 
D.C.] : Headquarters, Dept. of the Army, [1983- 

1 v. (loose-leaf) : ili., forms ; 28 x 42 cm.— (Technical 
manual ; TM 9-4935-451-14) Cover title. “August 1983.” 
Bibliography: p. A-1/(A-2 blank) @lItem 329 

1. United States. Army — Handbooks, manuals, etc. 2. 
Guided missiles— Maintenance and _ repair — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. Title: 
Shop equipment guided missile AN/TSM-153 improved con- 
tact support set (ICCS) (4935-01-114-3920) III. Series: De- 
partment of the Army technical manual ; TM 9-4935-451-14. 
OCLC 11002805 


84-20611 
D 101.11:9-1430-1533-12-1/rp.1 84-20615 
Operator and organizational maintenance manual for high-pow- 
ered illuminator radar set AN/MPQ-57, NSN 1430-01-078- 
9643 : HAWK air defense guided missile system. — [Washing- 
ton, D.C.] : Dept. of the Army, 1984- 
1 v. (loose-leaf) : ill., forms ; 28 cm. — (Technical manual ; 
TM 9-1430-1533-12-1) Cover title. “June 1983.” Includes 
index. “This copy is a reprint which includes current pages 
from Change 1.” @lItem 329 
1. United States. Army — Handbooks, manuals, etc. 2. 
Guided missiles— Maintenence and repair — Handbooks, 
manuals, etc. 3. Tracking radar — Handbooks, manuals, etc. 
I. United States. Dept. of the Army. II. Title: HAWK air 
defense guided missile system. III. Series: Department of the 
Army technical manual ; TM 9-1430-1533-12-1. OCLC 
11041666 


D 101.11:9-4935-452-14 
Operator, organizational direct support, and general support 
maintenance manual : shop equipment guided missile system : 
test set, guided missile system AN/TSM-140B (4935-01-142- 
9561) TOW 2 Weapon System. — (Washington, D.C.] : Head- 
quarters, Dept. of the Army, [1983- 

1 v. (loose-leaf) : ill., forms ; 28 x 42 cm.— (Technical 
manual ; TM 9-4935-452-14) Cover title. “August 1983.” 
“This manual becomes effective upon application of MWOs 
9-4935-472-50-3 and 9-4935-472-50-5”—P. i. @lItem 329 

1. United States. Army — Handbooks, manuals, etc. 2. 
Guided missiles— Maintenance and _ repair — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. Title: 
Test set, guided missile system AN/TSM-140B (4935-01-142- 
9561) TOW 2 Weapon System. III. Series: Department of 
the Army technical manual ; TM 9-4935-452-14. OCLC 


84-20612 11002855 


D 101.11:9-2350-217-10N/ch.2 
Operator’s manual for howitzer, medium, self-propelled 
155MM, M109 (2350-00-440-8811), 1SSMM, M109A1 (2350- 
000-485-9662) and 155MM, MI109A3 (2350-01-031-8851). — 


84-20616 
D 101.11:9-4935-473-14-1/rp.1-6 
Operator, direct support and general support maintenance 


[Washington, DC : Headquarters, Dept. of the Army], 1981- 


1 v. (loose-leaf) : ill. ; 24 cm. — (Department of the Army 
technical manual ; TM 9-2350-217-10N) Cover title. Dis- 
tributed to depository libraries in microfiche. ‘December 
1978.” Bibliography: p. A-1 - A-2. Includes index. @item 
329 (microfiche) 

1. Howitzers. I. United States. Dept. of the Army. II. 
Series. OCLC 11019337 
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manual for test set, guided missile system (TSGMS) : TOW 
airborne system. — [Washington, D.C.] : Headquarters, Dept. 
of the Army, 1984- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 9- 
4935-473-14-1) Cover title. “This copy is a reprint which 
includes current pages from changes 1 through 6.” “Septem- 
ber 1976.” Includes index. @lter 329 

1. Guided missiles— Guidance systems — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. 





Series: Department of the Army technical manual ; TM 9- 
4935-473-14-1. OCLC 10981401 


84-20617 
D 101.11:9-4935-485-14/rp.1-8 
Operator, organizational, DS and GS maintenance manual for 
test set, guided missile system, AN/TSM-84 and electrical 
equipment shelter, S-250/G (modified) : (Lance guided missile 
system). — [Washington, D.C.?] : Headquarters, Dept. of the 
Army, 1984- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Technical manual ; TM 9- 
4935-485-14) Cover title. “This copy is a reprint which in- 
cludes current pages from changes 1 through 8.” “January 
1974.” Includes index. @lItem 329 

1. Guided missiles— Electric equipment — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. 
Series: Department of the Army technical manual ; TM 9- 
4935-485-14. OCLC 10981402 


84-20618 
D 101.11:9-6920-450-34 
Direct support and general support maintenance manual : TOW 
2 Weapon System Training Set, Guided Missile System, 
M70E2. — [Washington, D.C.] : Headquarters, Dept. of the 
Army, [1983- 

1 v. (loose-leaf) : ill., forms ; 28 x 42 cm.— (Technical 
manual ; TM 9-6920-450-34) Cover title. “May 1983.” 
“This manual becomes effective upon application of MWO 9- 
6920-470-50-9”—P. i. @Item 329 

1. United States. Army — Handbooks, manuals, etc. 2. 
Guided missiles— Maintenance and repair — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. Title: 
TOW 2 Weapon System Training Set, Guided Missile 
System, M70E2. III. Series: Department of the Army tech- 
nical manual ; TM 9-6920-450-34. OCLC 11002846 


84-20619 
D 101.11:9-6920-472-12/rp.1-3 
Operator and organizational maintenance manual for TOW 

weapon system training set, guided missile system M70 (6920- 
00-179-7320) and TOW weapon system training set, guided 
missile system XM-145 (P/N 13060929) : (TOW heavy anti- 
tank assault weapon system). — [Washington, D.C.] : Head- 
quarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill., forms ; 28 cm. — (Technical manual ; 
TM 9-6920-472-12) Cover title. “This manual supersedes 
TM 9-6920-470-12 dated 2 February 1976 and including all 
changes”—P. i. “This copy is a reprint which includes cur- 
rent pages from Changes 1 through 3.” “January 1980.” 
@ltem 329 

1. United States. Army — Handbooks, manuals, etc. 2. 
Guided missiles — Maintenance and _ repair — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. Title: 
TOW heavy antitank/assault weapon system. III. Series: 
Department of the Army technical manual ; TM 9-6920-472- 
12. OCLC 11041695 


84-20620 
D 101.11:9-8140-380-24/rp. 1-4 
Organizational, DS, and GS maintenance manual : shipping and 
storage containers (Pershing 1A Field Artillery Missile 
System). — [Washington, D.C. : Headquarters, Dept. of the 
Army], 1984- 
1 v. (loose-leaf) : ill., forms ; 28 cm. — (Technical manual ; 
TM 9-8140-380-24) Cover title. “This copy is a reprint 
which includes current pages from changes 1 through 4.” 
Supersedes TM 9-8140-375-24, dated 23 January 1964, includ- 
ing changes | through 10°—P. i. “November 1972.” In- 
cludes index. @ltem 329 
1. United States. Army — Ordnance and ordnance stores — 
Handbooks, manuals, etc. 2. Pershing (Missile) — Hand- 


Government Publications — October 1984 


books, manuals, etc. I. United States. Dept. of the Army. 
II. Title: Shipping and storage containers (Pershing 1A Field 
Artillery Missile System) III. Series: Department of the 
Army technical manual ; TM _  9-8140-380-24. OCLC 
10984680 


84-20621 


D 101.11:10-3430-238-20 P 


Organizational maintenance repair parts and special tools lists : 


truck, lift, fork, gasoline, pneumatic-tire wheels, 6000-pound 
capacity Army model MHE 193 NSN _ 3930-00-738-5938, 
Baker model FJF-060. — [Washington, DC] : Headquarters, 
Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill., forms ; 28 cm. — (Technical manual ; 
TM 10-3930-238-30 P) Cover title. “Supersedes TM10- 
3930-238-20P dated 31 August 1970 and all changes”—P. i. 
“February 1984.” @lItem 329 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Equipment — Maintenance and repair. 
3. Trucks — Maintenance and repair — Handbooks, manuals, 
etc. I. United States. Dept. of the Army. II. Title: Truck, 
lift, fork, gasoline, pneumatic-tire wheels, 6000-pound capac- 
ity Army model MHE 193 NSN 3930-00-738-5938, Baker 
model FJF-060. III. Series: Department of the Army techni- 
cal manual ; TM 10-3930-238-20 P. OCLC 11040921 


84-20622 
D 101.11:10-3930-625-34 P 

Direct support and general support maintenance repair parts 
and special tools lists : trucks, lift, fork, electric, solid rubber 
tires, 4000 Ib capacity, 100 in. lift, Army model MHE 218 
NSN 3930-00-403-5661, Drexel Dynamics model FL-40-EE- 
6550 : 180 in. lift Army model MHE 218 NSN 3930-00-403- 
5662, Drexel Dynamics model FL-40-EE-6250. — [Washing- 
ton, DC] : Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (Technical manual ; 
TM 10-3930-625-34 P) Cover title. “Supersedes TM10- 
3930-625-35P dated 12 November 1971 and all changes”—P. i. 
“March 1984.” @Item 329 

1. United States. Army — Handbooks, manuals, etc. 2. 
Trucks — Maintenance and repair — Handbooks, manuals, etc. 
I. United States. Dept. of the Army. II. Title: Trucks, lift, 
fork, electric, solid rubber tires, 4000 lb capacity, 100 in. lift, 
Army model MHE 218 NSN 3930-00-403-5661, Drexel Dy- 
namics model FL-40-EE-6550. III. Series: Department of 
the Army technical manual ; TM 10-3930-625-34 P. OCLC 
11040908 


84-20623 
D 101.11:95-225 
United States standard flight inspection manual. — 3rd ed., May 
1963, repr. Jan. 1984 to include changes | through 40. — 
[Washington, D.C.?] : Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill., 1 form ; 28 cm. — (Department of the 
Army technical manual ; TM 95-225) (Department of the 
Navy manual ; NAVAIR 16-1-520) (Department of the Air 
Force manual ; AFM 55-8) (Federal Aviation Administration 
handbook ; OA P 8200.1) @lItem 329 

1. Airplanes — Inspection — Handbooks, manuals, etc. I. 
United States. Dept. of the Army. II. Series. III. Series. 
IV. Series: United States. Federal Aviation Administration. 
Handbook ; 0A P 8200.1. V. Series: Air Force AFM ; 55-8. 
OCLC 11002829 
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84-20624 
D 101.16:4220-97-CL-E 09-HR 
Hand receipt catalog covering content of sets, kits, and outfits 
components list for diving equipment set : open circuit scuba 
(NSN  4220-00-541-3885), (LIN D32723). —[Washington, 
D.C.]} : Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : 2 forms ; 28 cm.— (Supply catalog / 
Dept. of the Army ; SC 4220-97-CL-E09-HR) Cover title. 
“November 1983.” @lItem 322-A 

1. United States. Army — Equipment and supplies — Cata- 
logs. 2. Diving — Equipment and supplies — Catalogs. I. 
United States. Dept. of the Army. II. Series: United States. 
Dept. of the Army. Department of the Army supply catalog ; 
SC 4220-97-CL-E 09-HR. OCLC 10966385 


84-20625 
D 101.16:4220-97-CL-E 11-HR 
Hand receipt catalog covering content of sets, kits, and outfits 
components list for diving equipment set : individual swimmer 
support, scuba (NSN 4220-00-569-8809), (LIN D49154). — 
(Washington, D.C.] : Headquarters, Dept. of the Army, 1984- 


1 v. (loose-leaf) : forms ; 28 cm. — (Supply catalog / Dept. 
of the Army ; SC 4220-97-CL-E11-HR) Cover title. “‘No- 
vember 1983.” @lItem 322-A 

1. United States. Army — Equipment — Catalogs. 2. 
Diving — Equipment and supplies— Catalogs. I. United 
States. Dept. of the Army. II. Series: United States. Dept. of 
the Army. Department of the Army supply catalog ; SC 
4220-97-CL-E 11-HR. OCLC 10966370 


84-20626 
D 101.16:4220-97-CL-E 13-HR 
Hid receipt catalog covering content of sets, kits, and outfits 
components list for diving equipment set : scuba support, type 
A (NSN 4220-01-023-0246), (LIN D32859). — [Washington, 
D.C.] : Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : 2 forms ; 28 cm.— (Supply catalog / 
Dept. of the Army ; SC 4220-97-CL-E13-HR) Cover title. 
“November 1983.” @Item 322-A 

1. United States. Army — Equipment — Catalogs. 2. 
Diving — Equipment and supplies— Catalogs. I. United 
States. Dept. of the Army. II. Series: United States. Dept. of 
the Army. Department of the Army supply catalog ; SC 
4220-97-CL-E 13-HR. OCLC 10966354 


84-20627 
D 101.16:4220-97-CL-E 14-HR 
Hand receipt catalog covering content of sets, kits, and outfits 
components list for diving equipment set, scuba diving sup- 
port type B (NSN 4220-01-023-1701), (LIN D32927). — 
(Washington, D.C.] : Headquarters, Dept. of the Army, 1984- 


1 v. (loose-leaf) ; 28 cm.— (Department of the Army 
supply catalog ; SC 4220-97-CL-E14-HR) “November 
1983.” @Item 322-A 

1. United States. Army — Equipment — Catalogs. 2. 
Scuba diving — United States— Equipment and supplies — 
Catalogs. I. United States. Dept. of the Army. II. Series: 
United States. Dept. of the Army. Department of the Army 
supply catalog ; SC 4220-97-CL-E14-HR. OCLC 10981178 

84-20628 
D 101.16:4220-97-CL-E08-HR 
Hand receipt catalog covering content of, sets, kits, and outfits 
components list for diving equipment set, closed circuit scuba 
: (NSN 4220-00-533-2718) : (LIN D49086) — [Washington, 
D.C.] : Headquarters, Dept. of the Army, 1984. 

2 p. : 2 forms ; 28 cm. — (Department of the Army supply 
catalog ; SC 4220-97-CL-E08-HR) Cover title. ‘November 
1983.” @Item 322-A 
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1. Scuba diving — United States — Equipment and sup- 
plies — Catalogs. I. United States. Dept. of the Army. II. 
Series: United States. Dept. of the Army. Department of the 
Army supply catalog ; SC 4220-97-CL-E08-HR. OCLC 
10977381 


84-20629 


D 101.16:4910-95-CL-A 63-HR 


Hand receipt catalog covering content of sets, kits, and outfits 


components list for shop equipment, automotive maintenance 
and repair, field maintenance, supplemental set no. 2, less 
power (NSN 4910-00-754-0707), (LIN 125756) and shop 
equipment, automotive maintenance and repair, field mainte- 
nance, supplemental set no. 2, map only, map only (NSN 
4910-00-919-0093). —[Washington, D.C.] : Headquarters, 
Dept. of the Army, 1984- 

1 v. (loose-leaf) ; 28 cm.— (Department of the Army 
supply catalog ; SC 4910-95-CL-A63-HR) “This catalog su- 
persedes SC 4910-95-CL-A63-HR, 28 May 1979"—P. 1. 
“November 1983." @Item 322-A 

1. United States. Dept. of the Army — Equipment — Cata- 
logs. 2. Automobiles — United States— Maintenance and 
repair — Catalogs. I. United States. Dept. of the Army. II. 
Series: United States. Dept. of the Army. Department of the 
Army supply catalog ; SC 4910-95-CL-A63-HR. OCLC 
10981188 


84-20630 


D 101.16:6230-90-CL-N 01-HR 


Hand receipt catalog covering content of sets, kits, and outfits 


ccmponents list for light set, chart, field (NSN 6230-00-299- 
6474), (LIN L63583).— [Washington, D.C.] : Headquarters, 
Dept. of the Army, 1984- 

1 v. (loose-leaf) ; 28 cm.— (Department of the Army 
supply catalog ; SC 6230-90-CL-NOI-HR) “This catalog su- 
persedes SC 6230-90-CLONOI-HR, 17 March 1980”"—P. 1. 
“September 1983.” @lItem 322-A 

1. United States. Dept. of the Army — Equipment — Cata- 
logs. I. United States. Dept. of the Army. II. Series: 
United States. Dept. of the Army. Department of the Army 
supply catalog ; SC 6230-90-CL-NOI-HR. OCLC 10981218 


84-20631 


D 101.20:1-204 


United States. Dept. of the Army. 


Night flight : techniques and procedures. — [Washington, 
DC : Headquarters, Dept. of the Army], 1983- 

1 v. (loose-leaf) : ill. (some col.) ; 26 cm.— (FM ; 1-204) 
Cover title. “For official Government use only. Distribution 
is limited to US Government agencies.” “This publication 
supersedes TC 1-27, 30 September 1977; TC 1-29, 30 April 
1976; TC 1-30, 30 September 1976; TC 1-31, 28 February 
1977; TC 1-32, 30 June 1977; and TC 1-33, 29 August 1977”°— 
P.i. “11 October 1983”—P. i. Includes index. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Night fighting (Military science) — Handbooks, manuals, etc. 
3. Night vision — Handbooks, manuals, etc. I. Title. II. 
Series: United States. Dept. of the Army. Field manual ; FM 
1-204. OCLC 11019292 


84-20632 


D 101.20:1-220 


United States. Dept. of the Army. 


Instructor’s guide for the UH-1 flight simulator 
(UHIFS). — [Washington, DC] : Headquarters, Dept. of the 
Army, 1984- 

1 v. (loose-leaf) : ill. ; 26 cm. — (FM ; 1-220) Cover title. 
“Supersedes TC 1-75, 16 April 1980"—P. i. “This publica- 
tion contains technical or operational information that is for 
official government use only. Distribution is limited to US 





government agencies.” “26 December 1983"—P. i. In- 
cludes bibliographical references. Includes index. 

1. Flight simulators — Handbooks, manuals, etc. 2. Heli- 
copter flight trainer — Handbooks, manuals, etc. 3. Aeronau- 
tics, Military — Study and teaching — Unted States. I. Title. 
II. Series: United States. Dept. of the Army. Field manual ; 
FM 1-220. OCLC 11018772 


84-20633 
D 101.20:1-302 
United States. Dept. of the Army. 

Aviation life support equipment (ALSE) for Army air- 
crews. — (Washington, DC : Headquarters, Dept. of the 
Army], 1983- 

1 v. (loose-leaf) : ill. ; 28 cm. — (FM ; 1-302) Cover title. 
“This publication contains technical or operational informa- 
tion that is for official Government use only. Distribution is 
limited to US Government agencies.” ‘This manual super- 
sedes TC 1-62, 14 April 1980”—P. i. “30 September 1983”— 
P. i. Bibliography: p. References 1-References 6. Includes 
index. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Aeronautics — United States— Safety measures — Hand- 
books, manuals, etc. I. Title. II. Title: Aviation life support 
equipment (A.L.S.E.) for Army aircrews. III. Series: United 
States. Dept. of the Army. Field manual ; FM 1-302. OCLC 
11014656 


84-20634 
D 101.20:5-12 C 2/3/4 
United States. Dept. of the Army. 

Bridge crewman, soldier’s manual : skill levels 2/3/4 and 
trainer’s guide. — [Washington, DC] : Headquarters, Dept. of 
the Army, 1983- 

1 v. (loose-leaf) : ill., forms ; 26 cm.— (FM ; 5-12C2/3/4) 
Cover title. Spine title: Soldier’s manual, skill levels 2/3/4 
and trainer’s guide, MOS 12C. “This publication together 
with FM 5-12C1, 14 November 1983 supersedes FM 5-12C1/ 
2, 8 December 1977, FM 5-12C3, 8 December 1977, FM 5- 
12C4, 8 December 1977 and FM 5-12C/CM, 8 December 
1977”—P. i. “This publication contains technical or oper- 
ational information that is for official Government use only. 
Distribution is limited to the US Government agencies.” 
“November 1983.” Bibliography: p. A-1 - A-9. “MOS 
12C.” 

1. United States. Army — Handbooks, manuals, etc. 2. 
Bridge construction — United States — Handbooks, manuals, 
etc. I. Title. II. Title: Soldier’s manual, skill levels 2/3/4 
and trainer’s guide, MOS 12C. III. Series: United States. 
Dept. of the Army. Field manual ; FM 5-12 C 2/3/4. OCLC 
11037896 


84-20635 
D 101.20:5-551 
Carpentry. — [Washington, DC] : Headquarters, Dept. of the 
Army, 1984. 

1 v. (various pagings) : ill. ; 28 cm. — (FM; 5-551) Cover 
title. “Supersedes TM 5-551B, 19 July 1971"—P. i. “For 
official government use only. Distribution is limited to U.S. 
government agencies.” “February 1984 Bibliography: p. A- 
1. Includes index. 

i. United States. Army —Job descriptions. 2. Carpen- 
try — Military aspects — Handbooks, manuals, etc. I. United 
States. Dept. of the Army. II. Series: United States. Dept. of 
the Army. Field manual ; FM 5-551. OCLC 10756759 


Government Publications — October 1984 


84-20636 
D 101.20:6-15 J 2/3/4 
United States. Dept. of the Army. 

Soldier’s manual and trainer’s guide, MOS 15J : operations/ 
fire direction specialist, skill level 2/3/4. — [Washington, DC] 
: Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill., forms ; 26 cm. — (FM ; 6-15J 2/3/4) 
Cover title. Spine title: Soldier’s manual, skill levels 2/3/4, 
and trainer’s guide, MOS 15J. “Prepared by the US Army 
Field Artillery School”—P. iv. “This publication together 
with FM 6-15J1, 23 February 1984, supersedes FM 6-15J1/2, 
1 March 1982; FM 6-15J3/4, 1 March 1982; and FM 6-15J/ 
TG, 1 March 1982”—P. i. “This publication contains techni- 


cal or operational information that is for official Government 
use only. Distribution is limited to US Government agencies.” 
ebruary 1984.” Bibliography: p. Reference-1 - Reference- 


8 

1. United States. Army — Handbooks, manuals, etc. 2. 
Military art and science — Handbooks, manuals, etc. I. Field 
Artillery School (Fort Sill, Okla.) II. Title. III. Title: Op- 
erations/fire direction specialist. IV. Title: Soldier’s manual, 
skill levels 2/3/4, and trainer’s guide. V. Series: United 
States. Dept. of the Army. Field manual ; FM 6-15 J 2/3/4. 
OCLC 11037933 


84-20637 
D 101.20:6-20-1/3 
United States. Dept. of the Army. 

Field artillery cannon battalion. —[Washington, DC 
Headquarters, Dept. of the Army], 1983- 

1 v. (loose-leaf) : ill. ; 26 cm. — (FM ; 6-20-1) Cover title. 
“This publication supersedes FM 6-20-1, 5 July 1979”—P. i. 
“This publication contains technical or operational informa- 
tion that is for official Government use only. Distribution is 
limited to US Government agencies.” “27 December 
1983”—P. i. Bibliography: p. A-1 - A-3. Includes index. 

1. United States. Army — Handbooks, manuals, etc. 2. Ar- 
tillery, Field and mountain — Handbooks, manuals, etc. 3. 
Radar — United States — Handbooks, manuals, etc. I. Title. 
II. Series: United States. Dept. of the Army. Field manual ; 
FM 6-20-1. OCLC 11037926 


84-20638 
D 101,20:6-20-2/3 
United States. Dept. of the Army. 

Division artillery, field artillery brigade, and field artillery 
section (corps). — [Washington, DC] : Headquarters, Dept. of 
the Army, 1983- 

1 v. (loose-leaf) : ill. (some col.), 1 map ; 28 cm.— (FM ; 
6-20-2) Cover title. ‘This publication contains technical or 
operational information that is for official government use 
only. Distribution is limited to US government agencies.” 
“This publication supersedes FM 6-20-2, 7 October 1980”—P. 
i. “30 September 1983”—P. i. Bibliography: p. A-1 — A-4. 
Includes index. 

1. United States. Army — Artillery — Handbooks, manuals, 
etc. 2. Artillery — United States. 3. Artillery, Field and 
mountain — United States. I. Title. II. Series: United 
States. Dept. of the Army. Field manual ; FM 6-20-2. 
OCLC 11014776 


84-20639 


D 101.20:6-122/rev. 
United States. Dept. of the Army. 
Field artillery sound ranging. — [Washington, DC] : Head- 
quarters, Dept. of the Army, 1984- 
1 v. (loose-leaf) : ill., forms ; 26 cm.— (FM ; 6-122) 
Cover title. “This publication supersedes FM 6-122, 13 April 
1979, and rescinds DA form 3958, 1 July 1976"—P. i. “This 
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publication contains technical or operational information that 
is for official Government use only. Distribution is limited to 
US Government agencies.” “30 December 1983”—P. i. 
Bibliography: p. A-1 - A-4. Includes index. 

1. United States. Army — Handbooks, manuals, etc. 2. Ar- 
tillery, Field and mountain — United States — Handbooks, 
manuals, etc. 3. Range-finding — Handbooks, manuals, etc. 
I. Title. II. Series: United States. Dept. of the Army. Field 
manual ; FM 6-122. OCLC 11037900 


84-20640 
D 101.20:8-27/rev. 
Veterinary service. —[Washington, DC] : Headquarters, Dept. 
of the Army, 1983. 

1 v. (various pagings) : ill., 1 form ; 27 cm.— (Field 
manual ; FM 8-27) Cover title. “For official government 
use only. Distribution limited to US government agencies.” 
“Supersedes FM 8-27, 3 April 1976"—P. i. Bibliography: p. 
A-1-A-7. Includes index. 

1. Veterinay service, Military —- United States. I. United 
States. Dept. of the Army. II. Series: United States. Dept. of 
the Army. Field manual ; FM 8-27. OCLC 11012826 


84-20641 
D 101.20:8-35/rev. 
Evacuation of the sick and wounded. —[Washington, DC] : 
Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill. ; 26 cm.— (FM ; 8-35) Cover title. 
“Supersedes FM 8-35, 31 January 1977”—P. i. “This publi- 
cation contains technical or operational information that is for 
official government use only. Distribution is limited to US 
government agencies.” “22 December 1983”—P. i. Bibliog- 
raphy: p. Reference-1. Includes index. 

1. Transport of sick and wounded — Handbooks, manuals, 
etc. I. United States. Dept. of the Army. II. Series: United 
States. Dept. of the Army. Field manual ; FM 8-35. OCLC 
11027337 


84-20642 
D 101.20:9-6/rev.-2 
United States. Dept. of the Army. 

Ammunition service in the theater of operations. — [Wash- 
ington, DC] : Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill. ; 27 cm.— (FM ; 9-6) Cover title. 
“Supersedes FM 9-6, 31 July 1981”— P.i. “This publication 
contains technical or operational information that is for offi- 
cial government use only. Distribution is limited to US gov- 
ernment agencies.” “January 1984.” Bibliography: p. 105- 
107. Includes index. 

1. United States. Army — Procurement. 
Handbooks, manuals, etc. 3. Armaments — Handbooks, 
manuals, etc. I. Title. II. Series: United States. Dept. of the 
Army. Field manual ; FM 9-6. OCLC 11018750 


84-20643 


2. Ammunition — 


D 101.20:9-27 L 
United States. Dept. of the Army. 

Soldier’s manual : lance system repairer, skill levels 1,2,3, 
MOS 27L. — [Washington, DC] : Headquarters, Dept. of the 
Army, 1983- 

1 v. (loose-leaf) : ill., 2 forms ; 28 cm.— (FM ; 9-27L) 
Cover title. “This publication contains technical or oper- 
ational information that is for official Government use only. 
Distribution is limited to US Government agencies.” “Octo- 
ber 1983.” Bibliography: p. A-1 — A-12. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Lance (Missile)— Maintenance and repair — Handbooks, 
manuals, etc. I. Title. II. Title: Lance system repairer, skill 
levels 1,2,3, MOS 27L. III. Series: United States. Dept. of 
the Army. Field manual ; FM 9-27 L. OCLC 11014751 
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84-20644 
D 101.20:9-27 L/TG 
United States. Dept. of the Army. 
Trainer's guide : lance system repairer, MOS 27L. — 
(Washington, DC] : Headquarters, Dept. of the Army, 1983- 


1 v. (loose-leaf) : ill. ; 28 cm. — (FM ; 9-27L/TG) Cover 
title. “This publication contains technical or operational in- 
formation that is for official Government use only. Distribu- 
tion is limited to US Government agencies.” ‘11 October 
1983”—P. i. Bibliography: p. A-1 — A-11. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Lance (Missile)— Maintenance and _ repair — Handbooks, 
manuals, etc. I. Title. HI. Title: Lance system repairer, 
MOS 27L. III. Series: United States. Dept. of the Army. 
Field manual ; FM 9-27 L/TG. OCLC 11014738 


84-20645 
D 101.20;10-14/rev. 
United States. Dept. of the Army. 

Unit supply operations : manual procedures. — [Washing- 
ton, DC] : Headquarters, Dept. of the Army, 1983- 

1 v. (loose-leaf) : ill, forms ; 28 cm.— (FM ; 10-14) 
Cover title. “This publication contains technical or oper- 
ational information that is for official government use only. 
Distribution is limited to US government agencies.” “This 
manual supersedes FM 10-14, 31 December 1973”—P. i. “31 
October 1983”—P. i. Bibliography: p. A-1 — A-5. Includes 
index. 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Supplies and stores — Handbooks, 
manuals, etc. I. Title. II. Series: United States. Dept. of the 
Army. Field manual ; FM 10-14. OCLC 11014681 


84-20646 
D 101.20:10-20/2/rev. 
United States. Dept. of the Army. 

Organizational maintenance of military petroleum pipelines, 
tanks, and related equipment. — [Washington, DC] : Head- 
quarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill, forms ; 28 cm.— (FM ; 10-20) 
Cover title. “This publication contains technical or oper- 
ational information that is for official government use only. 
Distribution is limited to US government agencies.” “This 
manual supersedes FM 10-20, 30 May 1974”—P. i. “29 Feb- 
ruary 1984”—P.i. Bibliography: p. Reference 1-Reference 5. 
Includes index. 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Equipment and supplies — Hand- 
books, manuals, etc. 3. Tanks — Maintenance and repair — 
Handbooks, manuals, etc. 4. Pipe lines — United States — 
Protection. I. Title. II. Series: United States. Dept. of the 
Army. Field manual ; FM 10-20. OCLC 11014670 


84-20647 
D 101.20:10-24 
Ration distribution operations. — [Washington, DC] : Headquar- 
ters, Dept. of the Army, 1983. 

1 v. (various pagings) : ill. forms ; 27 cm.— (FM ; 10-24) 
Cover title. “For official government use only. Distribution 
limited to US government agencies.” “31 May 1983”—P. i. 
Bibliography: p. A-1 - A-7. Includes index. 

1. Operational rations (Military supplies) — United States. 
I. United States. Dept. of the Army. II. Series: United 
States. Dept. of the Army. Field manual ; FM 10-24. OCLC 
11012840 





84-20648 
D 101.20:10-25/rev. 
United States. Dept. of the Army. 

Preparation and serving of food in the garrison dining facil- 
ity. — [Washington, DC] : Headquarters, Dept. of the Army, 
[1923- 

1 v. (loose-leaf) : ill. ; 28 cm. — (FM ; 10-25) Cover title. 
“This publication contains technical or operational informa- 
tion that is for official government use only. Distribution is 
limited to US government agencies.” ‘This publication su- 
persedes FM 10-25, 15 April 1976”—P. i. “31 May 1983”— 
P.i. Bibliography: p. A-1 — A-2. Includes index. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Cookery, Military — Handbooks, manuals, etc. I. Title. II. 
Series: United States. Dept. of the Army. Field manual ; FM 
10-25. OCLC 11014853 


84-20649 
D 101.20:10-63-1 
Graves registration handbook. — [Washington, DC] : Headquar- 
ters, Dept. of the Army, [1983] 
1 v. (various pagings) : ill., forms ; 24 cm.— (FM ; 10-63- 
1) Cover title. “For official government use only. Distribu- 
tion limited to US government agencies.” “May 1983.” 
Bibliography: p. A-1. 
1. Soldier’s bodies, Disposition of. I. United States. Dept. 
of the Army. II. Series: United States. Dept. of the Army. 
Field manual ; FM 10-63-1. OCLC 11012885 


84-20650 
D 101.20:10-70-1 
United States. Dept. of the Army. 

Petroleum reference data. — [Washington, DC] : Headquar- 
ters, Dept. of the Army, 1983- 

1 v. (loose-leaf) ; 26 cm.— (FM ; 10-70-1) Cover title. 
“This manual supersedes TC 10-2, 24 June 1977”—P. i. 
“This publication contains technical or operational informa- 
tion that is for official Government use only. Distribution is 
limited to US Government agencies.” “27 December 
1983”—P. i. Bibliography: p. 3-1 - 3-20. 

1. United States. Army — Handbooks, manuals, etc. 2. Pe- 
troleum workers— United States. I. Title. II. Series: 
United States. Dept. of the Army. Field manual ; FM 10-70-1. 
OCLC 11037945 


84-20651 
D 101.20:10-280 
United States. Dept. of the Army. 
Field laundry, clothing exchange, and bath operations. — 
(Washington, DC : Headquarters, Dept. of the Army], 1983- 


1 v. (loose-leaf) : ill., forms ; 27 cm. — (Department of the 
Army field manual ; FM 10-280) Cover title. “Supersedes 


TM 10-280, 20 July 1973”—P. i. “This publication contains 
technical or operational information that is for official gov- 
ernment use only. Distribution is limited to US government 
agencies.” “2 December 1983”—P. i. Bibliography: p. A-1 
- A-3. Includes index. 

1. United States. Army — Sanitary affairs. 2. Military hy- 
giene — United States — Handbooks, manuals, etc. I. Title. 
II. Series: United States. Dept. of the Army. Field manual ; 
FM 10-280. OCLC 11018779 


84-20652 
D 101.20:10-516 
Airdrop of supplies and equipment : reference data for airdrop 
platform loads. —[Washington, DC] : Depts. of the Army 
and the Air Force, 1983- 
1 v. (loose-leaf) : ill. ; 28 cm. — (Air Force TO ; 13C7-1- 
13) (Army ; 10-516) Cover title. ‘Supersedes FM 10-516/ 
TO 13C7-1-13. 15 September 1975"°—P. i. “For official gov- 
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ernment use only. Distribution is limited to US government 
agencies.” “31 October 1983”—P. i. Bibliography: p. Ref- 
erences-1 - References-3. Includes index. 

1. United States. Army — Equipment — Handbooks, manu- 
als, etc. 2. United States. Air Force — Equipment — Hand- 
books, manuals, etc. I. United States. Dept. of the Army. 
II. United States. Dept. of the Air Force. III. Series. IV. 
Series: United States. Dept. of the Army. Field manual ; FM 
10-516. OCLC 11019339 


84-20653 
D 101.20:10-549 
Airdrop of supplies and equipment, rigging maintenance contact 
set. —[Washington, DC] : Depts. of the Army and the Air 
Force, [1983] 

1 v. (various pagings) : ill. ; 28 cm.— (Air Force TO ; 
13C7-51-31) (Army FM ; 10-549) Cover title. “For official 
government use only. Distribution is limited to US govern- 
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“9 May 1983”—P. i. Bibliography: p. A-1 - A-8. Includes 
index. 
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books, manuals, etc. I. Title. II. Series: United States. 
Dept. of the Army. Field manual ; FM 29-12. OCLC 
11037547 
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D 101.20:29-52 


United States. Dept. of the Army. 


Supply and field service operations in separate brigades and 
the armored cavalry regiment. —[Washington, DC] : Head- 
quarters, Dept. of the Army, [1983- ] 

1 v. (loose-leaf) : ill. ; 26 cm. — (FM ; 29-52) Cover title. 
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84-20685 
D 101.20:44-1/rev. 
United States. Dept. of the Army. 

US Army air defense artillery employment. — Washington, 
DC : Headquarters, Dept. of the Army, 1983- 

1 v. (loose-leaf) : ill. (some col.) ; 26 cm.— (FM ; 44-1) 
“This manual supersedes FM 44-1, 25 March 1976.” “This 
publication contains technical or operational information that 
is for official government use only. Distribution is limited to 
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1. United States. Army — Handbooks, manuals, etc. 2. 
Combat — Handbooks, manuals, etc. 3. United States — Air 
defenses, Military — Handbooks, manuals, etc. I. Title. II. 
Title: U.S. Army air defense artillery employment. III. 
Series: United States. Dept. of the Army. Field manual ; FM 
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1 v. (loose-leaf) : col. ill. ; 26 cm.— (FM ; 54-8) Cover 
title. “27 January 1984”—P. i. Bibliography: p. A-1 — A-3. 
Includes index. “This publication contains technical or oper- 
ational information that is for official government use only. 
Distribution is limited to US government agencies.” 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army— Equipment and supplies — Hand- 
books, manuals, etc. 3. United States. Dept. of the Army. 
Division Materiel Management Center. I. Title. II. Series: 
United States. Dept. of the Army. Field manual ; FM 54-8. 
OCLC 11037711 
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1 v. (loose-leaf) : 2 forms ; 28 cm.— (FM ; 55-64C1/2) 
Cover title. “This publication contains technical or oper- 
ational information that is for official Government use only. 
Distributed is limited to US Government agencies.” “This 
publication supersedes FM 55-64C1/2, 15 May 1981”—P. i. 
“March 1984.” Bibliography: p. References 1-References 2. 
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etc. I. Title. II. Series: United States. Dept. of the Army. 
Field manual ; FM 55-64 C 1/2. OCLC 11014642 
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United States. Dept. of the Army. 

Soldier's manual and trainer’s guide motor transport opera- 
tor MOS 64C, skill levels 3/4. —[Washington, DC] : Head- 
quarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : forms ; 27 cm.— (FM ; 55-64C3/4) 
Cover title. “This publication contains technical or oper- 
ational information that is for official government use only. 
Distribution is limited to US government agencies.” “March 
1984.” Bibliography: p. References-1. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Transportation, Military — Handbooks, manuals, etc. I. 
Title. Il. Series: United States. Dept. of the Army. Field 
manual ; FM 55-64 C 3/4. OCLC 11019358 
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D 101.20:55-66 G/TG 
United States. Dept. of the Army. 

Trainer’s guide : utility/cargo airplane, technical inspector, 
MOS 66G. — [Washington, DC] : Headquarters, Dept. of the 
Army, 1983- 

1 v. (loose-leaf) ; 28 cm.— (FM ; 55-66G/TG) Cover 
title. “This publication contains technical or operational in- 
formation that is for official Government use only. Distribu- 
tion is limited to US Government agencies.” “28 November 
1983”—P. i. Bibliography: p. References 1-References 3. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Airplanes, Military — Maintenance and repair — Handbooks, 
manuals, etc. 3. Airplanes, Military — Inspection — Hand- 
books, manuals, etc. I. Title. II. Title: Utility/cargo air- 
plane, technical inspector, MOS 66G. III. Series: United 
States. Dept. of the Army. Field manual ; FM 55-66 G/TG. 
OCLC 11034917 


84-20690 
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United States. Dept. of the Army. 

Trainer’s guide : observation airplane, technical inspector, 
MOS 66 H. — [Washington, DC] : Headquarters, Dept. of the 
Army, 1983- 

1 v. (loose-leaf) ; 28 cm.— (FM ; 55-66H/TG) Cover 
title. “This publication contains technical or operational in- 
formation that is for official Government use only. Distribu- 
tion is limited to US Government agencies.” “28 November 
1983”—P. i. Bibliography: p. References 1-References 3. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Airplanes, Military — Maintenance and repair — Handbooks, 
manuals, etc. 3. Airplanes, Military — Inspection — Hand- 
books, manuals, etc. I. Title. II. Title: Observation air- 
plane, technical inspector, MOS 66H. III. Series: United 
States. Dept. of the Army. Field manual ; FM 55-66 H/TG. 
OCLC 11034922 
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United States. Dept. of the Army. 

Trainer’s guide : aircraft armament technical inspector, 
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1 v. (loose-leaf) ; 28 cm. — (FM ; 55-66J/TG) Cover title. 
“This publication contains technical or operational informa- 
tion that is for official Government use only. Distribution is 
limited to US Government agencies.” ‘28 November 
1983”°—P. i. Bibliography: p. References 1-References 5. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Airplanes, Military — Armament — Repair and maintenance. 
I. Title. II. Title: Aircraft armament technical inspector, 
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Field manual ; FM 55-66 J/TG. OCLC 11014630 
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United States. Dept. of the Army. 

Trainer's guide : tactical transport helicopter, technical in- 
spector, MOS 66T.—[Washington, DC] : Headquarters, 
Dept. of the Army, 1983- 

1 v. (loose-leaf) ; 28 cm.— (FM ; 55-66T/TG) Cover 
title. “This publication contains technical or operational in- 
formation that is for official Government use only. Distribu- 
tion is limited to US Goverment agencies.” ‘28 November 
1983"°—P. i. Bibliography: p. Reference 1-Reference 3. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Military helicopters — Maintenance and repair — Handbooks, 
manuals, etc. 3. Military helicopters — Inspection — Hand- 
books, manuals, etc. I. Title. II. Title: Tactical transport 
helicopter, technical inspector, MOS 66T. III. Series: United 
States. Dept. of the Army. Field manual ; FM 55-66 T/TG. 
OCLC 11035021 


84-20693 
D 101.20:55-66 U/TG 
United States. Dept. of the Army. 

Trainer’s guide : medium helicopter, technical inspector, 
MOS 66U. — [Washington, DC] : Headquarters, Dept. of the 
Army, 1983- 

1 v. (loose-leaf) ; 28 cm.— (FM ; 55-66U/TG) Cover 
title. “This publication contains technical or operational in- 
formation that is for official Government use only. Distribu- 
tion is limited to US Government agencies.” “28 November 
1983”—P. i. Bibliography: p. References 1-References 4. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Military helicopters — Maintenance and repair — Handbooks, 
manuals, etc. 3. Military helicopters — Inspection — Hand- 
books, manuals, etc. I. Title. II. Title: Medium helicopter, 
technical inspector, MOS 66U. III. Series: United States. 
Dept. of the Army. Field manual ; FM 55-66 U/TG. OCLC 
11034929 
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D 101.20:55-66 V/TG 
United States. Dept. of the Army. 

Trainer’s guide : observation/scout helicopter, technical in- 
spector, MOS 66V.—[Washington, DC] : Headquarters, 
Dept. of the Army, 1983- 

1 v. (loose-leaf) ; 28 cm.— (FM ; 55-68V/TG) Cover 
title. “This publication contains technical or operational in- 
formation that is for official Government use only. Distribu- 
tion is limited to US Government agencies.” “28 November 
1983”—P. i. Bibliography: p. References 1-References 3. 
[zai/eds/es] 

1. United States. Army — Handbooks, manuals, etc. 2. 
Military helicopters — Maintenance and repair — Handbooks, 
manuals, etc. 3. Military helicopters — Inspection — Hand- 
books, manuals, etc. I. Title. II. Title: Observation/scout 
helicopter, technical inspector, MOS 66V. III. Series: United 
States. Dept. of the Army. Field manual ; FM 55-66 V/TG. 
OCLC 11035030 


84-20695 
D 101.20:55-66 Y/TG/corr. 
United States. Dept. of the Army. 

Trainer’s guide : attack helicopter, technical inspector, 
MOS 66Y. —[Washington, DC] : Headquarters, Dept. of the 
Army, [1983- 

1 v. (loose-leaf) ; 28 cm.— (FM ; 55-66Y/TG) Cover 
title. “This publication contains technical or operational in- 
formation that is for official Government use only. Distribu- 
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1983”—P. i. Bibliography: p. References 1-References 4. 

1. United States. Army — Handbooks, manuals, etc. 2. 
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manuals, etc. 3. Military helicopters — Inspection — Hand- 
books, manuals, etc. I. Title. II. Title: Attack helicopter, 
technical inspector, MOS 66Y. III. Series: United States. 
Dept. of the Army. Field manual ; FM 55-66 Y/TG. OCLC 
11035027 


84-20696 
D 101.20:55-67 G 3/4 
Soldier’s manual skill levels 3/4 and trainer’s guide, MOS 67G 
utility/cargo airplane repairer. —[Washington, DC] : Head- 
quarters, Dept. of the Army, 1983- 

1 v. (loose-leaf) : 2 forms ; 26 cm.— (FM ; 55-67 G 3/4) 
Cover title. “Supersedes pages 2-97 through 2-148, 3-55, 3- 
56, 3-107 through 3-111 of FM 55-67G, 28 June 1982; and FM 
55-67G/TG, 28 June 1982”—P. i. “Contains technical or 
operational information that is for official government use 
only. Distribution is limited to US government agenices.” 
“December 1983.” Bibliography: p. References-1 - Refer- 
ences-4. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Airplanes, Military — Maintenance and repair — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. 
Series: United States. Dept. of the Army. Field manual ; FM 
55-67 G 3/4. OCLC 11027266 
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D 101.20:55-67 H 3 
United States. Dept. of the Army. 

Soldier’s manual skill level 3 and trainer’s guide : MOS 67H 
observation airplane repairer. —[Washington, DC] : Head- 
quarters, Dept. of the Army, 1983- 

1 v. (loose-leaf) : 2 forms ; 27 cm.— (FM ; 55-67H3) 


Cover title. “Supersedes Chapter 2, Section III, of FM 55- 
67H, 28 June 1982, and FM 55-67H/TG, 28 June 1982”—P. i. 
“This publication contains technical or operational informa- 
tion that is for official government use only. Distribution is 
limited to US government agencies.” “December 1983.” 
Bibliography: p. Ref-1 - Ref-3. 

1. Airplanes— Maintenance and _ repair — Handbooks, 
manuals, etc. 2. Aeronautics, Military —Study and teach- 
ing — United States. I. Title. II. Title: Soldier’s manual 
skill level three and trainer’s guide. III. Title: MOS 67H 
observation airplane repairer. IV. Series: United States. 
Dept. of the Army. Field manual ; FM 55-67H3. OCLC 
11018796 


84-20698 
D 101.20:55-67 N 3 
United States. Dept. of the Army. 

Soldier’s manual, skill level 3 and trainer’s guide : MOS 
67N, utility helicopter repairer. — [Washington, DC] : Head- 
quarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : 2 forms ; 28 cm.— (FM ; 55-67N3) 
Cover title. “This publication contains technical or oper- 
ational information that is for Government use only. Distribu- 
tion is limited to US Government agencies.” “This publica- 
tion supersedes pages 3-53 through 3-54, 3-123 through 3-126, 
3-189 through 3-196, 3-217 through 3-219, 3-241 through 3- 
243, 3-253, 3-259 through 3-261, and 3-277 through 3-283 of 
FM 55-67N, 20 March 1978; and FM 55-67N/CM, 20 March 
1978”—P. i. “January 1984.” Bibliography: p. References-1 
— References-3. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Military helicopters — Maintenance and repair — Handbooks, 
manuals, etc. I. Title. II. Title: MOS 67N, utility helicopter 
repairer. III. Series: United States. Dept. of the Army. Field 
manual ; FM 55-67 N 3. OCLC 11035040 
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84-20699 
D 101.20:55-67 T 3/4 
Soldier’s nanual skill levels 3/4 and trainer’s guide, MOS 67T 
tacticul transport helicopter repairer. — [Washington, DC] : 
Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : 2 forms ; 26 cm.— (FM ; 55-67 T 3/4) 
Cover title. “This publication contains technical or oper- 
ational information that is for official government use only. 
Distribution is limited to US government agencies.” “Janu- 
ary 1984.” Bibliography: p. References-1 - References-3. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Military helicopters — Maintenance and repair — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. 
Series: United States. Dept. of the Army. Field manual ; FM 
55-67 T 3/4. OCLC 11027252 


84-20700 
D 101.20:55-67 V 3 
United States. Dept. of the Army. 

Soldier’s manual, skill level 3 and trainer’s guide : MOS 
67V _ observation/scout helicopter repairer. — [Washington, 
DC] : Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : 2 forms ; 28 cm.— (FM ; 55-67V3) 
Cover title. “This publication contains technical or oper- 
ational information that is for official Government use only. 
Distribution is limited to US Government agencies.” “This 
publication supersedes pages 3-125 through 3-152 of FM 55- 
67V, 6 February 1978; and FM 55-67V/CM, 6 February 
1978”—P. i. “January 1984.” Bibliography: p. References 
— References 3. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Helicopters — Maintenance and repair — Handbooks, manu- 
als, etc. 3. Military helicopters — Maintenance and repair — 
Handbooks, manuals, etc. I. Title. II. Title: Soldier’s 
manual, skill level three and trainer’s guide. III. Title: MOS 
67V_ observation/scout helicopter repairer. IV. Series: 
United States. Dept. of the Army. Field manual ; FM 55-67 V 
3. OCLC 11014700 


84-20701 
D 101.20:55-67 Y 3/4 
United States. Dept. of the Army. 

Soldier’s manual, skill level 3/4 and trainer’s guide : attack 
helicopter repairer MOS 67Y.—[Washington, DC] : Head- 
quarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : forms ; 26 cm.— (FM ; 55-67Y3/4) 
Cover title. “This publication supersedes pages 3-33 through 
3-36, 3-111 through 3-116, 3-197 through 3-210, 3-233 through 
3-239, 3-293 through 3-297, 3-359 through 3-362, and 3-365 
through 3-379 of FM 55-67, 30 August 1977 and FM 55-67Y/ 
CM, 30 August 1977”—P. i. “This publication contains tech- 
nical or operational information that is for official Govern- 
ment use only. Distribution is limited to US Government 
agencies.” “January 1984.” Bibliography: p. References-1 - 
References-3. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Helicopters — Maintenance and repair — Handbooks, manu- 
als, etc. I. Title. II. Title: Soldiers manual skill level three/ 
four and trainer’s guide. III. Title: Attack helicopter repairer 
MOS 67Y. IV. Series: United States. Dept. of the Army. 
Field manual ; FM 55-67 Y 3/4. OCLC 11037884 


84-20702 
D 101.20:55-68 B 3 
Soldier’s manual skill levels 3 and trainer’s guide, aircraft pow- 
erplant repairer MOS 68B. — [Washington, DC] : Headquar- 
ters, Dept. of the Army, 1984- 
1 v. (loose-leaf) : 2 forms ; 26 cm.— (FM ; 55-68 B 3) 
Cover title. “Supersedes pages 3-109 thru 3-110, 3-137 thru 


Page 63 





Army Department — Defense Dept. 


3-140, 3-201 thru 3-208, 3-297 thru 3-305, 3-333 thru 3-342, 
and 3-365 thru 3-337 of FM 55-68B, 26 January 1978, and FM 
55-68B/CM, 26 January 1978"—P. i. “This publication con- 
tains technical or operational information that is for official 
government use only. Distribution is limited to US govern- 
ment agencies.” “January 1984.” Bibliography: p. Refer- 
ences-1 - References-3. 1 v. (various pagings) : ill. ; 28 cm. — (Field manual ; FM 
1. Military helicopters — Maintenance and repair — Hand- 55-386) Cover title. “July 1983.” Bibliography: p. A-1 — 
books, manuals, etc. 2. Airplanes, Military — United A-2. 
States — Maintenance and repair — Handbooks, manuals, etc. 1. United States. Army — Handbooks, manuals, etc. 2. 
I. United States. Dept. of the Army. II. Series: United Atomic weapons — Transportation — Handbooks, manuals, 
States. Dept. of the Army. Field manual ; FM 55-68 B 3. etc. I. United States. Dept. of the Army. II. Series: United 
OCLC 11027287 States. Dept. of the Army. Field manual ; FM 55-386. 
84-20703 OCLC 10966313 


84-20707 


84-20706 
D 101.20:55-386 
Air transport procedures, transport of Pershing II warhead sec- 
tion in shipping and storage container, M620, by US Army 
helicopters. — [Washington, D.C.] : Headquarters, Dept. of 
the Army, [1983] 


D 101.20:55-68 D 3 
United States. Dept. of the Army. 


D 101.20:55-66N/TG 
Soldier’s manual skill level 3 and trainer’s guide : MOS 68D 


Trainer’s guide, utility helicopter technical inspector MOS 


aircraft powertrain repairer. — [Washington, DC] : Headquar- 
ters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : 2 forms ; 27 cm.— (FM ; 55-68D3) 
Cover title. “Supersedes pages 3-39 through 3-76 of FM 55- 
68D, 20 March 1978, and FM 55-68D/CM, 20 March 1978”— 
P. i. “This publication contains technical or operational in- 
formation that is for official government use only. Distribu- 
tion is limited to US government agencies.” “January 1984.” 
Bibliography: p. Ref-1 - Ref-3. 

1. Airplanes— Maintenance and _ repair — Handbooks, 
manuals, etc. 2. Aeronautics, Military — Study and teach- 
ing — United States. I. Title. II. Title: Soldier’s manual 
skill level three and trainer’s guide. III. Title: MOS 68D 
aircraft powertrain repairer. IV. Series: United States. Dept. 
of the Army. Field manual ; FM 55-68D3. OCLC 11018790 


84-20704 


D 101.20:55-68 G 3 

Soldier’s manual skill level 3 and trainer’s guide, aircraft struc- 
tural repairer MOS 68G. — [Washington, DC] : Headquarters, 
Dept. of the Army, 1984- 

1 v. (loose-leaf) : 2 forms ; 26 cm.— (FM ; 55-68 G 3) 
Cover title. “Supersedes pages 3-165 through 3-183 of FM 
55-68G, 1 December 1977; and FM 55-68G/CM, 30 August 
1977”—P. i. “This publication contains technical or oper- 
ational information that is for official government use only. 
Distribution is limited to US government agencies.” “Janu- 
ary 1984.” Bibliography: p. References-1 - References-5. 

1. Military helicopters — Maintenance and repair — Hand- 
books, manuals, etc. 2. Airplanes, Military — United 
States — Maintenance and repair — Handbooks, manuals, etc. 
I. United States. Dept. of the Army. II. Series: United 
States. Dept. of the Army. Field manual ; FM 55-68 G 3. 
OCLC 11027302 


84-20705 


D 101.20:55-68 K 4/rev. 

Soldier’s manual skill level 4 and trainer’s guide, MOS 68K 
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Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : 2 forms ; 26 cm.— (FM ; 55-68 K 4) 
Cover title. “Supersedes FM 55-68K4, 26 January 1978, and 
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cial government use only. Distribution is limited to US gov- 
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1. United States. Army — Handbooks, manuals, etc. 2. 
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manuals, etc. I. United States. Dept. of the Army. II. 
Series: United States. Dept. of the Army. Field manual ; FM 
55-68 K 4. OCLC 11027321 


Page 64 


66N. — [Washington, DC] : Headquarters, Dept. of the Army, 
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title. ‘Contains technical or operational information that is 
for official government use only. Distribution is limited to US 
government agencies.” “28 November 1983”—P. i. Bibli- 
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Series: United States. Dept. of the Army. Field manual ; FM 
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84-20708 


D 101.20:63-2 


United States. Dept. of the Army. 


Combat service support operations division. — [Washing- 
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United States. Dept. of the Army. 
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United States. Dept. of the Army. Field manual ; FM 63-3. 
OCLC 11037564 


84-20710 


D 101.20/2:5-64 


United States. Dept. of the Army. 
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1 v. (loose-leaf) : il]., 1 form ; 28 cm.— (ARTEP ; 17-85) 
Cover title. Distributed to depository libraries in microfiche. 
“23 April 1982"—P. i. Bibliography: p. A-] — A-13. 
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1 v. (loose-leaf) : ill., forms ; 28 cm.— (ARTEP ; 19-76) 
Cover title. Distributed to depository libraries in microfiche. 
“13 October 1982”—P. i. Supersedes ARTEP 19-76, 16 Sep- 
tember 1977. Bibliography: p. A-1 — A-17. @Item 324-A 
(microfiche) 

1. United States. Army. Corps of Military Police — Hand- 
books, manuals, etc. 2. Military education — United States — 
Handbooks, manuals, etc. I. Title. II. Series: United States. 
Dept. of the Army. Army training and evaluation program ; 
ARTEP 19-76. OCLC 11002877 


84-20713 
D 101.20/2:29-229 
United States. Dept. of the Army. 

TMDE calibration and repair team (support battalion) and 
calibration and repair support company TMDE. — [Washing- 
ton, DC] : Dept. of the Army, 1983- 

1 v. (loose-leaf) : ill., forms ; 26 cm.— (ARTEP ; 29-229) 
Cover title. Distributed to depository libraries in microfiche. 
“Army Training and Evaluation Program.” “25 March 
1982”—P. i. Bibliography: p. A-1 — A-15. “This ARTEP 
replaces ARTEP 29-226, 12 November 1979”—P. i. @lItem 
324-A (microfiche) 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Equipment — Maintenance and 
repair — Handbooks, manuals, etc. I. Title. II. Title: 
T.M.D.E. calibration and repair team (support battalion) and 
calibration and repair support company TMDE. III. Series: 
United States. Dept. of the Army. Army training and evalua- 
tion program ; ARTEP 29-229. OCLC 11019282 


84-20714 
D 101.20/2:55-459 
Army training and evaluation program for transportation air- 
craft maintenance intermediate support company (AVIM). — 
[Washington, DC] : Dept. of the Army, 1983- 

1 v. (loose-leaf) : ill. ; 28 cm.— (ARTEP ; 55-459) Cover 
title. “Supersedes ARTEP 55-459, 10 July 1978"—P. i. “19 
April 1983°—P. i. “This publication contains technical or 
operational information that is for official Government use 
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only. Distribution is limited to US Government agencies.” 
Includes bibliographical references. 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Aviation — Maintenance and repair — 
Handbooks, manuals, etc. 3. United States. Army — Trans- 
portation — Handbooks, manuals, etc. 4. Airplanes, Mili- 
tary — Maintenance and repair — Handbooks, manuals, etc. 
I. United States. Dept. of the Army. II. Series: United 
States. Dept. of the Army. Army training and evaluation 
program ; ARTEP 55-459. OCLC 10980821 


84-20715 
D 101.22:40-9 
Interpersonal relations in the care and management of pa- 
tients. —[Washington, DC] : Headquarters, Dept. of the 
Army, 1983- 

1 v. (loose-leaf) : 1 form ; 28 cm.— (Department of the 
Army pamphlet ; 40-9) Cover title. At head of title: Medi- 
cal services. “Supersedes TC 8-4, 31 May 1976"—P. i. 
“December 1983.” Bibliography: p. A-1. @lItem 327-E 

1. United States. Army — Medical care. 2. Medical 
care — United States. I. United States. Dept. of the Army. 
II. Series: DA pam ; 40-9. OCLC 11007358 


84-20716 
D 101.22:40-12 
Who needs it? : VD.—[Washington, D.C.?] : Headquarters, 
Dept. of the Army, [1984] 

60 p. : ill. ; 13 x 18 cm.— (Department of the Army 
pamphlet ; 40-12) Cover title. “February 1984.” “Super- 
sedes TC 21-45, 15 January 1975”—P. [2] of cover. @Item 
327-E 

1. Venereal disease education. 2. Venereal diseases — 
United States — Prevention. I. United States. Dept. of the 
Army. II. Title: VD. III. Series: DA pam ; 40-12. OCLC 
11019245 


84-20717 
D 101.22:95-1 
Aviation : the warrant officer candidate flight training pro- 
gram. —[Washington, DC] : Headquarters, Dept. of the 
Army, 1983- 

1 v. (loose-leaf) ; 28 cm.— (Department of the Army 
pamphlet ; 95-1) Cover title. “15 November 1983”—P. i. 
@ltem 327-E 

1. United States. Army — Warrant officers — Training of. 
2. United States. Army — Aviation. 3. Flight training — 
United States. I. United States. Dept. of the Army. II. 
Title: The Warrant officer candidate flight training program 
III. Series: DA pam ; 95-1. OCLC 10984666 


84-20718 
D 101.22:230-6/2 
United States. Dept. of the Army. 

The US Army nonappropriated fund employee retirement 
plan : summary plan description. — [Washington, DC] : Head- 
quarters, Dept. of the Army, 1984. 

19 p. ; 24cm. — (Department of the Army pamphlet ; 230- 
6) “DA pamphlet 230-6 dated December 1982 is supersed- 
ed”—P. [5] “May 1984.” @Item 327-E 

1. United States. Dept. of the Army — Officials and em- 
ployees— Pensions. 2. Civil service pensions — United 
States. I. Title. II. Title: The U.S. Army nonappropriated 
fund employee retirement plan. III. Series: DA pam ; 230-6. 
OCLC 11007367 
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84-20719 
D 101.22:351-4/3 
United States. Dept. of the Army. 

US Army formal schools catalog [microform.] — [Wash- 
ington, D.C.?] : Headquarters, Dept. of the Army, [1983] 

1 v. ; 28 cm. — (DA pam ; 351-4) Microfiche. [Baltimore, 
Md. : Dept. of the Army, U.S. Army AG Publications 
Center, 1983]. 17 microfiches ; 11 x 15 cm. “1 September 
1983.” Includes indexes. “This publication is a complete 
revision of and supersedes DA pam 351-4, dated April 1983, 
including all revisions.” @lItem 327-E (microfiche) 

1. United States. Army — Vocational guidance. 2. Military 
education — United States — Curricula. I. Title. II. Series. 
OCLC 11007620 


84-20720 
D 101.22:351-4/4 
United States. Dept. of the Army. 

US Army formal schools catalog [microform.] — [Wash- 
ington, D.C.?] : Headquarters, Dept. of the Army, [1984] 

1 v. ; 28 cm. — (DA pam ; 351-4) Microfiche. [Baltimore, 
Md. : Dept. of the Army, U.S. Army AG Publications 
Center, 1984]. 17 microfiches ; 11 x 15 cm. “1 April 1984.” 
Includes index. “This publication is a complete revision of 
and supersedes DA pam 351-4, dated 1 September 1983, in- 
cluding all revisions.” @lItem 323 (microfiche) 

1. United States. Army — Vocational guidance. 2. Military 
education — United States— Curricula. I. Title. II. Series. 
OCLC 11007674 


84-20721 
D 101.22:550-154/2 
Indian Ocean, five island countries /Foreign Area Studies, 
American University ; edited by Frederica M. Bunge. — 2nd 
ed., 1982. — Washington, D.C. : Headquarters, Dept. of the 
Army : For sale by the Supt. of Docs., U.S. G.P.O., 1982, 
1983 (1984 printing) 

xxvii, 346 p. : ill., maps ; 24 cm.— (Area handbook series) 
(DA pam ; 550-154) “Research completed May 1982.” 
“Supersedes DA Pam 550-154, 1971 edition and DA Pam 550- 
163, 1973 edition’—T.p. verso. Bibliography: p. 305-327. 
Includes index. @lItem 327-J S/N 008-020-00957-1 @ GPO 
$9.50 

1. Islands of the Indian Ocean. I. Bunge, Frederica M. 
II. American University (Washington, D.C.). Foreign Area 
Studies. III. United States. Dept. of the Army. IV. Series. 
V. Series. DS349.8.1S5 1983 83-006395 969 ¢2 19 OCLC 
09393877 


84-20722 
D 101.22:601-5-9 
United States. Dept. of the Army. 

MCL user manual. —[Washington, DC] : Headquarters, 
Dept. of the Army, [1984- 

1 v. (ioose-leaf) ; 28 cm.— (Department of the Army 
pamphlet ; 601-5-9) Cover title. “15 February 1984.” 
@ltem 327-E 

1. United States. Army — Handbooks, manuals, etc. 2. 
Management information systems — Handbooks, manuals, etc. 
I. Title. II. Title: M.C.L. user manual. III. Series: DA pam 
; 601-5-9. OCLC 10966306 


84-20723 
D 101.22:601-5-9/2 
United States. Dept. of the Army. 

Mobilization cross-leveling (MCL) user manual. — [Wash- 
ington, DC] : Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) ; 28 cm.— (Department of the Army 
pamphlet ; 601-5-9) Cover title. “1 May 1984.” “This 
pamphlet supersedes DA pam 601-5-9, 15 February 1984”—P. 
i. @ltem 327-E 
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1. United States. Army — Handbooks, manuals, etc. 2. 
Management information systems — Handbooks, manuals, etc. 
I. Title. II. Title: Mobilization cross-leveling (M.C.L.) user 
manual. III. Series: DA pam ; 601-5-9. OCLC 11014608 


84-20724 
D 101.22:621-15 
A Soldier’s guide to education. — Washington, DC : Headquar- 
ters, Dept. of the Army, [1984] 

52 p. : ill., 2 forms ; 14 cm.— (Department of the Army 
pamphlet ; 621-15) Cover title. “February 1984.” @lItem 
327-E 

1. United States. Army — Vocational guidance. 2. Military 
education — United States. I. United States. Dept. of the 
Army. II. Series: DA pam ; 621-15. OCLC 11002749 


84-20725 
D 101.22:690-37 
Employee services and quality of worklife : first steps in the 
quest for excellence. —[Washington, DC] : Headquarters, 
Dept. of the Army, 1983- 

1 v. (loose-leaf) ; 28 cm.— (Department of the Army 
pamphlet ; 6°0-37) Cover title. ‘15 February 1984.” Bibli- 
ography: p. 2-3. “Supersedes CPR ES5, Nov 61”—P. i. 
@ltem 327-E 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Personnel management — Handbooks, 
manuals, etc. 3. Civil service — United States — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. 
Series: DA pam ; 690-37. OCLC 11019239 


84-20726 
D 101.22:700-50 
Integrated logistic support : developmental supportability test 
and evaluation guide.—[Washington, DC] : Headquarters, 
Dept. of the Army, [1984- ] 

1 v. (loose-leaf) : ill., forms ; 28 cm. — (Department of the 
Army pamphlet ; 700-50) Cover title. At head of title: Lo- 
gistics. Bibliography: p. A-1 — A-2. “1 January 1984.” 
“Effective 1 February 1984”—P. i. @lItem 327-E 

1. Integrated logistic support. I. United States. Dept. of 
the Army. II. Series: DA pan. ; 700-50. OCLC 10981478 


84-20727 
D 101.22:740-2/3 
Guide for movement of mobile homes. — Washington, DC : 
Headquarters, Dept. of the Army, [1984] 

iv, 41 p. : ill. ; 21 x 28 cm.— (DA pam ; 740-2) (NAVSUP 
pub ; 521) (AFP ; 75-44) (MCO ; 4600.35B) “Supersedes DA 
PAM 740-2/NAVSUP PUB 521/AFP 75-44/MCO 4600.35, 1 
November 1978.” “15 February 1984.” @lItem 327-E 

1. Mobile homes — United States. 2. Relocation (Hous- 
ing) — United States. I. United States. Dept. of the Army. 
II. United States. Dept. of the Navy. III. United States. 
Dept. of the Air Force. IV. Series. V. Series. VI. Series: 
United States. Marine Corps. MCO ; 4600.35 B. VII. Series: 
Air Force pamphlet ; AFP 75-44. OCLC 10980861 


84-20728 
D 101.22:870-2 
The Military historian in the field. —[Washington, D.C.?] : 
Headquarters, Dept. of the Army, 1983. 

1 v. (various pagings) ; 28 cm. — (Department of the Army 
pamphlet ; 870-2) Cover title. At head of title: Historical 
activities. “Supersedes DA pamphlet 870-2, 30 April 
1969"—P. i. ‘15 November 1983.” @lItem 327-E 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States—History, Military — Historiography. I. 
United States. Dept. of the Army. II. Series: DA pamphlet ; 
870-2. OCLC 10215401 





84-20729 
D 101.22/3:70-2 
United States. Army Materiel Development and Readiness 
Command. 

Materiel acquisition handbook, DARCOM TRADOC 
1984. — [Alexandria, Va.] : HQ, US Army Materiel Develop- 
ment & Readiness Command ; [Fort Monroe, Va.] : HQ, US 
Army Training & Doctrine Command, 1984- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (DARCOM pam- 
phlet ; 70-2) (TRADOC pamphlet ; 70-2) Cover title. Dis- 
tributed to depository libraries in microfiche. “20 January 
1983”—P. [i]” Bibliography: p. 1.1-I.14. “This pamphlet su- 
persedes DARCOM-P/TRADOC-P 70-2, 9 September 
1980”—P. [i]J” @lItem 322-A (microfiche) 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Procurement — Handbooks, manuals, 
etc. I. United States. Army Training and Doctrine Com- 
mand. II. Title. III. Title: Materiel acquisition handbook, 
D.A.R.C.O.M. T.R.A.D.O.C. 1984. IV. Series: DARCOM- 
P ; 70-2. V. Series: TRADOC-P ; 70-2. OCLC 11037726 


84-20730 
D 101.22/3:310-13 
United States. Army Materiel Development and Readiness 
Command. 

Military publications, preparation of plans for technical 
manual verification. — Alexandria, VA : Dept. of the Army, 
Headquarters, US Army Materiel Development and Readi- 
ness Command, [1984- ] 

1 v. (loose-leaf) ; 28 cm. — (DARCOM-P ; 310-13) Cap- 
tion title. Distributed to depository libraries in microfiche. 
“16 February 1984.” Includes bibliographical references and 
index. @lItem 322-A (micrcfiche) 

1. United States. Army — Handbooks, manuals, etc. 2. 
Technical manuals. I. Title. II. Series. OCLC 10962666 


84-20731 
D 101.22/3:700-3-5 
Logistics complete round charts : grenades, mines, pyrotechnics, 
rockets, rocket motors, demolition material. — Alexandria, 
Va. : US Army Materiel Development and Readiness Com- 
mand, 1984. 

ii, 33, 9 leaves ; 28 cm. — (DARCOM-P ; 700-3-5) Cover 
title. ‘This pamphlet supersedes AMC Pamphlet no. 700-3-5 
Ammunition Complete Round Chart, dated September 
1980”—P. ii. Distributed to depository libraries in micro- 
fiche. “November 1983.” @lItem 322-A (microfiche) 

1. Ammunition. I. United States. Army Materiel Develop- 
ment and Readiness Command. II. Series. OCLC 10977369 


84-20732 
D 101.22/3:702-2 
Quality engineering handbook for preparation and maintenance 
of quality assurance provisions. —[Alexandria, VA] : Head- 
quarters, US Army Materiel Development and Readiness 
Command, 1984- 
1 v. (loose-leaf) : ill., forms ; 28 cm. —- (DARCOM.-P ; 702- 
2) Cover title. Distributed to depository libraries in micro- 
fiche. ‘4 Apr. 1983.” Includes bibliographical references. 
@ltem 322-A (microfiche) 
1. United States. Army — Equipment — Quality control. 
2. Quality control — United States. 3. Engineering inspec- 
tion. I. United States. Army Materiel Development and 
Readiness Command. _ II. Series. OCLC 10981200 
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84-20733 
D 101.22/7:350-3 
JOIN leader’s manual. — [Fort Sheridan, Ill.] : U.S. Army Re- 
cruiting Command, 1983- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (USAREC PAM ; 
350-3) Cover title. “July 1983.” Includes bibliographical 
references. @ltem 322-A-1 

1. United States. Army — Recruiting, enlistment, etc. 2. 
Management information systems. I. United States. Army 
Recruiting Command. II. Title: J.O.I.N. leader’s manual. 
III. Series: USAREC pamphlet ; 350-3. OCLC 10117688 


84-20734 
D 101,25:9-2300-295-15-25 
VTA-903T Cummins engine warranty. — Washington, DC : 
Headquarters, Dept. of the Army, [1984- 

1 v. (loose-leaf) : 1 form ; 28 cm.— (Department of the 
Army technical bulletin ; TB 9-2300-295-15-25) Caption title. 
“1 March 1984.” @lItem 329 

1. United States. Army — Equipment and supplies. 2. En- 
gines. I. United States. Dept. of the Army. II. Series: 
Army TB ; 9-2300-295-15-25. OCLC 10984835 


84-20735 
D 101.25:9-4910-508-35 
Calibration procedure for internal combustion engine tester 
(general). — Washington, DC : Headquarters, Dept. of the 
Army, 1984- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical bulletin ; TB 9-4910-508-35) Caption title. “This 
bulletin supersedes TB 9-4910-508-50, 20 May 1974, including 
all changes”—P. 1. “17 April 1983.” @Item 329 

1. Internal combustion engines — Testing. 2. Calibration. 
I. United States. Dept. of the Army. II. Series: Army TB ; 
9-4910-508-35. OCLC 11014887 


84-20736 
D 101.25:9-4920-365-35 
Calibration procedure for compressor bleed valve test stand, 
Lycoming, model LTCT421. — Washington, DC : Headquar- 
ters, Dept. of the Army, 1984- 

1 v. (loose-leaf) ; 28 cm.— (Department of the Army 
technical bulletin ; TB 9-4920-365-35) Caption title. “2 
May 1984.” Supersedes TB 55-4920-351-50, 22 June 1973. 
@ltem 329 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Equipment — Maintenance and repair. 
3. Compressors — Valves — Testing. I. United States. Dept. 
of the Army. II. Series: Army TB ; 9-4920-365-35. OCLC 
10966301 


84-20737 
D 101.25:9-4931-213-50 
Calibration procedure for gage block comparator (7913365). — 
Washington, DC : Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Department of the Army 
technical bulletin ; 9-4931-213-50) Caption title. “27 April 
1978.” “Supersedes TB 9-4931-213-50, 10 January 1973, in- 
cluding all changes.” @lItem 329 

1. United States. Army — Handbooks, manuals, etc. 2. 
Gage blocks — Calibration — Handbooks, manuals, etc. I. 
United States. Dept. of the Army. II. Series: Army TB ; 9- 
4931-213-50. OCLC 11019249 
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84-20738 
D 101.25:9-4931-428-50 
Calibration procedure for thermometer sets 7910479 and ASTM 
80-182 (80-211-22); and thermometers, Fisher scientific models 
15-142D and 15-142F and thermometer ASTM SOF. — Wash- 
ington, DC : Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical bulletin ; TB 9-4931-428-50) Caption title. “18 
November 1975.” Supersedes TB 9-4931-428-50, 3 May 
1974, including all changes. @Item 329 

1. United States. Army— Equipment and supplies. 2. 
Thermometers and thermometry — Calibration. I. United 
States. Dept. of the Army. II. Series: Army TB ; 9-4931-428- 
50. OCLC 10984831 


84-20739 
D 101.25:9-4935-552-50-2 
Calibration procedure for intensity test source 11154040 (TA- 
114) and IR probe 10684700 (TA-437) : land combat support 
system (LCSS). — [Washington, D.C.?] : Department of the 
Army, 1984- 
1 v. (loose-leaf) : ill. ; 28 cm. — (Technical bulletin ; TB 9- 
4935-552-50-2) Cover title. “May 1984.” @ltem 329 
1. Testing-machines — Calibration. I. United States. Dept. 
of the Army. II. Series: Army TB ; 9-4935-552-50-2. 
OCLC 1098141! 


84-20740 
D 101.25:9-4935-552-50-3/rp.1 
Calibration procedure for test station, guided missile system 
AN/TSM-93, 4935-00-930-7250, land combat support system 
(LCSS). — [Washington, D.C.] : Headquarters, Dept. of the 
Army, [1978- 

1 v. (loose-leaf) : ill., forms ; 28 cm. — (Technical bulletin ; 
9-4935-552-50-3) Cover title. “October 1978.” “This copy 
is a reprint which includes current pages from Change 1.” 
“Supersedes TB 9-4935-552-50-3, dated 15 November 1976”— 
P.1. @ltem 329 

1. United States. Army — Handbooks, manuals, etc. 2. 
Guided missiles— Maintenance and repair — Handbooks, 
manuals, etc. 3. Calibration. I. United States. Dept. of the 
Army. II. Series: Army TB ; 9-4935-552-50-3. OCLC 
11040998 


84-20741 
D 101.25:9-5210-207-50 
Calibration procedure for micrometers, inside (general). — 
Washington, D.C. : Headquarters, Dept. of the Army, 1984- 


1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical bulletin ; TB 9-5210-207-50) Caption title. “This 
bulletin supersedes TB 9-5210-207-50, 13 July 1966”—P. 1. 
“20 July 1976.” @Item 329 

1. Micrometer. 2. Calibration. I. United States. Dept. of 
the Army. II. Series: Army TB ; 9-5210-207-50. OCLC 
11014875 


84-20742 
D 101.25:9-6625-990-35 

Calibration procedure for multimeter AN/URM-105, AN/ 
URM-10SA, AN/URM-105B, AN/URM-105C, ME-77/U, 
ME-77A/U, ME-77B/U, ME-77C/U, TS-297( )/U, and trip- 
lett model 650, and vacuum tube volt-ohmmeter, Simpson 
model 303. — Washington, D.C. : Headquarters, Dept. of the 
Army, 1984- 

v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical bulletin ; 9-6625-990-35) Caption title. “This bul- 
letin supersedes TB 9-6625-990-50, 26 November 1971 and TB 
11-6625-203-35/1, 18 January 1966”—P. 1. “20 December 
1974.” @Item 329 
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1. Voltohmmeter — Calibration. 2. Vacuum-tube  volt- 
meter — Calibration. I. United States. Dept. of the Army. 
Il. Series: Army TB ; 9-6625-990-35. OCLC 10990069 


84-20743 


D 101.25:9-6625-1339-50 


Calibration procedure for igniter circuit tester, M.B. electronics 


models 101-SBG, 101-5BF, 101-SBFG, 101-5CF, and 101- 
5CPBG. — Washington, D.C. : Headquarters, Dept. of the 
Army, 1984- 

1 v. (loose-leaf) ; 28 cm.— (Department of the Army 
technical bulletin ; 9-6625-1339-50) Caption title. ‘5 Octo- 
ber 1973.” “This bulletin supersedes TB 9-6625-1339-50, 12 
August 1971.” @lItem 329 

1. United States. Army — Handbooks, manuals, etc. 2. 
Electronic circuits — Testing. 3. Calibration. 4. United 
States. Army — Equipment — Maintenance and_ repair — 
Handbooks, manuals, etc. I. United States. Dept. of the 


Army. II. Title. III. Series: Army TB ; 9-6625-1339-50. 
OCLC 11007660 


84-20744 


D 101.25:9-6625-1429-35 


Calibration procedure for digital voltmeters, Hewlett-Packard 


models 405AR, 405BR, 5265A (PL1344U), and 3430A; AN/ 
GSM-64 (ME218), (non-linear systems model V35A), AN/ 
GSM-64A (ME218A) and AN/USM-192 (ME277U). — 
Washington, DC : Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Department of the Army 
technical bulletin ; TB 9-6625-1429-35) Caption title. ‘16 
November 1979.” Supersedes TB 9-6625-1429-35, 27 March 
1978. @ltem 329 

1. United States. Army — Equipment and supplies. 2. 
Voltmeter. 3. Calibration. I. United States. Dept. of the 
Army. II. Series: Army TB ; 9-6625-1429-35. OCLC 
10984838 


84-20745 


D 101.25:9-6625-1996-35 


Calibration procedure for frequency counter Hewlett-Packard, 


models 5345A and 5345A/E28.— Washington, DC : Head- 
quarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill. ; 28 cm.-— (Department of the Army 
technical bulletin ; TB 9-6625-1996-35) Caption title. ‘“Su- 
persedes TB 9-6625-1996-35, 29 August 1980, including all 
changes”—P. 1. “18 May 1984.” @Item 329 

1. Frequency meters — Calibration. I. United States. Dept. 
of the Army. II. Series: Army TB ; 9-6625-1996-35. OCLC 
11034967 


84-20746 


D 101.25:9-6625-2051-35 


Calibration procedure for radio test set AN/PRM-34. — Wash- 


ington, DC : Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical bulletin ; TB 9-6625-2051-35) Caption title. “Su- 
persedes TB 9-6625-2051-35, 15 January 1982.” “2 May 
1984.” @Item 329 

1. Radio — United States — Calibration. I. United States. 
Dept. of the Army. II. Series: Army TB ; 9-6625-2051-35. 
OCLC 11007379 


84-20747 


D 101.25:9-6625-2112-35 


Calibration procedure for pulse generator, SG-1205/U Systron 


Donner, model 114A-400 Hz. — Washington, DC : Headquar- 
ters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical bulletin ; TB 9-6625-2112-35) Caption title. “19 
May 1984.” @lItem 329 





1. Pulse generators — Calibration. 
of the Army. 
11034938 


I. United States. Dept. 
II. Series: Army TB ; 9-6625-2112-35. OCLC 


84-20748 
D 101.25:9-6670-248-50 
United States. Dept. of the Army. 

Calibration procedure for beam indicating scale, AAA-S- 
118b. — Washington, D.C. : Headquarters, Dept. of the 
Army, 1984- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Department of the Army 
technical bulletin ; TB 9-6670-248-50) Caption title. ‘17 
May 1971.” “This bulletin supersedes TB 9-6670-248-50, 3 
December 1965.” @lItem 329 

1. Scales (Weighing instruments) — United States — Cali- 
bration. I. Title. II. Series: Army TB ; 9-6670-248-50. 
OCLC 11013379 


84-20749 
D 101.25:43-0001-39-6 
Equipment improvement report and maintenance digest (US 
Army Tank-Automotive Command) : tank and automotive 
equipment (Apr. thru June - 2nd qtr CY 83). — [Washington, 
D.C.] : Headquarters, Dept. of the Army, [1983- 

1 v. (loose-leaf) : ill., forms ; 25 cm. — (Department of the 
Army technical bulletin ; TB 43-0001-39-6) Cover title. “1 
July 83.” @Item 329 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Equipment and supplies — Mainte- 
nance and repair. 3. Tanks (Military science) — Maintenance 
and repair — Handbooks, manuals, etc. 4. Automobiles, Mili- 
tary — Maintenance and repair — Handbooks, manuals, etc. 
I. United States. Dept. of the Army. II. Title: Tank and 
automotive equipment (Apr. thru June - 2nd qtr CY 83) III. 
Series: Army TB ; 43-0001-39-6. OCLC 11041690 


84-20750 
D 101.25:43-0001-61-4 
Equipment improvement report and maintenance digest : test, 
measurement and diagnostic equipment (TMDE), (fourth 
quarter, CY 1983). — [Washington, DC] : Headquarters, Dept. 
of the Army, 1984. 
1 v. (various pagings) : ill. ; 28 cm. — (Technical bulletin ; 
TB 43-0001-61-4) Cover title. “January 1984.” Supersedes 
TB 43-0001-32 series and the DA TMDE activities report 
(RCS CSGLD-1810) @lItem 329 
1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army— Equipment and supplies — Mainte- 
nance and repair. I. United States. Dept. of the Army. II. 
Series: Army TB ; 43-0001-61-4. OCLC 10966318 


84-20751 
D 101.25:43-0002-81 
Maintenance expenditure limits for tactical wheeled vehicles 
FSC group 23, FSC classes 2310, 2320, and 2330. — Washing- 
ton, DC : Headquarters, Dept. of the Army, 1983- 

1 v. (loose-leaf) : 2 forms ; 28 cm.— (Department of the 
Army technical bulletin ; 43-0002-81) Caption title. “16 
November 1983.” Includes bibliographical references. ‘‘Su- 
persedes TB 43-0002-81, 31 August 1976.” @ltem 329 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Equipment — Maintenance and 
repair — Handbooks, manuals, etc. 3. Vehicles, Military — 
United States— Maintenance and _ repair — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. 
Series: Army TB ; 43-0002-81. OCLC 11019231 
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84-20752 
D 101.43/2:439 
Working together : business and the Army Reserve. — [Wash- 
ington, D.C.?] : Army Reserve, 1983. 
[8] p. : col. ill, 1 form ; 22 cm. “September 1983”—P. [4] 
of cover. “RPI 439”—P. [4] of cover. @lItem 323-A 
1. United States. Army Reserve. I. United States. Army 
Reserve. OCLC 10957472 


84-20753 
D 101.56:Au 2 
Audiovisual catalog : Training Audiovisual Support Center. — 
Fort Irwin, Ca. : National Training Center, 1984. 
203 p. : ill., 2 forms ; 28 cm. Cover title. “March, 1984.” 
@ltem 327-L 
1. United States. Dept. of the Army. National Training 
Center — Audio-visual aids— Catalogs. I. United States. 


Dept. of the Army. National Training Center. OCLC 
10980835 


84-20754 
D 101.92:M 966/x 


Torrisi, Salvatore P. 

Operation of the Chemical Agent Munitions Disposal 
System (CAMDS) at Tooele Army Depot, Utah : final envi- 
ronmental impact statement.— Aberdeen Proving Ground, 
Mad. : Dept. of the Army, Office of the Project Manager for 
Chemical Demilitarization and Installation Restoration, [1977] 


1 v. (various pagings) : ill., maps, 1 form ; 28 cm. 
1977.” Includes bibliographies. 

1. Decontamination (from gases, chemicals, etc.) 2. Muni- 
tions — Storage — Environmental aspects — Utah. I. United 
States. Dept. of the Army. Office of the Project Manager for 
Chemical Demilitarization and Installation Restoration. II. 
Title. OCLC 10984867 


“March 


84-20755 
D 101.94:St 1 
Basic management statistics : Army management course : cour- 
sebook. — [Ist revision, Sept. 1982, 2nd print., June 1983] — 
[Rock Island, Ill.] : U.S. Army Management Engineering 
Training Activity, 1984. 
178, 7, 23 p. : ill, 1 map, forms ; 28 cm. Cover title. 
“October 1982.” @Item 325-B-2 
1. United States. Army — Management. 
Dept. of the Army. OCLC 10966415 


84-20756 


I. United States. 


D 101.94/2:Q 2/982 
Quality assurance orientation seminar : defense management 

joint course, course book. — [Rock Island, IL] : U.S. Army 
Management Engineering Training Activity, 1984. 

1 v. (various pagings) : ill, forms ; 28 cm. Cover title. 
“6th printing - 1982”—1st prelim. p. @lItem 325-B-3 

1. United States. Army — Equipment — Study and teach- 
ing. I. United States. Army. Management Engineering 
Training Activity. OCLC 10984648 


84-20757 
D 101.94/2:W 89/2 
Work planning and control systems : defense management joint 
course : course book. — [Rev. ed, 2nd print. - Aug. 1983] — 
[Rock Island, IL] : U.S. Army Management Engineering 
Training Activity, 1983 (1984 printing). 
1 v. (various pagings) : ill., forms ; 28 cm. Cover title. 
@ltem 325-B-3 
1. United States. Army— Personnel management. 2. 
Labor productivity — Study and teaching — United States. 
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Adjutant General‘s Office (Army) — Defense Dept. 


I. United States. Army. Management Engineering Training 1. United States. Army. Corps of Engineers. I. Army En- 
Activity. OCLC 10984639 gineer Center and Fort Belvoir. OCLC 10962715 


84-20758 84-20763 
D 101.94/2:W 89/2/work. D 103.2:G 79/4 
Work planning and control systems : defense management joint Great Lakes water level facts. — Detroit, Mich. : US Army 
course : work book.—[Rev. ed, Sth print. - Aug. 1983] — Corps of Engineers, Detroit District, 1984. 
[Rock Island, IL] : U.S. Army Management Engineering 15 p. : ill., maps ; 28cm. Cover title. @lItem 337 
Training Activity, 1983 (1984 printing). 1. Great Lakes— Water level. I. United States. Army. 


1 v. (various pagings) : ill., forms ; 28 cm. 1 folded form. Corps of Engineers. Detroit District. OCLC 10984848 
Cover title. @lItem 325-B-3 


1. United States. Army— Personnel management. 2. 84-20764 
Labor productivity —Study and teaching — United States. D 103.2:J 98/pam. 
I. United States. Army. Management Engineering Training Student pamphlet : military justice. — Fort Belvoir, Va. : US 
Activity. OCLC 10984626 Army Engineer School, [1984- ] 
84-20759 1 v. (loose-leaf) ; 27 cm. Cover title. “March 1984.” 


@ltem 337 
D 101.94/3:984 ° ie . 
United States Army Management Engineering Training Relive sana tone tien — rey pews ene = 

: tivity : fiscal year 1984. — Rock Island, Ill. : The tes: ean ee gee ae Nake 
Activity, 1983. y 7 School. II. Title: Military justice. OCLC 10981146 

1 v. (various pagings) : ill. ; 28cm. @lItem 325-B-3 84-20765 

1. United States. Army. Management Engineering Training D 103.2:M 51/976-81 
Activity — Catalogs. I. United States. Army. Management Williams, Bobby Joe. 


Engineering Training Activity. OCLC 11019346 Into the second century : Memphis engineer district, 1976- 
84-20760 1981 /by Bobby Joe Williams. —[Memphis, Tenn.?] : U.S. 
D 101.101:101-26 V 10/M-DB (1) Army Corps of Engineers, Memphis District, [1983] 
Diagram Booklet : radio set AN/FRC-162(V) and AN/FRC- viii, 64 p. : ill. (some col.), 2 maps, ports. ; 28 cm. “Janu- 
165(V). — Fort Gordon, Ga. : U.S. Army Signal Center and ary 1983.” Bibliography: p. 63-64. @lItem 337 
Fort Gerdon, [19847] 1. United States. Army. Corps of Engineers. Memphis Dis- 
ii, 39 folded p. : ill. ; 28cm. “This document supports task trict. I. United States. Army. Corps of Engineers. Memphis 
numbers 113-592-0022, 113-592-0025, 113-592-0085, 113-592- District. II. Title. OCLC 10155742 
3024, 113-592-3025 and 113-592-3026.” @ltem 325-B 
1. Radio, Military — United States — Charts, diagrams, etc.  84-20766 
I. US Army Signal Center and Fort Gordon. II. Title: _ D 103.2:0g 1/sum. 
Radio set AN/FRC-162(V) and AN/FRC-165(V) OCLC Six-state High Plains Ogallala Aquifer Regional Resources 
11007649 Study : water transfer element. — [Dallas, Tex.?] : Southwest- 
ern Division, U.S. Army Corps of Engineers, [1982] 
ADJUTANT GENERAL’S OFFICE (ARMY) v, 100 p. : ill., col. maps ; 28 cm. “Summary report”— 
Defense Dept Cover. Distributed to depository libraries in microfiche. 
“September 1982.” Includes bibliographical references. 
Washington, DC 20301 @ltem 337 (microfiche) 
84-20761 1. Water, Underground—Great Plains. 2. Water re- 
D 102.2:M 31 sources development —Great Plains. 3. Water transfer — 
United States. Dept. of the Army. Great Plains. I. United States. Army. Corps of Engineers. 
The Army club manager : a career with worldwide oppor- Southwestern Division. OCLC 10567313 
tunities. — Washington, DC : HQDA (DAAG-ZSM), [19847] 84-20767 


re D 103.2:Si 1 
Be. sheet +. 5 41 2.21 cm; CRRA te 1 5 2d United States. Army. = of Engineers. Mobile im i 
1. United States. Army — Management. 2. United States. Lake Sidney anier navigation a 
Army — Recruiting, salihaee. 8 a = 1:24,000 —— Mobile, Ala. : Mobile District, U.S. Army Corps 
11007350 of Engineers, 1983. 
1 atlas (A-G, 25, 6 p.) : col. ill., 25 col. maps, 1 form ; 28 
cm. Cover title. Relief shown by contours and spot 
ENGINEERS CORPS heights. Depth shown by isolmes and soundings. Includes: 
Orders or requests for publications listed below which are not “Map key.” @Item 337 ; 
sold by the Supt. of Docs. should be sent to the preparing and 1. Nautical charts — Georgia — Sidney Lanier, Lake. 2. 
issuing office indicated. Address requests to the U.S. Army Sidney Lanier, Lake (Ga.)— Navigation. 3. Sidney Lanier, 
Corps of Engineers and add the City and State shown. Publica- Lake (Ga.)— Maps. I. Title. OCLC 10984819 
tions shown as initiated and issued by the Chief of Engineers 84-20768 
should be ordered from Office of the Chief of Engineers, Publi- 


; é D 103.2:St 8/2 
cations Depot, 890 Pickett St., Alexandria, Va. 22304. Streambank protection for landowners and local govern- 


84-20762 ments. —[Washington, D.C.?] : US Army Corps of Engi- 
D 103.2:En 3/5 neers, [19847] 


Engineers, the dynamic corps. — Fort Belvoir, VA : US Army 1 sheet : col. ill. ; 23 x 40 cm. folded to 23 x 10 cm. 
Engineer Center and Fort Belvoir, [19837] @ltem 337 


[28] p. : col. ill., col. ports. ; 28 cm. Cover title. @Item 1. Streambank planting. 2. Erosion — United States. I. 
7 United States. Army. Corps of Engineers. OCLC 10966230 


33 
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84-20769 
D 103.6/5:St 8 
Keown, Malcolm P. (Malcolm Price) 

Streambank protection guidelines—for landowners and 
local governments. — [Washington, D.C.?] : US Army Corps 
of Engineers, [1983] 

60 p. : ill. (some col.), 2 maps, 2 forms ; 28 cm. Cover 
title. “October 1983”—P. 1. @item 337-A 

1. Shore protection— United States. I. United States. 
Army. Corps of Engineers. II. Title. OCLC 10603390 


84-20770 
D 103.6/5:T 27 
Raystown Lake : Terrace Mountain trail guide. — [Baltimore, 
Md.] : US Army Corps of Engineers, Baltimore District, 
[19847] 
36 p. 
337-B 
1. Nature trails — Pennsylvania— Terrace Mountain — 
Guide-books. I. United States. Army. Corps of Engineers. 
Baltimore District. OCLC 10980906 


84-20771 


: col. ill., col. maps ; 22 cm. Cover title. @Item 


D 103.8:6/4 
The Port of Albany and ports on Hudson River, New York / 
prepared by the Water Resources Support Center ; U.S. 
Army Corps of Engineers. — Rev. 1984. — Fort Belvoir, VA 
: The Corps : For sale by the Center, 1984. 
vi, 62 p. : ill, maps ; 26 cm. — (Port series ; no. 6) Two 
maps in pocket. Includes index. @lItem 340 
1. Harbors — New York — Albany. 2. Harbors — Hudson 
River (N.Y. and N.J.) 3. Port districts— New York — 
Albany. 4. Port districts — Hudson River (N.Y. and N.J.) 
I. Water Resources Support Cent2r (U.S.) II. United States. 
Army. Corps of Engineers. III. Series: Port series (United 
States. Army. Corps of Engineers) ; no. 6. OCLC 10868797 


84-20772 
D 103.8:63 
The Port of Louisville, Kentucky, ports on the Ohio River, 
miles 560-980, Cumberland and Green Rivers /prepared by 
the Water Resources Support Center. — New ed. — Fort Bel- 
voir, VA : U.S. Army Corps of Engineers : For sale by 
Water Resources Support Center, 1984. 
vi, 131 p., [1] leaf: ill. ; 26 cm 5 folded maps in pocket. — 
(Port series ; no. 63) @lItem 340 
1. Harbors — Kentucky — Louisville. 2. Harbors — Ohio 
River. 3. Cumberland River (Ky. and Tenn.) 4. Green 
River (Ky.: River) I. Water Resources Support Center 
(U.S.) II. Series: Port series (United. States. Army. Corps of 
Engineers) ; no. 63. OCLC 10869345 


84-20773 
D 103,24/2:E-83-5 
Techniques for reaeration of hydropower releases /by Charles 
E. Bohac ... [et al.] ; prepared for Office, Chief of Engineers, 
U.S. Army. — Washington, D.C. : The Office ; [Springfield, 
Va. : Available from National Technical Information Service, 
1983] 

164 p. : ill. ; 28 cm.— (Technical report ; E-83-5) Final 
report. Cover title. “Environmental & Water Quality 
Operational Studies.” Distributed to depository libraries in 
microfiche. “February 1983.” Includes bibliographies. 
Project No.: CWIS no. 31604. Project No.: EWQOS work 
unit IIIA.3. @Item 334-A-16 (microfiche) 

1. Hydroelectric generators. 2. Reservoirs — United 
States. 3. Water— Aeration. I. Bohac, Charles E. II. 
United States. Army. Corps of Engineers. III. Series: Tech- 
nical report (U.S. Army Engineer Waterways Experiment 
Station) ; E-83-5. OCLC 09399350 


Government Publications — October 1984 


84-20774 
D 103.24/2:GL-83-1/rp.3 
Cooper, Stafford S. 

Cavity detection and delineation research /by Stafford S. 
Cooper ; prepared for Office, Chief of Engineers, U.S. 
Army. — Washington, D.C. : Office, Chief of Engineers, U.S. 
Army ; [Springfield, Va. : Available from National Technical 
Information Service, 1983- ] 

v. : ill, maps ; 27 cm.— (Technical report ; GL-83-1) 
Report 3 of a series. Cover title. Distributed to depository 
libraries in microfiche . “May 1983.” Bibliography: p. 21. 
Contents: Rept. 3. Acoustic resonance and self-potential appli- 
cations: Medford Cave and Manatee Springs sites, Florida. 
Project No.: CWIS work unit 31150. @lItem 334-A-16 
(microfiche) 

1, Caves — Florida — Surveying. I. United States. Army. 
Corps of Engineers.. II. Title. III. Series: Technical report 
(U.S. Army Engineer Waterways Experiment Station) ; GL- 
83-1. OCLC 10165066 


84-20775 
D 103.24/2:GL-83-15 
Norton, William E. 

In situ determination of liquefaction potential using the 
PQS probe /by William E. Norton ; prepared for Office, 
Chief of Engineers, U.S. Army. — Washington, D.C. : The 
Office ; Vicksburg, Miss. : Geotechnical Laboratory, U.S. 
Army Engineer Waterways Experiment Station ; [Springfield, 
Va. : Available from National Technical Information Service, 
1983] 

1 v. (various pagings) : ill., 2 maps ; 27 cm.— (Technical 
report ; GL-83-15) Final report. Cover title. Distributed 
to depository libraries in microfiche. “September 1983.” 
Bibliography: p. 44. Project No.: CWIS work unit 31619. 


@ltem 334-A-16 (microfiche) 


1. Soil liquefaction. 2. Soil penetration test. I. United 
States. Army. Corps of Engineers. II. U.S. Army Engineer 
Waterways Experiment Station. III. Title. IV. Series: 
Technical report (U.S. Army Engineer Waterways Experi- 
ment Station) ; GL-83-15. OCLC 10295787 


84-20776 
D 103,24/2:HL-82-18/app.B 
Bottin, Robert R. 

Design for flood control, wave protection, and prevention 
of shoaling, Rogue River, Oregon : appendix B, results of 
additional tests : hydraulic model investigation /by Robert R. 
Bottin, Jr. ; prepared for U.S. Army Engineer District, Port- 
land. — Portland, Or. : The District ; [Springfield, Va. : 
Available from National Technical Information Service, 1983] 


13, [49] p. : ill., 2 maps ; 28 cm. — (Technical report ; HL- 
82-18) Final report. Cover title. Distributed to depository 
libraries in microfiche. “June 1983.” @lItem 334-A-16 
(microfiche) 

1. Flood control — Oregon — Rogue River. 
models. I. United States. Army. Engineer District, Portland. 
II. Title. III. Series: Technical report (U.S. Army Engineer 
Waterways Experiment Station) ; HL-82-18. OCLC 
09863074 


84-20777 


2. Hydraulic 


D 103.24/2:HL-83-5 
Seabergh, William C. 

Weir jetty performance : hydraulic and sedimentary consid- 
erations : hydraulic model investigation /by William C. Sea- 
bergh ; prepared for U.S. Coastal Engineering Research 
Center. — Vicksburg, Miss. : Hydraulics Laboratory, U.S. 
Army Engineer Waterways Experiment Station ; [Springfield, 
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Engineers Corps 


Va. : Available from National Technical Information Service, 
1983 

1 4 (various pagings) : ill., maps ; 28 cm.— (Technical 
report ; HL-83-5) Final report. Cover title. Distributed to 
depository libraries in microfiche. “March 1983.” Bibliog- 
raphy: p. 104-106. @lItem 334-A-16 (microfiche) pbk. 

1. Jetties. 2. Hydraulic structures— United States. 3. 
Sediment transport — United States. I. Coastal Engineering 
Research Center (U.S.) II. U.S. Army Engineer Waterways 
Experiment Station. Hydraulics Laboratory. III. Title. IV. 
Series: Technical report (U.S. Army Engineer Waterways 
Experiment Station) ; HL-83-5. OCLC 09600822 


84-20778 


D 103.24/2:HL-83-6 


Bottin, Robert R. 


Cleveland Harbor, Ohio, design for the safe and efficient 
passage of 1,000-ft-long vessels at the west (main) entrance : 
hydraulic model investigation /by Robert R. Bottin, Jr. ; 
prepared for U.S. Army Engineer District, Buffalo. — Vicks- 
burg, Miss. : Hydraulics Laboratory, U.S. Army Engineer 
Waterways Experiment Station ; [Springfield, Va. : Available 
from National Technical Information Service, 1983] 

1 v. (various pagings) : ill, maps ; 28 cm.— (Technical 
report ; HL-83-6) Final report. Cover title. Distributed to 
depository libraries in microfiche. “March 1983.” Bibliog- 
raphy: p. 45-46. @lItem 334-A-16 (microfiche) pbk. 

1. Navigation — Ohio — Cleveland. 2. Water waves. 3. 
Cleveland (Ohio) — Harbor. I. United States. Army. Corps 
of Engineers. Buffalo District. II. U.S. Army Engineer Wa- 
terways Experiment Station. Hydraulics Laboratory. III. 
Title. IV. Series: Technical report (U.S. Army Engineer 
Waterways Experiment Station) ; HL-83-6. OCLC 09650541 


84-20779 


D 103.24/2:HL-83-7 
Pickering, Glenn A. 

Big Creek flood-control project, Cleveland, Ohio : hydrau- 
lic model investigation /by Glenn A. Pickering ; prepared for 
U.S. Army Engineer District, Buffalo. — Vicksburg, Miss. : 
US Army Engineer Waterways Experiment Station, Hydrau- 
lics Laboratory ; [Springfield, Va. : Available from National 
Technical Information Service, 1983] 

23, [10] p., 18 p. of plates : ill. ; 28 cm. — (Technical report 
; HL-83-7) Final report. Cover title. Distributed to depos- 
itory libraries in microfiche. “April 1983.” @lItem 334-A- 
16 (microfiche) pbk. 

1. Flood control — Ohio — Cleveland. 2. Channels (Hy- 
draulic engineering) 3. Big Creek (Cuyahoga County, Ohio) 
I. United States. Army. Corps of Engineers. Buffalo District. 
II. U.S. Army Engineer Waterways Experiment Station. Hy- 
draulics Laboratory. III. Title. IV. Series: Technical report 
(U.S. Army Engineer Waterways Experiment Station) ; HL- 
83-7. OCLC 09727798 


84-20780 


D 103.24/2:HL-83-8 


Jensen, Robert E. 


Mississippi Sound wave-hindcast study : main text and ap- 
pendices A and B /by Robert E. Jensen ; prepared for U.S. 
Army Engineer District, Mobile. — Mobile, Ala. : The Dis- 
trict ; Vicksburg, Miss. : US Army Corps of Engineers, Hy- 
draulics Laboratory, [1983] 

56, 16, 2 p. : ill, 3 maps ; 28 cm.— (Technical report ; 
HL-83-8) Final report. Cover title. Distributed to deposi- 
tory libraries in microfiche. “April 1983.” Bibliography: p. 
54-56. @ltem 334-A-16 (microfiche) 

1. Water waves — Mathematical models. 2. Mississippi 
Sound. I. United States. Army. Corps of Engineers. Mobile 
District. II. U.S. Army Engineer Waterways Experiment 
Station. Hydraulics Laboratory. III. Title. OCLC 10980886 
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84-20781 


D 103.24/2:HL-83-9 


Fletcher, Bobby P. 


Bloomington Spillway, North Branch Potomac River, 
Maryland and West Virginia : hydraulic model investigation / 
by Bobby P. Fletcher ; prepared for U.S. Army Engineer 
District, Baltimore. — Baltimore, Md. : The District ; Vicks- 
burg, Miss. : Hydraulics Laboratory, U.S. Army Engineer 
Waterways Experiment Station ; [Springfield, Va. : Available 
from National Technical Information.Service, 1983] 

24, [47] p. : ill, maps ; 28 cm.— (Technical report ; HL- 
83-9) Final report. Cover title. Distributed to depository 
libraries in microfiche. “June 1983.” @lItem 334-A-16 
(microfiche) pbk. 

1. Spillways. 2. Hydraulic models. 3. Water waves. I. 
United States. Army. Corps of Engineers. Baltimore District. 
II. U.S. Army Engineer Waterways Experiment Station. Hy- 
draulics Laboratory. III. Title. IV. Series: Technical report 
(U.S. Army Engineer Waterways Experiment Station) ; HL- 
83-9. OCLC 09792702 


84-20782 


D 103,.24/4:GL-83-19 


Greenfield, Roy. 


Seismic analysis of tunnel boring machine signals at Kerck- 
hoff Tunnel /by Roy J. Greenfield ; prepared for Office, 
Chief of Engineers, U.S. Army. — Washington, D.C. : The 
Office ; [Springfield, Va. : Available from the National Tech- 
nical Information Service, 1983] 

69, 16 p. : ill., 2 maps ; 28 cm.— (Miscellaneous paper ; 
GL-83-19) Final report. Cover title. Distributed to depos- 
itory libraries in microfiche. ‘August 1983.” Bibliography: 
p. 68-69. Project No.: Project 4A762719AT40, task CO, 
work unit 007. @lItem 334-A-7 (microfiche) 

1. Tunnel detection. 2. Tunneling — Equipment and sup- 
plies. I. United States. Army. Corps of Engineers. II. Title. 
III. Series: Miscellaneous paper (U.S. Army Engineer Water- 
ways Experiment Station) ; GL-83-19. OCLC 10962776 


84-20733 


D 103.24/7:A-81-1 


The use of insects to manage alligatorweed /by Environmental 


Laboratory, U.S. Army Engineer Waterways Experiment Sta- 
tion ; prepared for Office, Chief of Engineers, U.S. Army. — 
Washington, D.C. : The Office ; [Springfield, Va. : Available 
from National Technical Information Service, 1981] 

33 p. : ill. (some col.) ; 27 cm. — (Instruction report ; A-81- 
1) Final report. Cover title. ‘November 1981.” Bibliog- 
raphy: p. 33. @lItem 334-A-7 pbk. 

1. Aquatic plants— Southeastern States. 2. Aquatic 
plants — California. 3. Weed control — Biological control — 
Southeastern States. 4. Weed control — Biological con- 
trol — California. I. U.S. Army Engineer Waterways Exper- 
iment Station. Environmental Laboraiory. II. United States. 
Army. Corps of Engineers. III. Series: Instruction report 
(U.S. Army Engineer Waterways Experiment Station) ; A-81- 
1. OCLC 08349494 


84-20784 


D 103.33/2:83-31 


Ackermann, Norbert L. 


Mechanics of ice jam formation in rivers /Norbert L. Ack- 
ermann and Hung Tao Shen. — [Hanover, N.H.] : US Army 
Corps of Engineers, Cold Regions Research & Engineering 
Laboratory, [1983] 

iv, 14 p. : ill. ; 28 cm.— (CRREL report ; 83-31) Distrib- 
uted to depository libraries in microfiche. ‘December 1983.” 
Bibliography: p. 13-14. Contract No.: CWIS 31750. @Item 
335-B (microfiche) 





1. Ice on rivers, lakes, etc. — United States — Mathematical 
models. I. Shen, Hung Tao. II. U.S. Army Cold Regions 
Research and Engineering Laboratory. III. Title. IV. 
Series. OCLC 10757367 


84-20785 
D 103.33/12:82-37 
Landsat-assisted environmental mapping in the Arctic National 
Wildlife Refuge, Alaska /D.A. Walker ... [et al.] ; prepared 
for U.S. Geological Survey and U.S. Fish and Wildlife Serv- 
ice. — [Hanover, N.H.] : US Army Corps of Engineers, Cold 
Regions Research & Engineering Laboratory, [1982] 

vii, 59 p., 1 folded leaf of plates : ill. ; 28 cm. 2 folded col. 
maps in pocket.— (CRREL report ; 82-37) “University of 
Colorado”—Rept. doc. p. Distributed to depository libraries 
in microfiche. “November 1982.” Bibliography: p. 34-37. 
Contract No.: Department of the Interior GS RN1-7060-0450. 
@ltem 335-B (microfiche) 

1. Environmental mapping — Alaska— Arctic National 
Wildlife Range. 2. Vegetation mapping — Alaska — Arctic 
National Wildlife Range. 3. Arctic National Wildlife Range 
(Alaska) I. Walker, D. A. (Donald A.) II. Geological 
Survey (U.S.) III. U.S. Fish and Wildlife Service. IV. U.S. 
Army Cold Regions Research and Engineering Laboratory. 
V. University of Colorado, Boulder. VI. Series. OCLC 
09428777 


84-20786 
D 103.33/12:83-6 


Cragin, James H. 

Chemical fractionation of brine in the McMurdo Ice Shelf, 
Antarctica /J.H. Cragin, A.J. Gow and A. Kovacs ; prepared 
for National Science Foundation and Office of the Chief of 
Engineers. — (Hanover, N.H.] : US Army Corps of Engi- 
neers, Cold Regions Research & Engineering Laboratory, 


1983. 

iii, 10 p. : ill. ; 28 cm.— (CRREL report ; 83-6) Distrib- 
uted to depository libraries in microfiche. ‘March 1983.” 
Bibliography: p. 9-10. Contract No.: NSF DPP 77-19565, 
Project No.: DA project 4A161102AT24. @lItem 335-B 
(microfiche) 

1. Sea ice — Antarctica. 2. Salt— Analysis. I. Gow, An- 
thony Jack. II. Kovacs, Austin. III. National Science 
Foundation (U.S.) IV. United States. Army. Corps of Engi- 
neers. V. Title. VI. Series. OCLC 09518346 


84-20787 
D 103,33/12:83-9 
Kovacs, Austin. 

Shore ice ride-up and pile-up features /Austin Kovacs. — 
[Hanover, N.H.] : US Army Corps of Engineers, Cold Re- 
gions Research & Engineering Laboratory, [1983- ] 

v. : ill, 2 maps ; 28 cm.— (CRREL report ; 83-9) Dis- 
tributed to depository libraries in microfiche. ‘March 1983.” 
Bibliography: pt. 1, p. 38. Contents: pt. 1. Alaska’s Beaufort 
Sea coast. @lItem 335-B (microfiche) 

1. Sea ice — Beaufort Sea. 2. Shore-lines— Alaska. I. 
U.S. Army Cold Regions Research and Engineering Labora- 
tory. II. Title. III. Series. OCLC 11007454 

84-20788 
D 103.33/12:83-10 
Albert, Mary Remley. 

Computer models for two-dimensional steady-state heat 
conduction /M.R. Albert and G. Phetteplace ; prepared for 
Office of the Chief of Engineers. —[Hanover, N.H.] : US 
Army Corps of Engineers, Cold Regions Research & Engi- 
neering Laboratory ; (Springfield, Va. : Available from Na- 
tional Technical Information Service, 1983] 

iv, 83, [1] p. : ill. ; 28 cm.— (CRREL report ; 


83-10) 
Distributed to depository libraries in microfiche. 


“April 
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1983." Bibliography: p. 39. Project No.: DA _ project 
4A762730AT42, technical area D, work unit 017. @Item 
335-B (microfiche) 

1. Heat — Conduction — Data processing. 2. Heat — 
Transmission — Data processing. I. Phetteplace, Gary E. 
II. United States. Army. Corps of Engineers. III. U.S. Army 
Cold Regions Research and Engineering Laboratory. IV. 
Title. V. Series. OCLC 09695718 


84-20789 
D 103.33/12:83-11 
Sellmann, P. V. (Paul V.) 

Radar profiling of buried reflectors and the groundwater 
table /P.V. Sellmann, S.A. Arcone and A.J. Delaney ; pre- 
pared for Office of the Chief of Engineers. — [Hanover, N.H.] 
: US Army Corps of Engineers, Cold Regions Research & 
Engineering Laboratory ; [Springfield, Va. : Available from 
National Technical Information Service, 1983] 

ii, 10, [1] p. : ill. ; 28 cm.— (CRREL report ; 83-11) 
Distributed to depository libraries in microfiche. “April 
1983.” Bibliography: p. 10. Project No.: DA _ project 
4A762730AT42, task D, work unit 011. @Item 335-B 
(microfiche) 

1. Frozen ground — Alaska. 2. Water table — Alaska. 3. 
Radar in hydrology. I. Arcone, Steven A. II. Delaney, 
Allan J. III. United States. Army. Corps of Engineers. IV. 
U.S. Army Cold Regions Research and Engineering Labora- 
tory. V. Title. VI. Series. OCLC 09651164 


84-20790 
D 103.33/12:83-12 
Albert, Mary Remley. 

Computer models for two-dimensional transient heat con- 
duction /Mary Remley Albert ; prepared for Office of the 
Chief of Engineers. — [Hanover, N.H.] : US Army Corps of 
Engineers, Cold Regions Research & Engineering Laboratory 
; [Springfield, Va. : Available from National Technical Infor- 
mation Service, 1983] 

iv, 66, [1] p. : ill. ; 28 cm.— (CRREL report ; 83-12) 
Distributed to depository libraries in microfiche. ‘April 
1983.” Bibliography: p. 30. Project No.: DA _ project 
4A762730AT42, technical area D, work unit 017. @item 
335-B (microfiche) 

1. Heat—Conduction— Data processing. 2. Heat — 
Transmission — Data processing. I. United States. Army. 
Corps of Engineers. II. U.S. Army Cold Regions Research 
and Engineering Laboratory. III. Title. IV. Series. 
OCLC 09862580 


84-20791 
D 103.33/12:83-13 
Albert, Donald G. 

Review of the propagation of inelastic pressure waves in 
snow /Donald G. Albert ; prepared for Office of the Chief of 
Engineers. — (Hanover, N.H.] : US Army Corps of Engi- 
neers, Cold Regions Research & Engineering ; (Springfield, 
Va. : Available from National Technical Information Service, 
1983] 

v, 26, [1] p. : ill. ; 28 cm.— (CRREL report ; 83-13) 
Distributed to depository libraries in microfiche. “April 
1983.” Bibliography: p. 18-19. Project No.: DA project 
4A762730AT42, task A, work unit 015. @Item 335-B 
(microfiche) 

1. Explosives. 2. Snow. 3. Blast effect. I. United States. 
Army. Corps of Engineers. II. U.S. Army Cold Regions 
Research and Engineering Laboratory. III. Title. IV. 
Series. OCLC 09695655 
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84-20792 neers. II. U.S. Army Cold Regions Research and Engineer- 
D 103.33/12:83-14 ing Laboratory. III. Title. IV. Series. OCLC 10249651 
Currier, J. H. 

A study on the tensile strength of ice as a function of grain 
size /J.H. Currier, E.M. Schulson and W.F. St. Lawrence ; 
prepared for U.S. Army Research Office. — [Hanover, N.H.] : 
US Army Corps of Engineers, Cold Regions Research & 
Engineering Laboratory ; (Springfield, Va. : Available from 


84-20796 
D 103.33/12:83-18 
Kovacs, Austin. 
Detection of cavities under concrete pavement /Austin 
Kovacs and Rexford M. Morey ; prepared for Office of the 


Nationa! Technical Information Service, 1983] 

iv, 38, [1] p. : ill. ; 28 cm.— (CRREL report ; 83-14) 
“Thayer School of Engineering, Dartmouth College”—Rept. 
doc. p. Distributed to depository libraries in microfiche. 
“May 1983.” Bibliography: p. 30-31. Contract No:: 
DAAG-29-80-C004. @lItem 335-B (microfiche) 

1. Ice. 2. Fracture mechanics. I. Schulson, E. M. II. St. 
Lawrence, W. F. III. United States. Army Research Office. 
IV. U.S. Army Cold Regions Research and Engineering Lab- 
oratory. V. Thayer School of Engineering. VI. Title. 
VII. Series. OCLC 09862531 


84-20793 


D 103.33/12:83-15 


Dean, Arnold M. 


Lake water intakes under icing conditions /Arnold M. 
Dean, Jr. ; prepared for Office of the Chief of Engineers. — 
(Hanover, N.H.] : US Army Corps of Engineers, Cold Re- 
gions Research & Engineering ; [Springfield, Va. : Available 
from National Technical Information Service, 1983] 

iv, 7, [1] p. ; 28 cm.— (CRREL report ; 83-15) Distribut- 
ed to depository libraries in microfiche. “May 1983.” Bibli- 
ography: p. 6-7. Project No.: CWIS 31724. @Item 335-B 
(microfiche) 

1. Ice. 2. Ice prevention. 3. Intakes (Hydraulic engineer- 
ing) I. United States. Army. Corps of Engineers. II. U.S. 
Army Cold Regions Research and Engineering Laboratory. 
III. Title. IV. Series. OCLC 09861478 


84-20794 


D 103.33/12:83-16 
Berger, Roger H. 

Developing a model for predicting snowpack parameters 
affecting vehicle mobility /Roger H. Berger ; prepared for 
U.S. Army Waterways Experiment Station. — [Hanover, 
N.H.] : US Army Corps of Engineers, Cold Regions Research 
& Engineering Laboratory ; [Springfield, Va. : Available from 
National Technical Information Service, 1983] 

v, 26, [1] p. : ill. ; 28 cm.— (CRREL report ; 83-16) 
Distributed to depository libraries in microfiche. “May 
1983.” Bibliography: p. 23-26. Contract No.: Interagency 
order no. IAO 79-24. @lItem 335-B (microfiche) 

1. Snow mechanics. 2. Motor vehicles —Cold weather 
operation. 3. Tires, Rubber — Traction. I. U.S. Army En- 
gineer Waterways Experiment Station. II. U.S. Army Cold 
Regions Research and Engineering Laboratory. III. Title. 


Chief of Engineers. — [Hanover, N.H.] : US Army Corps of 
Engineers, Cold Regions Research & Engineering Laborato- 
ry, [1983] 

v, 41 p. : ill. ; 28 cm.— (CRREL report ; 83-18) Distrib- 
uted to depository libraries in microfiche. “July 1983.” 
Bibliography: p. 41. Contract No.: MIPR CES 82-3 and 82- 
3A. @lItem 335-B (microfiche) 

1. Pavements, Concrete— Maintenance and repair. 2. 
Radar — New York (State) I. Morey, Rexford M. II. 
United States. Army. Corps of Engineers. III. U.S. Army 
Cold Regions Research and Engineering Laboratory. IV. 
Title. V. Series. OCLC 09935298 


84-20797 


D 103.33/12:83-19 


Ice forces on model bridge piers /F.D. Haynes ... [et al.] ; 


prepared for Office of the Chief of Engineers. — [Hanover, 
N.H.] : US Army Corps of Engineers, Cold Regions Research 
& Engineering Laboratory, [1983] 

iii, 11 p. : ill. ; 28 cm.— (CRREL report ; 83-19) Distrib- 
uted to depository libraries in microfiche. “July 1983.” 
Bibliography: p. 11. Project No.: CWIS 31723. @Item 335- 
B (microfiche) 

1. Bridges— United States—Snow and ice control — 
Mathematical models. 2. Ice — United States — Mathemati- 
cal models. I. Haynes, F. Donald. II. United States. Army. 
Corps of Engineers. III. U.S. Army Cold Regions Research 
and Engineering Laboratory. IV. Series. OCLC 10249619 


84-20798 


D 103.33/12:83-22 


Transport of water in frozen soil /Y. Nakano ... [et al.].— 


[Hanover, N.H.] : US Army Corps of Engineers, Cold Re- 
gions Research & Engineering Laboratory, [1983- ] 

v. : ill. ; 28 cm.— (CRREL report ; 83-22) Distributed to 
depository libraries in microfiche. “August 1983.” Bibliog- 
raphy: p. 8. Contents: [v.] 1. Experimental determination of 
soil-water diffusivity under isothermal conditions. Project 
No.: ILIR 4A161101A91D. @Item 335-B (microfiche) 

1. Frozen ground research — United States. 2. Soil dy- 
namics. I. Nakano, Y. II. U.S. Army Cold Regions Re- 
search and Engineering Laboratory. III. Series. OCLC 
11007395 


IV. Series. OCLC 09818492 
84-20795 


84-20799 
D 103.33/12:83-23 
Cox, G. F. N. (Gordon F. N.) 
Stress measurements in ice /Gordon F.N. Cox and Jerome 


D 103.33/12:83-17 
Tucker, Walter B. 


A comparison of sea ice model results using three different 
wind forcing fields /Walter B. Tucker III ; prepared for 
Office of the Chief of Engineers. —[Hanover, N.H.] : US 
Army Corps of Engineers, Cold Regions Research & Engi- 
neering Laboratory, [1983] 

iv, 11 p. : ill. ; 28 cm.— (CRREL report ; 83-17) Distrib- 
uted to depository libraries in microfiche. “June 1983.” 
Bibliography: _p. 11. Project No.: DA _ project 
4A161102AT24. Project No.: Scientific area B. Project 
No.: Work unit 003. @lItem 335-B (microfiche) 

1. Sea ice— United States-— Mathematical models. 2. 
Geostrophic wind. I. United States. Army. Corps of Engi- 
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B. Johnson. — [Hanover, N.H.] : US Army Corps of Engi- 
neers, Cold Regions Research & Engineering Laboratory, 
[1983] 

iv, 31 p.: ill. ; 28 cm.— (CRREL report ; 83-23) Distrib- 
uted to depository libraries in microfiche. “August 1983.” 
Bibliography: p. 30-31. Contract No.: U.S.D.I. Order No. 
2LA6000-1088, Project No.: ILIR 4A161101A91D. Project 
No.: Task 00. Project No.: Work Unit 388. @Item 335-B 
(microfiche) 

1. Ice — Testing. I. Johnson, Jerome B. II. U.S. Army 
Cold Regions Research and Engineering Laboratory. III. 
Title. IV. Series. OCLC 10249581 





84-20800 
D 103.33/12:83-24 

Sensitivity of plant communities and soil flora to seawater spills, 
Prudhoe Bay, Alaska /C.L. Simmons ... [et al.] ; prepared for 
Department of Energy. — [Hanover, N.H.] : US Army Corps 
of Engineers, Cold Regions Research & Engineering Labora- 
tory ; [Springfield, Va. : Available from National Technical 
Information Service, 1983] 

v, 35, [1] p. : ill., col. photos ; 28 cm. — (CRREL report ; 
83-24) “Institute of Arctic and Alpine Research, University 
of Colorado”—Rept. doc. p. Distributed to depository li- 
braries in microfiche. “September 1983.” Bibliography: p. 
31-32. Contract No.: DACA-89-81-M-0214. @Item 335-B 
(microfiche) 

1. Plant conservation — Alaska — Prudhoe Bay. 2. Tundra 
flora — Alaska — Prudhoe Bay. 3. Prudhoe Bay (Alaska) I. 
Simmons, C. L. II. United States. Dept. of Energy. III. 
U.S. Army Cold Regions Research and Engineering Labora- 
tory. IV. University of Colorado, Boulder. Institute of 
Arctic and Alpine Research. V. Series. OCLC 10382447 


84-20801 
D 103,.33/12:83-26 
Itagaki, Kazuhiko. 

Mechanical ice release processes /K. Itagaki ; prepared for 
Office of the Chief of Engineers. —[Hanover, N.H.] : US 
Army Corps of Engineers, Cold Regions Research & Engi- 
neering Laboratory, [1983- 

v.: ill. ; 28 cm. — (CRREL report ; 83-26) Distributed to 
depository libraries in microfiche. “October 1983.” Bibliog- 
raphy: [pt. 1], p. 8. Contents: [pt.] 1. Self-shedding from 
high-speed rotors. Project No.: DA project 4A161102AT24. 
Project No.: Task C. Project No.: Work unit 002. @lItem 
335-B (microfiche) 

1. Airplanes—Ice prevention. 2. Rotors. I. United 
States. Army. Corps of Engineers. II. U.S. Army Cold Re- 
gions Research and Engineering Laboratory. III. Title. IV. 
Series. OCLC 10981497 


84-20802 
D 103.33/12:83-27 
Blaisdell, George L. 

Driving traction on ice with all-season and mud-and-snow 
radial tires /George L. Blaisdell ; prepared for Office of the 
Chief of Engineers. — [Hanover, N.H.] : US Army Corps of 
Engineers, Cold Regions Research & Engineering Laborato- 
ry, [1983] 

lii, 22 p. : ill. ; 28 cm.— (CRREL report ; 83-27) Distrib- 
uted to depository libraries in microfiche. ‘November 
1983.” Bibliography: p. 9-10. Project No.: Project 
4A762730AT42. Project No.: Technical area A. Project 
No.: Work unit 9. @lItem 335-B (microfiche) 

1. Tires, Rubber — Traction. 2. Automobiles — United 
States — Traction. I. United States. Army. Corps of Engi- 
neers. II. U.S. Army Cold Regions Research and Engineer- 
ing Laboratory. III. Title. IV. Series. OCLC 10241865 

84-20803 
D 103.33/12:83-28 
Palazzo, A. J. (Antonio J.) 

Long-term plant persistence and restoration of acidic 
dredge soils with sewage sludge and lime /Antonio J. Palazzo 
; prepared for Philadelphia District, Corps of Engineers. — 
(Hanover, N.H.] : US Army Corps of Engineers, Cold Re- 
gions Research & Engineering Laboratory ; [Springfield, Va. : 
Available from National Technical Information Service, 1983] 


iii, 11, [1] p. : 
Distributed to depository libraries in microfiche. 
1983." Bibliography: p. 10-11. 


ill. ; 28 cm.— (CRREL report ; 83-28) 


“December 
@ltem 335-B (microfiche) 


Government Publications — October 1984 


1. Revegetation — Delaware. 2. Dredging soil — Dela- 
ware. 3. Sewage sludge as fertilizer — Delaware. I. United 
States. Army. Corps of Engineers. Philadelphia District. II. 
Title. III. Series. OCLC 10476056 


84-20804 


D 103.33/12:83-29 
Lawson, Daniel E. 

Erosion of perennially frozen streambanks /Daniel E. 
Lawson prepared for U.S. Army Engineer District, 
Alaska. — [Hanover, N.H.] : US Army Corps of Engineers, 
Cold Regions Research & Engineering Laboratory, [1983] 

iv, 22 p. : ill. ; 28 cm. — (CRREL report ; 83-29) Distrib- 
uted to depository libraries in microfiche. “December 1983.” 
Bibliography: p. 14-17. Project No.: CWIS 31568. Project 
No.: CWIS 31722. Project No.: Intra-Army order E86-83- 
006. @Item 335-B (microfiche) 

1. Erosion— United States. 2. Frozen ground — United 
States. 3. Soil erosion— United States. I. United States. 
Army. Corps of Engineers. Alaska District. II. U.S. Army 
Cold Regions Research and Engineering Laboratory. III. 
Title. IV. Series. OCLC 10739859 


84-20805 
D 103.33/12:83-30 
Perham, Roscoe E. 

Ice sheet retention structures /Roscoe E. Perham ; pre- 
pared for Office of the Chief of Engineers. — [Hanover, N.H.] 
: US Army Corps of Engineers, Cold Regions Research & 
Engineering Laboratory, [1983] 

iv, 33 p. : ill., maps ; 28 cm.— (CRREL report ; 83-30) 
Distributed to depository libraries in microfiche. “December 
1983.” Bibliography: p. 27-29. Project No.: CWIS 31725. 
@ltem 355-B (microfiche) 

1. Ice on rivers, lakes, etc. — United States. 
structures — United States. 
Engineers. 
neering 
10757026 


84-20806 


2. Hydraulic 
I. United States. Army. Corps of 

II. U.S. Army Cold Regions Research and Engi- 
Laboratory. III. Title. IV. Series. OCLC 


D 103.33/12:83-32 
Sodhi, D. S. 

Ice force measurements on a bridge pier in the Ottauque- 
chee River, Vermont /D.S. Sodhi, K. Kato and F.D. Haynes 
; prepared for Office of the Chief of Engineers. — [Hanover, 
N.H.] : US Army Corps of Engineers, Cold Regions Research 
& Engineering Laboratory, [1983] 

ii, 6 p. : ill. ; 28 cm. — (CRREL report ; 83-32) Distribut- 
ed to depository libraries in microfiche. “December 1983.” 
Bibliography: p. 6. Project No.: CWIS 31723. @lItem 335- 
B (microfiche) 

1. Ice on rivers, lakes, etc. — Vermont — Ottauquechee 
River. 2. Bridges — Vermont —Ottauquechee River — 
Foundations and piers. I. Kato, K. (Kazuyuki) II. Haynes, 
F. Donald. III. United States. Army. Corps of Engineers. 
IV. U.S. Army Cold Regions Research and Engineering Lab- 
oratory. V. Title. VI. Series. OCLC 10756983 


84-20807 
D 103.42/6:9 
Knutson, Paul L. 

Shore stabilization with salt marsh vegetation /by Paul L. 
Knutson and W.W. Woodhouse, Jr.— Fort Belvoir, Va. : 
U.S. Army, Corps of Engineers, Coastal Engineering Re- 
search Center, 1983. 

95 p. : ill, maps ; 28 cm. 2 sheets of catalog cards. — 
(Special report ; no. 9) Cover title. Distributed to deposito- 
ry libraries in microfiche. “January 1983.” Bibliography: p 
89-95. Project No.: D31234. @lItem 334-A-9 (microfiche) 
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1. Shore protection— United States. 2. Marsh flora — 
United States. 3. Marshes, Tide — United States. 1. Wood- 
house, W. W. (William Walton), 1910- II. Coastal Engineer- 
ing Research Center (U.S.) Ill. Title. IV. Series: Special 
report (Coastal Engineering Research Center (U.S.)) ; no. 9. 
OCLC 09543589 


84-20808 


D 103.42/6:10 


Construction materials for coastal structures /by Moffatt and 


Nichol, engineers ; prepared for U.S. Army, Corps of Engi- 
neers, Coastal Engineering Research Center. — Fort Belvoir, 
Va. : The Center, [1983] 

427 p. : ill. ; 28 cm.— (Special report ; no. 10) Cover 
title. “February 1983.” Bibliography: p. 396-403. Project 
No.: D31234. @lItem 334-A-9 (microfiche) 

1. Coastal engineering — United States. 2. Building materi- 
als — United States. I. Moffatt & Nichol, Engineers. II. 
Coastal Engineering Research Center (U.S.) III. Series: Spe- 
cial report (Coastal Engineering Research Center (U.S.)) ; no. 
10. OCLC 09623872 


84-20809 


D 103.43:415-1-2-64 
Construction inspector’s guide : dams, levees, pile driving and 
related items. — Washington, D.C. : Dept. of the Army, 
Office of the Chief of Engineers, [1970] 

1 v. (various pagings) ; 15 cm. — (EP ; 415-1-264) Cover 
title. “Supersedes Construction inspector’s guide, vol. IV, 
Aug 60”—P. vii. Distributed to depository libraries in 
microfiche. “October 1970.” @Item 338-B (microfiche) 

1. Building inspection — Handbooks, manuals, etc. I. 
United States. Army. Corps of Engineers. II. Series: Engi- 
neer pamphlet ; 415-1-264. OCLC 11040895 


84-20810 


D 103.43:715-1-1/2 

Opportunities for small & disadvantaged businesses with the 
U.S. Army Corps of Engineers. — [Washington, D.C.] : US 
Army Corps of Engineers, Office of the Chief of Engineers, 
[1983] 

1 folded sheet (14 p.) : maps ; 23 cm.—- (EP ; 715-1-1) 
“Supersedes EP 715-1-1, June 1982”—P. 2. Distributed to 
depository libraries in microfiche. “Jan 1983.” @ltem 338- 
B (microfiche) 

1. United States. Army. Corps of Engineers. 2. Small busi- 
ness United States. I. United States. Army. Corps of Engi- 
neers. II. Title: Opportunities for small and disadvantaged 
businesses with the U.S. Army Corps of Engineers. III. 
Series: Engineer pamphlet ; 715-1-1. OCLC 11007375 


84-20811 


D 103.43:1165-2-1/2 

Digest of water resources policies and authorities. — Washing- 
ton, D.C. : US Army Corps of Engineers, Office of the Chief 
of Engineers, 1983. 

1 v. (various pagings) : ill. ; 28 cm.— (EP ; 1165-2-1) 
Cover title. “This pamphlet supersedes EP 1165-2-1, 27 
March 1981”—Ist prelim. p. Distributed to depository li- 
braries in microfiche. “30 June 83.” Includes index. 
@ltem 338-B (microfiche) 

1. Water resources development — Law and legislation — 
United States I. United States. Army. Corps of Engineers. 
II. Series: Engineer pamphlet ; 1165-2-1. OCLC 10233571 


84-20812 


D 103.43/3:500-1-80 
Flood damage reduction manual. — Baltimore, Md. : US Army 
Corps of Engineers, Baltimore District, [1984] 

v, 48, 3 p. : ill, maps ; 28 cm.— (DP ; 500-1-80) “May 
1984.” @item 338-B 
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1. Flood damage prevention — United States. I. United 
States. Army. Corps of Engineers. Baltimore District. II. 
Series: DP (United States. Army. Corps of Engineers) ; 500-1- 
80. OCLC 10993462 


84-20813 
D 103.49/3:P 93 
J. Percy Priest Lake. — Nashville, Tenn. : US Army Corps of 
Engineers, Nashville District, [19837] 
1 sheet : col. ill., 1 col. map ; 46 x 21 folded to 23 x 11 cm. 
@ltem 334-C-1 
1. J. Percy Priest Lake (Tenn.) I. United States. Army. 
Corps of Engineers. Nashville District. OCLC 10980872 


84-20814 
D 103.49/3:W 17 
Walter F. George Lock and Dam : Chattahoochee River, Ala- 
bama-Georgia. — Mobile, Ala. : Mobile District, South Atlan- 
tic Division, Corps of Engineers, U.S. Army, [1977] 
1 sheet : ill. (some col.), 2 col. maps ; 43 x 50 cm. folded to 
25x 11cm. “May 1977.” @lItem 334-C-1 
1. Dams — Chattahoochee River. 2. Spillways. 3. Walter 
F. George Dam (Ga.) 4. Walter F. George Dam mound site 
(Ga.) I. United States. Army. Corps of Engineers. Mobile 
District. OCLC 11014918 


84-20815 
D 103.53:E-190 

Use of the building loads analysis and system thermodynamics 
(BLAST) computer program to review new Army building 
designs for energy efficiency /by Donald J. Leverenz ... [et 
al.]. — Champaign, Ill. : US Army Corps of Engineers, Con- 
struction Engineering Research Laboratory ; [Springfield, VA 
: National Technical Infomation Service, distributor, 1983] 

29 p. ; 28 cm. — (Technical report ; E-190) Final. Cover 
title. At head of title: Programming and design for energy 
efficiency. Distributed of depository libraries in microfiche. 
“October 1983.” Includes bibliographical _ references. 
Project No.: 4A162781AT45-A-006. @lItem 335-A (micro- 
fiche) 

1. United States. Army — Facilities — Design and construc- 
tion. 2. Buildings — United States —- Energy consumption — 
Computer programs. I. Leverenz, D. J. (Donald J.) II. 
Construction Engineering Research Laboratory. III. Series: 
Technical report (Construction Engineering Research Labora- 
tory) ; E-190. OCLC 10138836 


84-20816 
D 103.53:M-323 
Troop construction in the Middle East.— (Champaign, IL : 
USACERL ; Vicksburg, MS : USAWES ; Alexandria, VA : 
Defense Technical Information Center (DTIC) distributor], 
1983- 

1 v. (loose-leaf) : ill., maps ; 28 cm.— (Technical report ; 
M-323) Final. Distributed to depository libraries in micro- 
fiche. “October 1982”—Rept. doc. p. Includes bibliograph- 
ical references and index. @lItem 335-A (microfiche) 

1. United States. Army — Military construction operations. 
2. Military bases — Near East. I. Construction Engineering 
Research Laboratory. II. U.S. Army Engineer Waterways 
Experiment Station. III. Series: Technical report (Construc- 
tion Engineering Research Laboratory) ; M-323. OCLC 
10993676 


84-20817 
D 103.53:M-327 
Lew, T. K. 
Preliminary analysis of the seismic vulnerability of selected 
buildings at Fort Ord, California, using the rapid seismic 
analysis procedure. — Champaign, IL : U.S. Army, Construc- 





tion Engineering Research Laboratory ; (Springfield, VA : 
National Technical Information Service, distributor], [1983- 

1 v. (loose-leaf) : ill., 1 form, 2 maps ; 28 cm. — (Technical 
report ; M-327) Final. Caption title. Distributed to depos- 
itory libraries in microfiche. ‘March 1983”—Rept. doc. p. 
Includes bibliographical references. Contract No.: MIPR- 
CIAO 81-58, Project No.: 4A762731AT41-A-037. @Item 
335-A (microfiche) 

1. Earthquakes and building — California — Fort Ord — 
Data processing. 2. Fort Ord (Calif.) 1. Construction Engi- 
neering Research Laboratory. II. Title. III. Series: Techni- 
cal report (Construction Engineering Research Laboratory) ; 
M-327. OCLC 09836735 


84-20818 
D 103.53:M-329 
Johnston, S. (Susan) 

Protective coatings for aluminum torpedoes /by S.A. John- 
ston. — Champaign, Ill. : Construction Engineering Research 
Laboratory, U.S. Army Corps of Engineers ; [Springfield, Va. 
: National Technical Information Service, distributor, 1983] 

128 p. : ill., forms ; 28 cm.— (Technical report ; M-329) 
Final. Cover title. ‘Naval Underwater Systems Center”— 
Rept. doc. p. Distributed to depository libraries in micro- 
fiche. “June 1983.” Includes bibliographical references. 
Contract No.: MIPR no. N660481 MP10005. @Item 335-A 
(microfiche) 

1. Torpedoes. 2. Aluminum coatings. 
gineering Research Laboratory. II. Naval Underwater Sys- 
tems Center (U.S.) III. Title. IV. Series: Technical report 
(Construction Engineering Research Laboratory) ; M-329. 
OCLC 09931190 


84-20819 


I. Construction En- 


D 103.53:M-330 


Advanced structural concepts for weapons storage 
mountainous terrains. — Champaign, Ill. : Construction Engi- 
neering Research Laboratory, U.S. Army Corps of Engineers 
; [Springfield, VA : National Technical Information Service, 
distributor, 1983] 

460 p. : ill., forms ; 28 cm.— (Technical report ; M-330) 


: flat and 


Final. Cover title. Distributed to depository libraries in 
microfiche. “June 1983.” Contract No.: MIPR 82-529. 
“Black and Veatch Consulting Engineers’—Rept. doc. p. 
[Item 335-A (microfiche); zai/ /es] @lItem 335-A (micro- 
fiche) 

1. Ordnance — Storage. 2. Firearms — Storage. I. Con- 
struction Engineering Research Laboratory. II. Black & 
Veatch. III. Series: Technical report (Construction Engi- 
neering Research Laboratory) ; M-330. OCLC 10115373 


84-20820 
D 103.53:M-332 
Nielsen, Paul. 

Electromagnetic shielding of full-sized structures by metal 
arc spraying /by Paul Nielsen. — Champaign, Ill. : U.S. Army 
Corps of Engineers, Construction Engineering Research Lab- 
oratory ; (Springfield, VA : National Technical Information 
Service, distributor, 1983] 

19 p. : ill. ; 28 cm.— (Technical report ; M-332) Final. 
Cover title. “(EMP/EMI Shielding Criteria and Hardness 
Testing)” Distributed to depository libraries in microfiche. 
“August 1983.” Includes bibliographical references. 
“CERL-TR-M-332.” Project No.: 4AT62719AT40-A-022. 
@ltem 335-A (microfiche) 

1. Shielding (Electricity) 2. Metal spraying. I. Construc- 
tion Engineering Research Laboratory. II. Title. III. 
Series: Technical report (Construction Engineering Research 
Laboratory) ; M-332. OCLC 09984222 


Government Publications — October 1984 


84-20821 
D 103.53:M-333 
Segan, E. G. (Ellen G.) 

Preliminary investigation of ceramic-coated anodes for ca- 
thodic protection /by E.G. Segan, A. Kumar. — Champaign, 
Ill. : US Army Corps of Engineers, Construction Engineering 
Research Laboratory ; (Springfield, VA : National Technical 
Information Service, distributor, 1983] 

15 p. : ill. ; 28 cm.— (Technical report ; M-333) Final. 
Cover title. At head of title: Corrosion mitigation in civil 
works projects. Distributed to depository libraries in micro- 
fiche. “August 1983.” Bibliography: p. 15. Project No.: 
CWIS 31204. @lItem 335-A (microfiche) 

1. Cathodic protection. 2. Ceramic coating. 3. Corrosion 
and anti-corrosives. I. Kumar, A. (Ashok), 1938- II. Con- 
struction Engineering Research Laboratory. III. Title. IV. 
Title: Corrosion mitigation in civil works projects. V. Series: 
Technical report (Construction Engineering Research Labora- 
tory) ; M-333. OCLC 10069388 


84-20822 
D 103.53:N-40/2 
Compendium of administrators of land use and related pro- 
grams. — Updated ed. — Champaign, IL : U.S. Army, Con- 
struction Engineering Research Laboratory ; Springfield, VA 
: National Technical Information Service {distributor, 1982] 

267 p. : ill., maps ; 28 cm.— (Technical report ; N-40) 
Final. Distributed to depository libraries in microfiche. 
“September 1982”—Rept. doc. p. Bibliography: p. 15-17. 
Project No.: 4A762720A896-04-001. @lItem 335-A (micro- 
fiche) 

1. Land use — United States — Directories. I. Construc- 
tion Engineering Research Laboratory. II. Series: Technical 
report (Construction Engineering Research Laboratory) ; N- 
40. OCLC 09563578 


84-20823 
D 103,53:N-151 
Bandy, John T. 

Oxidation ditch technology for upgrading Army sewage 
treatment facilities /by J.T. Bandy, C.P.C. Poon, E.D. 
Smith. — Champaign, Ill. : Construction Engineering Re- 
search Laboratory, U.S. Army Corps of Engineers ; [Spring- 
field, VA : National Technical Information Service, distribu- 
tor, 1983] 

178 p. : ill. ; 28 cm.— (Technical report ; N-151) Final. 
Cover title. At head of title: Design and operation for up- 
grading wastewater treatment plants. Distributed to deposi- 
tory libraries in microfiche. “August 1983.” Bibliography: 
p. 105-107. Project No.: 44762720A986-B-043. @lItem 335- 
A (microfiche) 

1. Sewage disposal plants — United States. 2. Sewage — 
Purification — Oxidation. 3. Sewage lagoons — United 
States. I. Poon, C. P. II. Smith, Edgar Dean. III. Con- 
struction Engineering Research Laboratory. IV. Title. V. 
Title: Design and operation for upgrading wastewater treat- 
ment plants. VI. Series: Technical report (Construction En- 
gineering Research Laboratory) ; N-151. OCLC 10069311 


84-20824 
D 103.53:N-157 
Bandy, John T. 

Distribution of water use at representative fixed army in- 
stallations /by John T. Bandy, Richard J. Scholze. — Cham- 
paign, Ill. : U.S. Army Corps of Engineers, Construction 
Engineering Research Laboratory ; [Springfield, VA : Nation- 
al Technical Information Service, distributor, 1983] 

107 p. : ill. ; 28 cm.— (Technical report ; N-157) Final. 
Cover title. ‘Water conservation and reuse guidelines.” 
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Engineers Corps 


Distributed to depository libraries in microfiche. “August 
1983.” Bibliography: 88-90. “CERL-TR-157”—Rept. 
doc. p. Project No.: 4A762720A896-A-031. @lItem 335-A 
(microfiche) 

1. Military bases— United States— Water-supply. 2. 
Water consumption — United States. 3. Fort Bliss (Tex.) 4. 
Fort Lewis (Wash.) 5. Fort Bragg (N.C.) 6. Fort Carson 
(Colo.) I. Scholze, R. J. (Richard J.) II. Construction En- 
gineering Research Laboratory. III. Title. IV. Series: 
Technical report (Construction Engineering Research Labora- 
tory) ; N-157. OCLC 10069350 


84-20825 
D 103,.53:N-159 
Gerdes, G. L. (Gary L.) 

Portawasher : a self-contained dumpster cleaning system / 
by G. Gerdes, B. Donahue. — Champaign, Ill. : Construction 
Engineering Research Laboratory, U.S. Army Corps of Engi- 
neers ; (Springfield, Va. : National Technical Information 
Service, distributor, 1983) 

23 p. : ill. ; 28 cm.— (Technical report ; N-159) Final. 
Cover title. Distributed to depository libraries in microfiche. 
“June 1983.” Bibliography: p. 23. Project No.: 
4A762720A896-T2-007. @ltem 335-A (microfiche) 

1. Refuse and refuse disposal — United States — Equipment 
and supplies. I. Donahue, B. A. (Bernard A.) II. Construc- 
tion Engineering Research Laboratory. III. Title. IV. 
Series: Technical report (Construction Engineering Research 
Laboratory) ; N-159. OCLC 09930128 


84-20826 
D 103.53:N-163 
Goran, William D. 
An interactive soils information system users manual /by 
William D. Goran. — Champaign, Ill. : US Army Corps of 


Engineers, Construction Engineering Research Laboratory ; 
[Washington, D.C.?] : U.S. Dept. of Agriculture, Soil Conser- 
vation Service, [1983] 

26 p. : ill. ; 28 cm.— (Technical report ; N-163) Final. 


Cover title. Distributed to depository libraries in microfiche. 
“September 1983.” @ltem 335-A (microfiche) 

1. Soils — Information services — United States. 2. Infor- 
mation storage and retrieval systems. I. Construction Engi- 
neering Research Laboratory. II. United States. Soil Conser- 
vation Service. III. Title. IV. Series: Technical report 
(Construction Engineering Research Laboratory) ; N-163. 
OCLC 10069412 


84-20827 
D 103.53:N-164 

A Health risk assessment of the use of hexachloroethane smoke 
on an Army training area /by Edward W. Novak ... [et 
al.]. — Champaign, Ill. : US Army Corps of Engineers, Con- 
struction Engineering Research Laboratory ; [Alexandria, VA 
: Defense Technical Information Center (DTIC) Cameron 
Station, distributor, 1983] 

87 p. : ill. ; 28 cm.— (Technical report ; N-164) Final. 
Cover title. “Distribution limited to U.S. Government agen- 
cies only; test and evaluation; December 1983”—Cover. 
“December 1983.” Includes bibliographies. Project No.: 
3E162720A835-AA-027. 

1. Smoke screens. I. Novak, E. W. (Edward W.) II. 
Construction Engineering Research Laboratory. III. Series: 
Technical report (Construction Engineering Research Labora- 
tory) ; N-164. OCLC 10470146 


84-20828 


D 103.53:N-168 
Donahue, B. A. (Bernard A.) 


Solvent “cradle-to-grave” management guidelines for use at 
Army installations /by B.A. Donahue, M.B. Carmer. — 
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Champaign, Ill. : U.S. Army Corps of Engineers, Construc- 
tion Engineering Research Laboratory ; (Springfield, Va. : 
National Technical Information Service, distributor, 1983] 

64 p. : ill., 1 form ; 28 cm.— (Technical report ; N-168) 
Final. Cover title. Distributed to depository libraries in 
microfiche. “December 1983.” Bibliography: p. 43-45. 
Project No.: 4A76270A896-A-032. @lItem 335-A (micro- 
fiche) 

1. Solvents. 2. Hazardous substances — United States. I. 
Carmer, M. B. II. Construction Engineering Research Labo- 
ratory. III. Title. IV. Series: Technical report (Construc- 
tion Engineering Research Laboratory) ; N-168. OCLC 
10365672 


84-20829 
D 103.53:P-144 
Development of a facility management and improvement 
manual for Army service schools. —[Washington, D.C. : 
Office of the Chief Engineers ; Springfield, Va. : National 
Technical Information Service, distributor], 1983- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (CERL technical 
report ; P-144) Caption title. At head of title: User evalua- 
tion of report. “U.S. Army Construction Engineering Re- 
search Lab”—Rept. doc. p. Includes bibliographical refer- 
ences. Project No.: 4A762731AT41-A-001. @Item 335-A 

1. Military post schools, American. 2. Military educa- 
tion — United States. I. United States. Army. Corps of Engi- 
neers. II. Construction Engineering Research Laboratory. 
III. Series: Technical report (Construction Engineering Re- 
search Laboratory) ; P-144. OCLC 10202271 


84-20830 


D 103.53:P-155 


Mabry, Frank. 


The microcomputer knowledge base : Introduction and 
user instructions /by Frank Mabry, William Hohensee, Greg- 
ory Norris. — Champaign, Ill. : U.S. Army Corps of Engi- 
neers, Construction Engineering Research Laboratory ; 
[Springfield, Va. : National Technical Information Service, 
distributor, 1984] 

62 p. : ill, 1 form ; 28 cm.— (Technical report ; P-155) 
Final. Cover title. Distributed to depository libraries in 
microfiche. “January 1984.” Project No.: E86823159. 
@ltem 335-A (microfiche) 

1. United States. Army. Corps of Engineers — Civil func- 
tions — Data processing. 2. Microcomputers. I. Hohensee, 
William. II. Norris, Gregory. III. Construction Engineer- 
ing Research Laboratory. IV. Title. V. Series: Technical 
report (Construction Engineering Research Laboratory) ; P- 
155. OCLC 10444325 


84-20831 
D 103.53/5:E-187 
Hittle, D. (Douglas) 
Energy conservation strategies for army installations /by 
D.C. Hittle. — Champaign, Ill. : US Army Corps of Engi- 
neers, Construction Engineering Research Laboratory, [1984] 


28 p. : ill, 2 forms ; 28 cm.— (Interim report ; E-187) 
Cover title. ‘Installation Energy Conservation Strategy Pro- 
gram Development.” Distributed to depository libraries in 
microfiche. “January 1984.” Includes bibliographical refer- 
ences. @lItem 335-A (microfiche) 

1. United States. Army — Facilities — Energy conservation. 
I. Construction Engineering Research Laboratory. II. Title. 
III. Series: Interim report (Construction Engineering Re- 
search Laboratory) ; E-187. OCLC 10524388 





84-20832 


D 103.53/7:N-161 
Webster, R. D. (Ronald Dwight) 

Addition of coal mining regulations to the computer-aided 
environmental legislative data system (CELDS) /by Ronald 
D. Webster, Elizabeth Herrick, Mary Tadie Grieme. — 
Champaign, Ill. : U.S. Army Corps of Engineers, Construc- 
tion Engineering Research Laboratory ; [Springfield, VA : 
National Technical Information Service, distributor, 1983] 

26 p. ; 28 cm.— (Special report ; N-161) Final. Cover 
title. “July 1983.” Includes bibliographical references. 
Contract No.: DE-A101-81EV10597. @Item 335-A (micro- 
fiche) 

1. Coal mines and mining — United States — Data process- 
ing. 2. Information storage and retrieval systems. I. Her- 
rick, Elizabeth T. II. Grieme, Mary Tadie. III. Construc- 
tion Engineering Research Laboratory. IV. Title. V. 
Series: Special report (Construction Engineering Research 
Laboratory) ; N-161. OCLC 09930348 


84-20833 


D 103.57:83 C-01 

Forecasting municipal and industrial water use : a handbook of 
methods /by John J. Boland ... [et al.].— Baltimore, Md. : 
Dept. of Geography and Environmental Engineering, The 
Johns Hopkins University ; [Ft. Belvoir, VA] : US Army 
Corps of Engineers, Engineer Institute for Water Resources, 
1983. 

1 v. (various pagings) : ill. ; 28 cm.— (Contract report ; 
83C-01) Distributed to depository libraries in microfiche. 
“July 1983”—Cover. Bibliography: p. [1] (11th group) 
@ltem 337-B-3 (microfiche) 

1. Water-supply — United States — Handbooks, ~ manuals, 
etc. 2. Water consumption— United States — Handbooks, 
manuals, etc. I. Boland, John, 1936- II. Johns Hopkins Uni- 


versity. Dept. of Geography and Environmental Engineering. 
III. U.S. Army Engineer Institute for Water Resources. IV. 


Series: IWR contract report ; 83C-01. OCLC 10640560 


84-20834 


D 103,57:83-C-4 
Dziegielewski, Benedykt. 

Prototypal application of a drought management optimiza- 
tion procedure to an urban water supply system /presneted 
[sic] to U.S. Army Engineer Institute for Water Resources by 
Benedykt Dziegielewski, Duane D. Baumann and John J. 
Boland. — Fort Belvoir, Va. : The Institute, 1984. 

vii, 75 p. : ill., 1 map, 2 forms ; 28 cm. — (Contract report ; 
83-C-4) Final. Distributed to depository libraries in micro- 
fiche. “December, 1983.” Bibliography: p. 75. @Item 
337-B-3 (microfiche) 

1. Municipal water supply — United States — Management. 
2. Droughts— United States. I. Baumann, Duane D. II. 
Boland, John, 1936- III. U.S. Army Engineer Institute for 
Water Resources. IV. Title. V. Series: IWR contract 
report ; 83-C-4. OCLC 10477073 


84-20835 


D 103.57/5:83 R-3 


Crews, James E. 


Forecasting municipal and industrial water use : IWR 
MAIN system user’s guide for interactive processing and 
user’s manual /prepared for U.S. Army Engineer Institute for 
Water Resources ; prepared by James E. Crews, Mary Ann 
Miller. — [Ft. Belvoir, VA] : The Institute, [1983] 

1 v. (various pagings) : ill. ; 28 cm.— (Research report ; 
83R-3) Final. Distributed to depository libraries in micro- 
fiche. “July 1983.” @ltem 337-B-3 (microfiche) 

1. Water consumption — United States. I. Miller, Mary 
Anne, 1946- II. U.S. Army Engineer Institute for Water 


Gevernment Publications — October 1984 


Resources. III. Title. 


IV. Series: IWR research report ; 83 
R-3. OCLC 10977074 


84-20836 
D 103.62:G 79/2/draft 
Great Lakes connecting channels and harbors : draft interim 
feasibility report and environmental impact statement. — De- 
troit, Mich. : U.S. Army Engineer, District, Detroit, Corps of 
Engineers, [1984- 
1 v. (loose-leaf) : maps ; 28 cm. 
bibliographies. @ltem 334-A-13 
1. Channels (Hydraulic engineering) — Environmental as- 
pects — Great Lakes. 2. Harbors— Great Lakes. 3. Great 
Lakes — Water level. I. United States. Army. Corps of En- 
gineers. Detroit District. OCLC 11002860 


“March 1984.” Includes 


84-20837 
D 103.62:G 79/2/draft/app.A-F 
Great Lakes connecting channels and harbors : draft interim 
feasibility report supporting documentation. — [Detroit, 
Mich.] : US Army Corps of Engineers, Detroit District, 
North Central Division, 1984. 
1 v. (various pagings) : ill., maps, folded leaves of plates ; 
28cm. Cover title. “March 1984.” @lItem 334-A-13 
1. Harbors — Great Lakes. 2. Channels (Hydraulic engi- 
neering) I. United States. Army. Corps of Engineers. De- 
troit District. OCLC 10993590 


84-20838 
D 103.66/3:Sm 6/984 
United States. Army. Corps of Engineers. Nashville District. 
Navigation charts, Cumberland River, Nashville District, 
Smithland, Kentucky to Celina, Tennessee. — Rev. 1 Jan. 
1984. — Scale [1:126,720], 1/2” 1 mile. —— Nashville, Tenn. : 
US Army Corps of Engineers, Nashville District, [1984] 
1 atlas ([6], 62 leaves) : ill. (some col.), 62 col. maps ; 21 x 
37 cm. Cover title: Cumberland River navigation charts, 
Smithland, Kentucky to Celina, Tennessee. “No. 1666”— 
Cover. Depth shown by soundings. Includes: “Index map.” 
@ltem 337-B-5 
1. Nautical charts — Cumberland River (Ky. and Tenn.) 
2. Cumberland River (Ky. and Tenn.) — Navigation. 3. 
Cumberland River (Ky. and Tenn.)— Maps. I. Title. II. 
Title: Cumberland River navigation charts, Smithland, Ken- 
tucky to Celina, Tennessee. OCLC 10984791 


84-20839 
D 103.66/5:P 13/984 
United States. Army. Corps of Engineers. Nashville District. 
Navigation charts, Tennessee River, Nashville District, Pa- 
ducah, Kentucky to Knoxville, Tennessee.— Rev. 1 Jan. 
1984. — Scale [1:126,720], 1/2” 1 mile. —— Nashville, Tenn. : 
US Army Corps of Engineers, Nashville District, 1984. 
1 atlas (A-F, 118 leaves) : ill. (some col.), 118 col. maps ; 21 
x 37 cm. Cover title: Tennessee River navigation charts, 
Paducah, Kentucky to Knoxville, Tennessee. Relief shown 
by soundings. ‘No. 2182”—Cover. Includes: “Index map.” 
@ltem 337-B-5 
1. Nautical charts— Tennessee River. 2. Tennessee 
River — Navigation. 3. Tennessee River — Maps. I. Title. 
II. Title: Tennessee River navigation charts, Paducah, Ken- 
tucky to Knoxville, Tennessee. OCLC 10820325 
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ARMY MEDICAL DEPARTMENT 
Defense Dept. 
Washington, DC 20310 


84-20840 
D 104.2:C 14 
GE CCTV camera. — [Fort Sam Houston, Tex.?] : Dept. of the 
Army, Academy of Health Sciences, U.S. Army ; Aurora, 
Colo. : U.S. Army Medical Equipment and Optical School, 
1982- 
1 v. (loose-leaf) : ill. ; 28 cm. — (Text pamphlet ; XE-400- 
036) @Item 351-A 
1. Closed-circuit television. 2. Cameras — Handbooks, 
manuals, etc. I. Academy of Health Sciences. II. United 
States Army Medical Equipment and Optical School. III. 
Title: G.E. C.C.T.V. camera. IV. Series: Text pamphlet 
(United States Army Medical Equipment and Optical School) 
; XE-400-036. OCLC 11002884 


84-20841 
D 104.2:R 31/4 
US Army Preventive Medicine Residency Training Pro- 
grams. —[Washington, D.C.? : U.S. Army Medical Dept.?, 
1983] 
ii, 19 p.: 1 form ; 27 cm. Cover title. “JAN 83”—P. [3] 
of cover. @Item 351-C 
1. Medicine, Preventive— Study and teaching — United 
States. 2. Military education— United States. I. United 
States. Army Medical Dept. II. Title: U.S. Army Preventive 
Medicine Residency Training Programs. OCLC 10962701 


84-20842 
D 104.6/2:P #4 
Handbook of postpartum & infant care.— Tacoma, Wash. : 
Madigan Army Medical Center, [19837] 
24p.; 22cm. @lItem 351-C 
1. Infants (Newborn)—Care and hygiene — United 
States — Handbooks, manuals, etc. I. Madigan Army Medi- 
cal Center (U.S.) II. Title: Handbook of postpartum and 
infant care. OCLC 10966245 


ARMY ORDNANCE CENTER AND SCHOOL 
Defense Dept. 
Washington, DC 20310 


84-20843 
D 105.2:F 51 
Fire control system, MOS 45G10-ASI L8, student handout 1. — 
Aberdeen Proving Ground, Md. : U.S. Army Ordnance 
Center and School, [1983] 
145 p. : ill. ; 28 cm. Cover title. “Oct 83.” @Item 359 
1. Tank gunnery — Problems, exercises, etc. 2. Tanks 
(Military science) — Problems, exercises, etc. I. US Army 
Ordnance Center and School. OCLC 11002172 


84-20844 
D 105.6/3:Ab 8 
Organizational M1 Abrams tank automotive mechanic : student 
study guide, MOS 63E. — Aberdeen Proving Ground, Md. : 
US Army Ordnance Center and School, [1983] 
1 v. (various pagings) : ill., forms ; 28 cm. Cover title. 
“July 1983”—P. [1] (Ist group) @lItem 359 
1. Tanks (Military science)— Maintenance and repair — 
Handbooks, manuals, etc. I. US Army Ordnance Center and 
School. OCLC 10993575 
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84-20845 
D 105.6/4:610-091-6271-J 
Adjusting the no-load speed, idle speed and buffer screw (De- 
troit diesel engine). — Aberdeen Proving Ground, Md. : U.S. 
Army Ordnance and Chemical Center and-School, [19837] 
19 p. : ill. ; 28 cm.— (Job aid ; no. 610-091-6271-J) 
@ltem 325-G 
1. Diesel motor — Maintenance and repair. I. US Army 
Ordnance and Chemical Center and School. II. Series. 
OCLC 11040917 


84-20846 
D 105.14:2035 
Morrison, Clyde A. (Clyde Arthur), 1926- 

Rare-earth ion-host lattice interactions : 15. analysis of the 
spectra of Nd*@in GdsSczGasO12/by Clyde A. Morrison, 
Richard P. Leavitt, Michael D. Gildner.— Adelphi, MD : 
U.S. Army Electronics Research and Development Com- 
mand, Harry Diamond Laboratories, [1984] 

25 p. : ill. ; 28 cm. 1 microfiche in pocket.— (HDL-TR ; 
2035) Cover title. “May 1984.” Includes bibliographical 
references. Project No.: PRON: CJ32302101CJA9. Project 
No.: DA: 1L161102A31B. @lItem 325-J 

1. Rare earth ions — Spectra. 2. Rare earth lasers. 3. Ne- 
odymium — Spectra. I. Leavitt, Richard P. (Richard Paul), 
1948- II. Gildner, Michael D. III. U.S. Army Harry Dia- 
mond Laboratories. IV. Title. V. Series. OCLC 10993454 


84-20847 
D 105.25:9-198 
Combined Arms Division basic skill level 30 course. — Aber- 
deen Proving Ground, Md. : US Army Ordnance Center and 
School, 1983- 

1 v. (loose-leaf) : ill., forms ; 28 cm. Cover title. ‘‘No- 
vember 1983.” Includes bibliographical references. “S T 9- 
198.” @Item 325-G 

1. Ordnance — Study and teaching — United States. 2. 
Military education — United States. I. US Army Ordnance 
Center and School. OCLC 10962688 


84-20848 
D 105.25:9-258-3 
Lenses. — Repr. Oct 83.— Aberdeen Proving Ground, Md. : 
U.S. Army, U.S. Army Ordnance Center and School, [1983] 


82 p. : ill. ; 28 cm.— (Special text ; ST 9-258-3) “Revi- 
sion of ST 9-258-3 dated July 1980”—lst prelim. p. Cover 
title. @Item 325-G 

1. Lenses — Programmed instruction. I. US Army Ord- 
nance Center and School. II. Series: Special text (US Army 
Ordnance Center and School) ; ST 9-258-3. OCLC 10966194 


84-20849 
D 105.25:30-70-1 
Use of ohmmeter-multimeter TS-352B/U.— Repr. Oct. 83. — 
Aberdeen Proving Ground, Md. : U.S. Army, U.S. Army 
Ordnance Center and School, 1982. 
iv, 110 p. : ill., forms ; 28 cm. — (Special text ; ST 30-70-1) 
Cover title. @lItem 325-G 
1. Ohmmeter — Programmed instruction. I. US Army 
Ordnance Center and School. II. Series: Special text (US 
Army Ordnance Center and School) ; ST 30-70-1. OCLC 
10966218 





84-20850 
D 105.25:30-70-5 
Batteries. — Repr. Oct 83. — Aberdeen Proving Ground, Md. : 
U.S. Army, U.S. Army Ordnance Center and School, [1983] 


iii, 67 p. : ill., forms ; 28 cm. — (Special text ; ST 30-70-5) 
Cover title. @Item 325-G 

1. Batteries — Testing — Programmed Instruction. I. US 
Army Ordnance Center and School. II. Series: Special text 
(US Army Ordnance Center and School) ; ST 30-70-5. 
OCLC 10966206 


84-20851 
D 105.25:30-70-7 
Basic troubleshooting procedures. — Repr. Oct 83. — Aberdeen 
Proving Ground, Md. : U.S. Army, U.S. Army Ordnance 
Center and School, [1983] 
iii, 57 p. : ill., forms ; 28 cm. — (Special text ; ST 30-70-7) 
Cover title. @lItem 325-G 
1. Electronic instruments — United States — Maintenance 
and repair. 2. Electronics — Programmed instruction. I. US 
Army Ordnance Center and School. II. Series: Special text 
(US Army Ordnance Center and School) ; ST 30-70-7. 
OCLC 10966214 


84-20852 
D 105.25:30-70-15 
Capacitance. — Aberdeen Proving Ground, Md. : U.S. Army 
Ordnance Center and School, [1983] 
iii, 179 p. : ill., forms ; 28 cm. — (Special text ; ST 30-70- 
15) Cover title. “Reprinted Oct 83.” @Item 325-G 
1. Capacitators. 2. Electric capacity — Programmed in- 
struction. I. US Army Ordnance Center and School. II. 
Series: Special text (US Army Ordnance Center and School) ; 
ST 30-70-15. OCLC 11007401 


MILITARY ACADEMY (ARMY) 
Defense Dept. 
West Point, N.Y. 10996 


84-20853 
D 109.2:L 46/2 
Leadership in organizations. — West Point, N.Y. : Associates, 
Dept. of Behavioral Sciences and Leadership, U.S. Military 
Academy, [19837] 
1 v. (various pagings) : ill. (some col.), forms ; 28 cm. 
Includes bibliographical references and index. @Item 354 
1. Leadership. 2. Psychology, Military — Study and teach- 
ing — United States. 3. Social psychology —Study and 
teaching — United States. I. United States Military Acade- 
my. Dept. of Behavioral Sciences and Leadership. OCLC 
09449682 


ARMY COMMAND AND GENERAL STAFF 
COLLEGE 
Defense Dept. 
Fort Leavenworth, KS 66627 


84-20854 
D 110.9:7 
Glantz, David M. 

August storm : the Soviet 1945 strategic offensive in Man- 
churia /by David M. Glantz. — Fort Leavenworth, Kan. : 
Combat Studies Institute, U.S. Army Command and General 
Staff College ; Washington, D.C. : For sale by the Supt. of 
Docs., U.S. G.P.O., 1984. 

xix, 243 p. : ill., maps (some col.) ; 25 cm. — (Leavenworth 
papers ; no. 7) ‘February 1983.” Bibliography: p. 231-242. 
@ltem 359-C S/N 008-020-00984-9 @ GPO $8.50 


Government Publications — October 1984 


1. World War, . 1939-1945 — Campaigns — East Asia. 2. 
Soviet Union — History, Military — 1917- I. United States 
Army Command and General Staff College. Combat Studies 
Institute. II. Title. III. Series. OCLC 10882671 


84-20855 
D 110.9:8 
Glantz, David M. 

August storm : Soviet tactical and operational combat in 
Manchuria, 1945 /by David M. Glantz. — Fort Leavenworth, 
Kan. : Combat Studies Institute, U.S. Army Command and 
General Staff College ; Washington, D.C. : For sale by the 
Supt. of Docs., U.S. G.P.O., [1983] 

xii, 205 p. : ill., maps (some col.) ; 25 cm. — (Leavenworth 
papers ; no. 8) “June 1983.” Includes bibliographical refer- 
ences. @lItem 323 S/N 008-020-00985-7 @ GPO $8.50 

1. World War, 1939-1945 — Campaigns — China. 2. Soviet 
Union — History — 1939-1945. I. United States Army Com- 
mand and General Staff College. Combat Studies Institute. 
II. Title. III. Series. OCLC 10993709 


NAVY DEPARTMENT 
Defense Dept. 
Washington, DC 20350 


84-20856 
D 201.2:Au 2 
U.S. Naval Audiovisual Center : your resource for audiovisual 
support. — [Washington, D.C.? : Navy Dept.], [1984?] 
1 folded sheet (8 p.) : col. ill. ; 21 x 9 cm. @lItem 370 
1. United States. Navy. 2. Audio-visual materials — 
United States. 3. Instructional materials centers — United 
States. I. United States. Navy Dept. II. Title: US Naval 
Audiovisual Center. OCLC 11002723 


84-20857 
D 201.6:G 76 
United States. Navy Dept. 

Department of the Navy : graphic design standards. — 
Washington, DC : Navy Publications and Printing Service, 
[1984- 

1 v. (loose-leaf) : ill. (some col.) ; 28 cm.— (SECNA- 
VINST ; 5600.20) Cover title. “January 1984.” @lItem 
373 

1. Graphic arts — Standards — United States. 
States. Navy Publications and Printing Service. 
III. Series. OCLC 11013343 


I. United 
II. Title. 


MEDICINE AND SURGERY BUREAU (NAVY) 
Defense Dept. 
Washington, DC 20350 


84-20858 
D 206.2:D 63 
Naval Medical Research Institute (U.S.) 
On the horizon of discovery. — (Washington, D.C.?] : 
Naval Medical Research Institute, 1984. 
[14] p. : ill. ; 22x 10cm. Cover title. @lItem 385 
1. Naval Medical Research Institute (U.S.) 2. Medical re- 
search — United States. I. Title. OCLC 11002701 
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NAVAL EDUCATION AND TRAINING 
COMMAND 
Defense Dept. 
Pensacola, FL 32508 


84-20859 
D 207.202:El 2/984 
Roe, Earl F. 

Shipboard electronics material officer. — 1982 ed., [repr. 
1984] / prepared by Earl F. Roe and A.W. Foutch. — [Pensa- 
cola, Fla.] : Naval Education and Training Program Develop- 
ment Center, 1984. 

1 v. (various pagings) : ill., forms ; 28 cm. 
tion and Training Command”—Cover. “Officer text and off- 
ficer correspondence course”—Cover. Includes index. 
“NAVEDTRA 10478-Al.” @lItem 404-A-3 

1. United States. Navy — Officers. 2. Electronics in navi- 
gation. I. Foutch, A. W. II. Naval Education and Training 
Program Development Center. III. United States. Naval 
Education and Training Command. IV. Title. V. Title: Of- 
ficer text and officer correspondence course. OCLC 
11013396 


“Naval Educa- 


84-20860 
D 207.202:L 47/mod.4/work. 

Learning Center Instructor Course : student workbook /pre- 
pared by Naval Education and Training Program Develop- 
ment Center, Detachment Memphis ; prepared for Chief of 
Naval Technical Training. —[Washington, D.C.?] : The 
Chief, 1984- 

v. : forms ; 28 cm. Includes bibliographies. Contents: 
module 4. Introduction to reports. “A-012-0012.” @Item 
404-A-3 

1. Educational reports -—— United States. I. Naval Educa- 
tion and Training Program Development Center. Detachment 
Memphis. II. United States. Naval Education and Training 
Support Command. Chief of Naval Technical Training. 
OCLC 11013388 


84-20861 
D 207.202:O0f 2/984 
Galanides, Antonio M. 

Useful information for newly commissioned officers /pre- 
pared by Antonio M. Galanides. — 1984 ed. — [Pensacola, 
Fla.] : Naval Education and Training Command, Program 
Development Center, 1984. 

viii, 176 p. : 2 forms ; 13 x 19cm. “NAVEDTRA 10802- 
AF.” @ltem 404-A-3 S/N 0502-LP-054-0195 

1. United States. Navy — Officers’ handbooks. I. United 
States. Naval Education and Training Command. OCLC 
10542044 


84-20862 
D 207.208/2:Av 5/36 
Rogers, Robert E. 

Aviation machinist’s mate 2 /Naval Education and Training 
Program Development Center.— 1983 ed. / prepared by 
Robert E. Rogers. — [Pensacola, Fla.] : The Center, 1983. 

1 v. (various pagings) : ill., forms ; 28 cm. “Naval Educa- 
tion and Training Command”—Cover. “Rate training 
manual and nonresident career course’—Cover. “NAVED- 
TRA 10323-A.” @Item 404 

1. United States. Navy — Aviation machinists. 2. Machin- 
ists — United States. I. Naval Education and Training Pro- 
gram Development Center. II. United States. Naval Educa- 
tion and Training Command. III. Title. IV. Title: Aviation 
machinist’s mate two. V. Title: Rate training manual and 
nonresident career course. OCLC 10291864 
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84-20863 
D 207.208/2:Av 5/37 
Rogers, Robert E. 

Aviation machinist’s mate 3 /prepared by Robert E. 
Rogers. — 1983 ed. —[Washington, D.C.] : Naval Education 
and Training Program Development Center, 1984. 

1 v. (various pagings) : ill., forms ; 28cm. “NAVEDTRA 
10322.” Includes index. @lItem 404 

1. Aeronautics, Military — United States. 2. Aviation me- 
chanics (Persons) — United States. I. Naval Education and 
Training Program Development Center. II. Title. OCLC 
11012818 


84-20864 
D 207.208/2:Av 5/38 
Aviation maintenance ratings 1 & C /Naval Education and 
Training Program Development Center. — 1984 ed. / pre- 
pared by Paul N. Goodin ... [et al.] — [Pensacola, Fla.] : The 
Center, 1984. 

1 v. (various pagings) : ill., forms ; 28 cm. “Naval Educa- 
tion and Training Command”—Cover. “Rate training 
manual and nonresident career course’—Cover. Includes 
index. “NAVEDTRA 10343.” @lItem 404 

1. United States. Navy — Handbooks, manuals, etc. 2. 
United States. Navy — Aviation support equipment techni- 
cians — Handbooks, manuals, etc. 3. Airplanes, Military — 
Maintenance and repair — Handbooks, manuals, etc. I. 
Goodin, Paul N. II. Naval Education and Training Program 
Development Center. III. United States. Naval Education 
and Training Command. IV. Title: Aviation maintenance 
ratings one and C. V. Title: Rate training manual and non- 
resident career course. OCLC 11013499 


84-20865 
D 207.208/2:C 88/5 
Cryptologic technician A 3 & 2 /Nava! Education and Training 
Command. — Rev. 1978. —[Pensacola, Fla. : Naval Educa- 
tion and Training Support Command], 1978 [i.e. 1984] 

1 v. (various pagings) : ill., forms ; 28 cm. Cover title. 
“Rate training manual and nonresident career course.” In- 
cludes index. For official use only. “NAVEDTRA 10233- 
Cc.” @ltem 404 

1. United States. Navy— Cryptologic technicians. 2. 
United States. Navy—Records and correspondence. 3. 
United States. Navy — Handbooks, manuals, etc. I. United 
States. Naval Education and Training Support Command. 
II. Title: Cryptologic technician A three and two. III. Title: 
Rate training manual and nonresident career course. 
VB255.N38 1978 79-601988 651 OCLC 05709229 


84-20866 
D 207.208/2:P 45/4 
Stewart, Jerry C. 

Military requirements for chief petty officer /Naval Educa- 
tion and Training Program Development Center. — 1984 ed. 
/ prepared by Jerry C. Stewart. —[Pensacola, Fla.] : The 
Center, 1984. 

1 v. (various pagings) : ill., forms ; 28 cm. ‘Naval Educa- 
tion and Training Command”—Cover. “Rate training 
manual and nonresident career course”’—Cover. Includes 
index. “NAVEDTRA 10047.” @lItem 404 

1. United States. Navy — Handbooks, manuals, etc. 2. 
United States. Navy — Petty officers’ handbooks. I. Naval 
Education and Training Program Development Center. II. 
United States. Naval Education and Training Command. _III. 
Title. IV. Title: Rate training manual and nonresident career 
course. OCLC 11013523 





84-20867 
D 207.208/2:P 45/5 
Regina, Tom. 

Military requirements for petty officer second class /Naval 
Education and Training Program Development Center. — 
1984 ed. / prepared by Thomas J. Regina, Michael B. 
Osborn. — [Pensacola, Fla.] : The Center, 1984. 

1 v. (various pagings) : ill. (some col.), forms ; 28 cm. 
“Naval Education and Training Command”—Cover. “Rate 
training manual and nonresident career course’—Cover. In- 
cludes index. “NAVEDTRA 10045.” @Item 404 

1. United States. Navy — Handbooks, manuals, etc. 2. 
United States. Navy — Petty officers’ handbooks. I. Osborn, 
Michael B. II. Naval Education and Training Program De- 
velopment Center. III. United States. Naval Education and 
Training Command. IV. Title. V. Title: Rate training 
manual and nonresident career course. OCLC 11013456 


84-20868 
D 207.208/2:P 45/7 
Gustafson, Wayne R. 

Military requirements for petty officer third class. — 1984 
ed. / prepared by Wayne F. Gustafson. — [Pensacola, Fla.] : 
Naval Education and Training Program Development Center, 
1984. 

1 v. (various pagings) : ill. (some col.), forms, 1 map ; 28 
cm. “Naval Education and Training Command”—Cover. 
“Rate training manual and nonresident career course”— 
Cover. “NAVEDTRA_ 10044.” Includes index. @lItem 
404 

1. United States. Navy — Petty officers’ handbooks. 2. 
Military education — United States. I. Naval Education and 
Training Program Development Center. II. United States. 
Naval Education and Training Command. III. Title. IV. 
Title: Rate training manual and nonresident career course. 
OCLC 11013328 


84-20869 
D 207.208/2:Y 4/2/981-3 
Turner, Roy E. 

Yeoman 3 & 2 /Naval Education and Training Program 
Development Center. — 1981 ed., [repr. 1984] / prepared by 
Roy E. Turner. —[Pensacola, Fla.] : The Center, 1984. 

1 v. (various pagings) : ill., forms ; 28 cm. ‘Naval Educa- 
tion and Training Command”—Cover. “Rate training 
manual and nonresident career course’—Cover. Includes 
index. “NAVEDTRA 10240-J1.” @lItem 404 

1. United States. Navy — Handbooks, manuals, etc. 2. 
United States. Navy — Yeomen — Handbooks, manuals, etc. 
3. Office practice — Handbooks, manuals, etc. I. Naval Edu- 
cation and Training Program Development Center. II. 
United States. Naval Education and Training Command. III. 
Title. IV. Title: Yeoman three and two. V. Title: Rate 
training manual and nonresident career course. OCLC 
11013491 


84-20870 
D 207.208/4:L 52/module 4 
Legalman 2.— Rev. 1983. — [Washington, D.C.] : Naval Edu- 
cation and Training Program Development Center, 1983- 
v. : forms ; 28 cm. “Rate training manual and nonresident 
career course’—Cover. Contents: Module 4. Nonjudicial 
punishment and delivery of personnel/prepared by Willis J. 
Kollars. Includes index. “NAVEDTRA 288-04-55-83.” 
1. Naval law — United States. 2. Military law — United 
States. I. Kollars, Willis J. II]. Naval Education and Train- 
ing Program Development Center. OCLC 11012896 
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NAVAL MILITARY PERSONNEL COMMAND 
Defense Dept. 
Washington, DC 20370 


84-20871 
D 208.6:Un 3/984 
United States. Navy Dept. 

Uniform regulations /United States Navy. — Washington, 
D.C. : Dept. of the Navy : For sale by the Supt. of Docs., 
U.S. G.P.O., 1984- 

1 v. (loose-leaf) : ill., 1 form ; 28cm. “6 February 1984”— 
P. [i] Includes index. ‘“NavPers 15665E.” @lItem 406 S/ 
N 008-047-00356-1 @ GPO $13.00 

1. United States. Navy — Handbooks, manuals, etc. 2. 
United States. Navy — Uniforms — Handbooks, manuals, etc. 
I. Title. OCLC 11014865 


84-20872 
D 208.6/3:Sel 
SEA LEGS : a handbook for the Navy family. — Washington, 
D.C. : Naval Military Personnel Command, Family Support 
Program Division, 1984. 

ii, 81 p. : ill., 1 form ; 23 cm. — (Guideline series) Cover 
title. “NAVPERS 15309C”—P. [2] of cover. Bibliography: 
p. 70-72. @Item 403-A 

1. United States. Navy — Handbooks, manuals, etc. 2. 
Military dependents — United States. I. United States. Naval 
Military Personnel Command. Family Support Program Divi- 
sion. II. Series: Guideline series (United States. Naval Mili- 
tary Personnel Command) OCLC 11002769 


NAVAL FACILITIES ENGINEERING 
COMMAND 
Defense Dept. 
Washington, DC 20360 


84-20873 
D 209.2:F 11 
United States. Naval Facilities Engineering Command. 

Department of the Navy facility category codes. — Alexan- 
dria, Va. : Dept. of the Navy, Naval Facilities Engineering 
Command, 1984- 

1 v. (loose-leaf) ; 28 cm.— (NAVFAC P ; 72) Cover 
title. “April 1984.” Includes index. ‘This publication can- 
cels and supersedes NAVFAC P-72, Department of the Navy 
facility category codes of March 1980 in its entirety”—P. [iii] 
@ltem 418 

1. United States. Navy — Facilities — Handbooks, manuals, 
etc. 2. United States. Navy — Supplies and stores — Hand- 
books, manuals, etc. I. Title. II. Series. OCLC 11040932 


84-20874 
D 209.14/2:1.4 
Architecture : earth-sheltered buildings. — Alexandria, Va. : 
Dept. of the Navy, Naval Facilities Engineering Command ; 
Washington, D.C. : For sale by the Supt. of docs., U.S. 
G.P.O., [1984]- 
1 v. (loose-leaf) : ill., 3 forms ; 28 cm. — (NAVFAC ; DM- 
1.4) Cover title. ‘March 1984.” Bibliography: p. Bibliog- 
raphy-1 - Bibliography-13. Includes index. @Item 418-A 
S/N 008-050-00230-1 @ GPO $7.50 
1. Architecture and energy conservation — United States. 
2. Military architecture — United States. I. United States. 
Naval Facilities Engineering Command. II. Series: Design 
manual (United States. Naval Facilities Engineering Com- 
mand) ; NAVFAC DM-1.4. OCLC 10993565 
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MARINE CORPS (NAVY) 
Defense Dept. 
Washington, DC 20380 


84-20875 
D 214.13:M 34/7 
The 3d Marine Division and its regiments /by Reference Sec- 
tion, Historical Branch. — Washington, D.C. : History and 
Museums Division, Headquarters, U.S. Marine Corps, 1983. 
iii, 58 p.: ill.; 27cm. @Item 383-B 
1. United States. Marine Corps. Division, Third. I. United 
States. Marine Corps. History and Museums Division. Histori- 
cal Branch. Reference Section. OCLC 10210790 


MILITARY SEALIFT COMMAND (NAVY) 
Defense Dept. 
Washington, DC 20390 


84-20876 
D 216.2:F 49 
United States. Military Sealift Command. 

NIF, financing MSC operations : the Navy Industrial 
Fund. —[Washington, D.C.?] : U.S. Navy, Military Sealift 
Command, [19837] 

[2] p. : col. ill. ; 23cm. @lItem 388-B-2 

1. United States. Military Sealift Command — Appropria- 
tions and expenditures. I. Title. II. Title: N.I.F., financing 
M.S.C. operations. OCLC 10953403 


84-20877 
D 216.2:N 22 
United States. Naval Fleet Auxiliary Force. 
NFAF, the Naval Fleet Auxiliary Force. — Bayonne, N.J. : 
Military Sealift Command, [19837] 
[2] p. : col. ill. ; 18x 22cm. @Item 388-B-2 
1. United States. Naval Fleet Auxiliary Force — Recruiting, 
enlistment, etc. I. Title. II. Title: N.F.A.F., the Naval Fleet 
Auxiliary Force. OCLC 11007336 


AIR FORCE DEPARTMENT 
Defense Dept. 
Washington, DC 20330 


84-20878 
D 301.2:C 73/3/983 
Air Force combat units of World War II /edited by Maurer 
Maurer. — Washington, D.C. : Office of Air Force History : 
For sale by the Supt. of Docs., U.S. G.P.O., 1983. 

xiii, 506 p. : ill. ; 25 cm. Reprint. Originally published: 
Washington, D.C. : U.S. Govt. Print. Off., 1961. Includes 
index. @lItem 424 S/N 008-070-00496-8 @ GPO 

1. United States. Army Air Forces — History. 2. World 
War, 1939-1945 — Aerial operations, American. I. Maurer, 
Maurer. II. United States. Air Force. Office of Air Force 
History. D790.A533 1983 83-600169 940.54/4973 ¢2 19 
OCLC 09644436 


84-20879 
D 301.2:M 31/4/work. 
United States. Dept. of the Air Force. 
Performance management program : participant work- 
book. — Washington, D.C. : Dept. of the Air Force, 1984- 
1 v. (loose-leaf) : ill., forms ; 28 cm. Includes bibliograph- 
ical references. @Item 424 
1. United States. Air Force — Personnel management — 
Handbooks, manuals, etc. 2. United States. Dept. of the Air 
Force — Officials and employees. 3. Employees, Rating 
of — United States — Handbooks, manuals, etc. I. Title. 
OCLC 11013363 
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84-20880 
D 301.2:M 72 
The Military applications of modeling /editors John A. Batti- 
lega and Judith K. Grange. — Wright-Patterson Air Force 
Base, Ohio : Air Force Institute of Technology Press ; Wash- 
ington, D.C. : Supt of Docs., U.S. G.P.O. [distributor, 1984] 


ix, 559 p. : ill. ; 24cm. Bibliography: p. 544-559. @lItem 
424 S/N 008-070-00512-3 @ GPO ISBN _ 0-9161-7100- 
$18.00 

1. Military art and science — United States — Mathematical 
models. 2. Operations research. I. Battilega, John A. II. 
Grange, Judith K. III. Air Force Institute of Technology 
(U.S.) 84-070088 OCLC 10829930 


84-20881 
D 301.2:Q 2 
Quality Verification Center (U.S.) 
Quality Verification Center. — [Hill AFB, UT] : The 
Center, [1984?] 
[6] p. : col. ill. ; 28cm. Cover title. @Item 424 
1. Quality Verification Center (U.S.) 2. Electronic meas- 
urements — Quality control. 3. Mensuration — Quality con- 
trol. OCLC 10984649 


84-20882 
D 301.2:T 23 
United States. Air Force. Military Airlift Command. 

Military Airlift Command, Andrews and Bolling Air Force 
bases : telephone directory. — [Washington, D.C.?] : Military 
Airlift Command, [1984] 

110 p. : ill, maps ; 28 cm. “January 1984.” @lItem 424 

1. Andrews Air Force Base (Washington, D.C.) — Directo- 
ries. 2. Bolling Air Force Base (Washington, D.C.) — Direc- 
tories. I. Title. OCLC 10976994 


84-20883 
D 301.6/2:39-62 
United States. Dept. of the Air Force. 

Noncommissioned officer and airman performance re- 
ports. — Washington DC : Dept. of the Air Force, Headquar- 
ters US Air Force, [1983- 

1 v. (loose-leaf) : forms ; 28 cm. — (AF regulation ; 39-62) 
Caption title. At head of title: Enlisted personnel. “28 Oc- 
tober 1983.” Supersedes AFR 39-62, volume I, 7 July 1981 
and AFR 39-62, volume II, 24 March 1980. @lItem 425 

1. United States. Air Force — Officials and employees. 2. 
Employees, Rating of — United States. I. Title. II. Series: 
Air Force regulation ; 39-62. OCLC 10963238 


84-20884 
D 301.26/3:G 96/974-82 
Weathers, Bynum E. 

Guerrilla warfare in Argentina and Colombia, 1974-1982 / 
Bynum E. Weathers, Jr.— Maxwell Air Force Base, Al:.. : 
Documentary Research Division, Air University Libary, 
1982. 

vii, 84 p. ; 28 cm. Distributed to depository libraries in 
microfiche. Includes bibliographical references. @lItem 
422-R (microfiche) 

1. Guerrilla warfare. 2. Guerrillas — Argentina. 3. Guer- 
rillas — Colombia. I. Air University (U.S.). Library. Docu- 
mentary Research Division. II. Title. OCLC 08970468 


84-20885 
D 301.26/6:C 73/3 
Orr, George E. 
Combat operation C*I : fundamentals and interactions /by 
George E. Orr. — Maxwell Air Force Base, Ala. : Airpower 
Research Institute, Air University Press, [1983] 





xiii, 99 p. : ill. ; 23 cm. — (Research report ; no. AU-ARI- 
82-5) “July 1983.” Bibliography: p. 97-99. @Item 422-K 

1. Military art and science — United States. 2. Military 
intelligence. 3. Command and control systems. I. Air Uni- 
versity (U.S.). Airpower Research Institute. II. Title. III. 
Series: Research report (Air University (U.S.)) ; no. AU-ARI- 
82-5. OCLC 10210633 


84-20886 
D 301.35:36-29 
Aim high : officer career planner, United States Air Force. — 
(Washington, D.C.?] : U.S. Air Force, [1984] 

(21] p. : col. ill, 1 form ; 23 cm.— (AFP ; 36-29) Cover 
title. Distributed to depository libraries in microfiche. “1 
March 1984.” @lItem 421-A (microfiche) 

1. United States. Air Force — Officers. 2. United States. 
Air Force — Vocational guidance. I. United States. Air 
Force. II. Series: Air Force pamphlet ; AFP 36-29. OCLC 
11014617 


84-20887 
D 301.35:87-8 
United States. Dept. of the Air Force. 
Real property management : building manager’s hand- 
book. — [Washington, DC] : Dept. of the Air Force, [1984] 
18 p. : forms ; 21 cm.— (AFP ; 87-8) Cover title. 
“Writer-editor: Mrs. Ruthy Sturgill”—P. [1] “4 April 1984.” 
@ltem 421-A 
1. United States. Dept. of the Air Force — Handbooks, 
manuals, etc. 2. Building management — Handbooks, manu- 
als, etc. I. Sturgill, Ruthy. II. Title. III. Title: Building 
manager’s handbook. IV. Series: Air Force pamphlet ; AFP 
87-8. OCLC 11002684 


84-20888 
D 301.35:100-14 
United States. Dept. of the Air Force. 

Communications-electronics equipment directory. — Wash- 
ington, DC : Dept. of the Air Force, Headquarters US Air 
Force, 1984- 

1 v. (loose-leaf) ; 28 cm. — (AF pamphlet ; 100-14) Cap- 
tion title. At head of title: Communications-electronics. 
Distributed to depository libraries in microfiche. ‘1 May 
1980.” “Supersedes AFP 100-14, 4 October 1977.” Includes 
index. @lItem 421-A (microfiche) 

1. United States. Air Force —Communication systems — 
Inventories. 2. Communications, Military. I. Title. II. 
Series: Air Force pamphlet ; AFP 100-14. OCLC 11013371 


84-20889 
D 301.35:144-10 
Project, Rivet Shale : Air Force synfuels shale oil program. — 
(Washington, D.C.?] : Air Force Energy Office, HQ USAF/ 
LEYSF, [1983] 
[4] p. : col. ill ; 11 x 26 cm. — (AFP ; 144-10) Distributed 
to depository libraries in microfiche. “3 October 1983.” 
@ltem 421-A (microfiche) 
1. Jet planes— Fuel. 2. Shale oils. I. United States. Air 
Force Energy Office. II. Series: Air Force pamphlet ; AFP 
144-10. OCLC 10985166 


84-20890 
D 301.35:166-41 
Hill, Novella S. 

Fat restricted diet. — [Washington, DC : Dept. of the Air 
Force, Headquarters US Air Force, 1984] 

18 p. : ill. ; 21 cm.— (AFP ; 166-41) “Supersedes AFP 
160-159, 19 June 1981°—P. 3. “11 May 1984.” @lItem 421- 
A (microfiche) 

1. Fat. 2. Low-fat diet. I. United States. Dept. of the Air 
Force. II. Title. III. Series: Air Force pamphlet ; AFP 
166-41. OCLC 11014880 
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84-20891 


D 301.35:400-29 
United States. Dept. of the Air Force. 

Contracting for major operation and maintenance serv- 
ices. — Washington, DC : Dept. of the Air Force, Headquar- 
ters US Air Force, [1982- 

1 v. (loose-leaf) : ill. ; 28 cm.— (AF pamphlet ; 400-29) 
Caption title. At head of title: Logistics. “Writer-editor: 
L.J. Mazulewicz.” Distributed to depository libraries in 
microfiche. ‘15 November 1982.” “Supersedes AFP 70-19, 
15 November 1973.” @lItem 421-A (microfiche) 

1. United States. Air Force — Procurement. 2. Defense 
contracts — United States. I. Mazulewicz, L. J. II. Title. 
III. Series: Air Force pamphlet ; AFP 400-29. OCLC 
11013308 


84-20892 
D 301.45/14-2:0-9 
United States. Air Force Systems Command. 

Numerical and functional index of command forms. — An- 
drews Air Force Base, DC : Dept. of the Air Force, Head- 
quarters Air Force Systems Command, [1984- 

1 v. (loose-leaf) ; 28 cm.— (AFSC regulation ; 0-9) At 
head of title: Indexes. Caption titie. ‘16 April 1984, period 
ending 1 April 1984.” Supersedes AFSCR 0-9, 16 Jan 84. 
@ltem 421 

1. United States. Air Force Systems Command — Indexes. 
I. Title. II. Series: United States. Air Force. Systems Com- 
mand. AFSC regulation ; 0-9. OCLC 10963241 


84-20893 
D 301.45/14-2:66-1 
United States. Air Force Systems Command. 

Maintenance management policy.— Andrews Air Force 
Base, DC : Dept. of the Air Force, Headquarters Air Force 
Systems Command, [1983- ] 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (AFSC regulation ; 
66-1) Caption title. At head of title: Equipment mainte- 
nance. “1 July 1983.” Supersedes AFSCRs 66-7, 22 Apr 
81; 136-2, 16 Aug 76; and 136-3, 17 Jun 77; and AFR 66-1, 
vol I/AFSC sup 1, 26 Sep 80; vol II/AFSC sup 1,3 Oct 80; 
vol III/AFSC sup 1, 26 Sep 80; and vol V/AFSC sup 1,2 Jan 
81. @Item 421 

1. United States. Air Force — Equipment — Maintenance 
and repair. 2. Military supplies. I. Title. II. Series: United 
States. Air Force. Systems Command. AFSC regulation ; 66- 
1. OCLC 10963286 


84-20894 
D 301.45/27:83-25 
Wilper, Barbara L. 

Assessing aircraft battle damage : information and support 
requirements /by Barbara L. Wilper, A. John Eschenbrenner, 
Jr., Warren T. Payne. — Brooks Air Force Base, Tex. : Air 
Force Human Resources Laboratory, Air Force Systems 
Command, 1983. 

92 p. : ill. ; 28 cm.— (AFHRL-TR ; 83-25) Final report. 
Cover title. “McDonnell Douglas Astronautics Company.” 
“December 1983.” Includes bibliographical _ references. 
Contract No.: F42500-81-D-4382-0013, Project No.: 62205F. 
Project No.: 17100006. 

1. Airplanes, Military — United States — Testing. I. Es- 
chenbrenner, A. John. II. Payne, Warren T. III. Air Force 
Human Resources Laboratory. IV. McDonnell Douglas As- 
tronautics Company-St. Louis. V. Title. VI. Series. 
OCLC 10977079 
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84-20895 
D 301.45/27-4:82-41 
Boynton, Thomas A. 
Table computation program : users manual /by Thomas A. 
Boynton. — Brooks Air Force Base, Tex. : Air Force Human 
Resources Laboratory, Air Force Systems Command, [1983] 


18 p. : 2 forms ; 28 cm.— (AFHRL-technical paper ; 82- 
41) Final technical paper. “April 1983. Project No.: 
99830999. @Item 421-E-3 

1. Research and development contracts, Government — 
United States — Statistics — Data processing. 2. Cost effec- 
tiveness — Data processing. I. Air Force Human Resources 


Laboratory. Il. Title. III. Series. OCLC 10977091 


84-20896 
D 301.79:18 
Ivanov, D. A. (Dmitrii Afanasevich) 

Fundamentals of tactical command and control : a Soviet 
view Osnovy upravleniia voiskami v boiu /authors: D.A. 
Ivanov, V.P. Savelyev, P.V. Shemanskiy ; translated and pub- 
lished under the auspices of the United States Air Force ; 
published with the approval of ihe All-Union Copyright 
Agency of the U.S.S.R.—[Washington, D.C.2] : U.S. Air 
Force, 1977? 

ix, 333 p. : ill, forms, maps ; 23 cm.— (Soviet military 
thought ; no. 18) Includes bibliographical references. In- 
cludes index. @Item 421-F S/N 008-070-00514-0 @ GPO 
$9.00 

1. Tactics. I. Savelev, V. P. (Vasilii Pavlovich) II. She- 
manskii, P. V. (Petr Vasilevich) Ill. United States. Air 
Force. IV. Title. V. Series. OCLC 10769693 


84-20897 
D 301.82/4:Id 2 
Holley, I. B. (Irving Brinton), 1919- 

Ideas and weapons : exploitation of the aerial weapon by 
the United States during World War I : a study in the rela- 
tionship of technological advance, military doctrine, and the 
development of weapons /by I.B. Holley, Jr. — Washington, 
D.C. : Office of Air Force History : For sale by the Supt. of 
Docs., U.S. G.P.O., 1983, c1953. 

xii, 222 p. : ill. ; 25 cm.— (Special studies) “Originally 
published: Yale University Dress, 1953”—T.p. verso. Bibli- 
ography: p. 179-209. Includes index. @lItem 422-M-1 S/N 
008-070-00504-2 @ GPO ISBN 0-9127-9911- $9.50 

1. Aeronautics, Military — United States. 2. World War, 
1914-1918 — Aerial operations, American. I. United States. 
Air Force. Office of Air Force History. II. Title. III. 
Series: Special studies (United States. Air Force. Office of Air 
Force History) UG633.H6 1984 83-018967 358.4/00973 
¢2 19 OCLC 09970747 


AIR FORCE ACADEMY 
Defense Dept. 
U.S. Air Force Academy, CO 80840 


84-20898 
D 305.2:M 66 
Minority students at the Air Force Academy. — [Colorado 
Springs, Colo.?] : USAFA, 1984. 
11 p. : ill. ; 22 x 28 cm. Cover title. 
1. United States Air Force Academy. 
Education — United States. I. 
Academy. OCLC 10981416 


84-20899 


@ltem 425-A-1 
2. Minorities — 
United States Air Force 


D 305.2:M 79 
Wenker, Kenneth H. 
Foundations of professional morality /by Kenneth H. 
Wenker. — Apr. 1984 ed. — Colorado Springs, Colo. : Dept. 
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of Philosophy and Fine Arts, U.S. Air Force Academy, 1984- 


1 v. (loose-leaf) ; 28 cm. 
ences. @ltem 425-A-1 

1. Military ethics. 2. Ethics — United States. 1. United 
States Air Force Academy. Dept. of Philosophy and Fine 
Arts. Il. Title. OCLC 11041618 


Includes bibliographical refer- 


84-20900 


D 305.2:Q 3 
United States Air Force Academy. 

United States Air Force Academy : questions and an- 
swers. — [Colorado Springs, Colo.?] : The Academy, 1984. 

41 p.: ill, 1 map ; 22 x ll cm. Cover title. @ltem 425- 
A-l 

1. United States Air Force Academy. I. Title. II. Title: 
U.S.A.F.A., United States Air Force Academy. OCLC 
11002780 


84-20901 
D 305.6/2:D 35 
Cadet decorum handbook. —[Colorado Springs, 
United States Air Force Academy, 1984. 
iv, 107 p. : il. ; 28cm. Cover title. 
@ltem 425-A-1 
1. United States Air Force Academy — Handbooks, manu- 
als, etc. I. United States Air Force Academy. OCLC 
11041700 


Colo.?] 


Bibliography: p. 107. 


84-20902 


D 305.10:24 
James, D. Clayton. 

Command crisis : MacArthur and the Korean War /D. 
Clayton James. — [Colorado Springs, Colo.?] : United States 
Air Force Academy, 1982. 

iv, 16 p. : ill. ; 21 cm. — (The Harmon memorial lectures in 
military history ; no. 24) Includes bibliographical references. 
@ltem 425-A-4 

1. Korean War, 1950-1953— United States — Addresses, 
essays, lectures. 2. Civil supremacy over the military — 
United States — Addresses, essays, lectures. I. United States 
Air Force Academy. II. Title. III. Series. OCLC 
08756450 


84-20903 
D 305.10/2:1 
Luns, Joseph M. A. H. (Joseph Marie Antoine Hubert), 1911- 
The present state of the world /Joseph M.A.H. Luns. — 
[Colorado Springs, Colo.?] : U.S. Air Force Academy, [1979] 


23 p. ; 19 cm. — (The Ira C. Eaker distinguished lecture on 
national defense policy ; no. 1) “20 April 1979.” @Item 
425-A-4 

1. World politics — 1975-1985 — Addresses, essays, lectures. 
I. United States Air Force Academy. II. Title. III. Series. 
OCLC 06064232 


84-20904 
D 305.10/2:2 
Kaufmann, William W. 

Choices for the 1980’s /William W. Kaufmann. — (Colora- 
do Springs, Colo.?] : United States Air Force Academy, 
[1980] 

22 p. ; 19 cm. — (The Ira C. Eaker distinguished lecture on 
national defense policy ; no. 2) “29 April 1980." @Item 
425-A-4 

1. Security, International — Addresses, essays, lectures. 2. 
United States — Military policy — Addresses, essays, lectures. 
I. United States Air Force Academy. II. Title. III. Series. 
OCLC 10363561 





84-20905 
D 305.10/2:4 
Milton, T. Ross. 

Vietnam revisited /T. Ross Milton. — [Colorado Springs, 
Colo.?} : U.S. Air Force Academy, [1982] 

17 p. ; 21 cm. — (The Ira C. Eaker distinguished lecture on 
national defense policy ; no. 4) “27 April 1982.” @ltem 
425-A-4 

1. Vietnamese Conflict, 1963-1975 — United States — Ad- 
dresses, essays, lectures. I. United States Air Force Acade- 


my. II. Title. III. Series. OCLC 10363570 


84-20906 
D 305.14:84-2 
Symposium on Psychology in the Dept. of Defense (9th : 1984 : 
Colorado Springs, Colo.) 

Proceedings of the ninth symposium : Psychology in the 
Department of Defense, 18-20 April 1984. — Colorado 
Springs, Colo. : Dept. of Behavioral Sciences and Leadership, 
U.S. Air Force Academy, 1984. 

xxviii, 719 p. : ill. ; 28 cm. Includes bibliographies and 
index. “USAFA-TR-84-2”—Cover. @lItem 425-A-1 

1. Symposium on Psychology in the Dept. of Defense (9th : 
1984 : Colorado Springs, Colo.) I. United States Air Force 
Academy. Dept. of Behavioral Sciences and Leadership. II. 
Title. OCLC 10993553 


NATIONAL CENTER FOR EDUCATION 
STATISTICS 
Education Dept. 
Hyattsville, MD 20782 


84-20907 
ED 1.124:982 
Fall enrollment in colleges and universities. Washington, D.C. : 
National Center for Education Statistics : [Supt. of Docs., 
U.S. G.P.O., distributor, 1982- Supt. of Docs., U.S.G.P.O., 
Wash., DC 20402 

v.: ill. ; 28 cm. 

Biennial 

$5.50 

1980- “NCES 84-305”"—P. 4 of cover. 1982. @Item 
460-A-54 S/N 065-000-00205-1 ISSN 0738-5609 Contin- 
ues: Fall enrollment in higher education (Washington, D.C. : 
1978) 

1. College attendance — United States — Statistics — Peri- 
odicals. 2. College students— United States — Statistics — 
Periodicals. I. National Center for Education Statistics. 
LC148.F334 83-643993 378/.1059/73 ¢2 19 OCLC 
08995321 


NATIONAL INSTITUTE OF EDUCATION 
Education Dept. 
Washington, DC 20208 


ERIC documents may be ordered in microfiche or paper copy 
from the ERIC Document Reproduction Service (EDRS), P.O. 
Box 190, Arlington, VA 22210. Telephone: (703) 823-0500. To 
obtain an order form, contact EDRS or consult any issue of 
IResources in Education N(RIE) . 


84-20908 
ED 1.310/2:218268 
Leadership training : a manual for training teachers to be lead- 
ers in professional development /edited by Jessica B. 
Leslie. — San Antonio, Tex. [Edgewood Independent 
School District? : Trinity University?], 1982. 
vi, 136 leaves : ill. ; 28 cm. “Prepared as part of the 
teacher corps contract shared by Edgewood Independent 
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School District and Trinity University, grant number 
G007802980." “National Institute of Education.” “Edge- 
wood/Trinity Teacher Corps Project.” Distributed to de- 
pository libraries in microfiche. Includes bibliographies. 
Stamped on sticker: ED218268. @lItem 466-A-3 (microfiche) 
S/N ED 218268 @ Educational Resources Information 
Center 

1. Leadership. 2. Teachers — In-service training — Texas. 
I. Leslie, Jessica B. 11. Edgewood Independent School Dis- 
trict. III. Trinity University (San Antonio, Tex.) IV. Na- 
tional Institute of Education (U.S.) OCLC 11012955 


84-20909 
ED 1.310/2:219082 
ED 1.310/2:219083-219090 
Educational Resources Information Center (U.S.) 

ERIC processing manual : rules and guidelines for the 
acquisition, selection, and technica) processing of documents 
and journal articles by the various components of the ERIC 
network. —[Washington, D.C.?) : Educational Resources In- 
formation Center, National Institute of Education, U.S. De- 
partment of Education, 1980- 

v. : ill, forms ; 28 cm. “Prepared by the staff of the ERIC 
Processing and Reference Facility under the general editor- 
ship of its director, Ted Brandhorst”—Preface. Complete 
manual [sections 1-10, appendixes A-B] issued as ED219082. 
Individual sections issued as ED219083 through ED219090. 
Distributed to depository libraries in microfiche. Includes 
bibliographical references. Includes index. Contents: sec- 
tion 2. Acquisitions — section 3. Selection — section 4. Han- 
dling and shipping — section 5. Cataloging —section 6. Ab- 
stracting/annotating — section 7. Indexing — section 8, pt. 1. 
Vocabulary development and maintenance: Descriptors — 
section 8, pt. 2. Vocabulary development and maintenance: 
Identifiers. “Section 9 deferred indefinitely’—Table of con- 
tents. @lItem 466-A-3 (microfiche) S/N ED 219082 (com- 
plete manual) @ Educational Resources Information Center ; 
ED 219083-219090 (sections 2-8) @ Educational Resources 
Information Center 

1. Cataloging of technical literature. 2. Cataloging — 
United States— Data processing. 3. Education — Data 
processing. I. Brandhorst, Ted. II. ERIC Processing and 
Reference Facility (U.S.) III. Title. OCLC 10992680 


84-20910 
ED 1,310/2:219707 
Johnson, David W. (David Winslow), 1940- 

Interdependence and interpersonal attraction among hetero- 
geneous and homogeneous individuals : a theoretical formula- 
tion and a meta-analysis of the research [[microform] /] 
David W. Johnson, Roger T. Johnson, and Geoffrey Mar- 
uyama. — [Minneapolis, Minn.] : University of Minnesota, 
[1982] 

1 v. ; 28 cm. Microfiche. [Washington, D.C. : National 
Institute of Education, 19822]. 2 microfiches ; 11 x 15 cm. 
“Effects of cooperation, competition and individualistic goal/ 
structures on interethnic relationships.” “Spons Agency: Na- 
tional Inst. of Education (ED)”—Doc. resume. Distributed 
to depository libraries in microfiche. “February, 1982.” 
Bibliography: leaf 114-120. Stamped on t.p.: ED219707. 
@ltem 466-A-3 (microfiche) S/N ED 219707 @ Education- 
al Resources Information Center 

1. School integration — Social aspects — United States. I. 
Johnson, Roger T., 1938- II. Maruyama, Geoffrey. III. 
University of Minnesota. IV. National Institute of Education 
(U.S.) V. Title. OCLC 10984578 
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84-20911 
ED 1.310/2:223005 
Narver, Betty Jane. 

Managing the politics of decline : school closures in Seattle 
[[microform] /] by BJ. Narver, R. Weatherley and R.F. 
Elmore. — [Seattle, Wash. Washington Univ., Inst. for 
Public Policy Management, 1982] 

1 v. ; 28 cm. — (Public policy paper ; no. 16) Microfiche. 
(Washington, D.C. : National Institute of Education, 1982?]. 1 
microfiche ; 11 x 15 cm. “Supported in part by a grant from 
the National Institute of Education, Grant no. NIE-G-80- 
0131.” Distributed to depository libraries in microfiche. 
“May 1982.” Bibliography: p. 40-42. @Item 466-A-3 
(microfiche) S/N ED 223005 @ Educational Resources In- 
formation Center 

1. School attendance — Washington (State)— Seattle. 2. 
Seattle (Wash.)— Schools. I. Weatherley, Richard. II. 
Elmore, Richard F. III. University of Washington. Institute 
for Public Policy and Management. IV. National Institute of 
Education (U.S.) V. Title. VI. Series. OCLC 10984561 


84-20912 
ED 1.310/2:224035 
Holdzkom, David. 

Uses of the primary trait system : a collaborative descrip- 
tive research project : writing research and resources project 
final report [[microform] /] by David Holdzkom, Ruth Beber- 
meyer, Astacia Wright.— St. Louis, Mo. : Cemrel, Inc., 
[1982] 

1 v. : forms ; 28 cm. Microfiche. [Washington, D.C. : 
National Institute of Education, 19827]. 1 microfiche ; 11 x 15 
cm. “Supported by contract 400-80-0102, P-4 from the Na- 
tional Institute of Education, U.S. Department of Educa- 
tion”—Leaf [1] Distributed to depository libraries in micro- 
fiche. “November 30, 1982.” Bibliography: leaf 52. 
Stamped on t.p.: ED224035. @lItem 466-A-3 (microfiche) 
S/N ED 224035 @ Educational Resources Information 
Center 

1. Children — United States — Writing. 2. Junior high 
school students— United States. 3. Education, Elementa- 
ry — United States. I. Bebermeyer, Ruth. II. Wright, Asta- 
cia. III. Central Midwestern Regional Educational Labora- 
tory. IV. National Institute of Education (U.S.) V. Title. 
OCLC 10984554 


84-20913 
ED 1.310/2:224112 
Purkey, Stewart C. 

Ends not means : the policy implications of effective 
schools research [[microform] /] Stewart C. Purkey and Mar- 
shall S. Smith. — Madison, Wis. : Wisconsin Center for Edu- 
cation Research, University of Wisconsin-Madison, School of 
Education, [1982] 

1 v. ; 28 cm. Microfiche. [Washington, D.C. : National 
Institute of Education, 19827]. 1 microfiche ; 11 x 15 cm. 
“Prepared for a symposium on exemplary schools and their 
characteristics, presented at the convention of the American 
Psychological Association.” “Supported in part by a grant 
from the National Institute of Education (grant no. NIE-G- 
81-0009).” Distributed to depository libraries in microfiche. 
“August, 1982 (draft)” Bibliography: leaf 17-21. Stamped 
on t.p.: ED224112. @lItem 466-A-3 (microfiche) S/N ED 
224112 @ Educational Resources Information Center 

1. Academic achievement. 2. School management and or- 
ganization — United States. I. Smith, Marshall S. II. Wis- 
consin Center for Education Research. III. National Insti- 
tute of Education (U.S.) IV. Title. OCLC 10984589 
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84-20914 
ED 1.310/2:225262-3 
Emory, Ruth. 

Institutionalization : how can we continue good practices 
and functions when funding ends? /prepared by Ruth Emory 
for the Northwest Regional Exchange Advisory Board. — 
Portland, Or. : Dissemination Field Services, Northwest Re- 
gional Educational Laboratory [1981] 

2v.; 28cm. “October 1, 1981. “Performed pursuant to 
contract no. 400-800-0105 of the National Institute of Educa- 
tion"—T.p. verso. Distributed to depository libraries in 
microfiche. Bibliography: p. 65-68 (pt.1) Pt. 1: A synthesis 
of findings. ED225262-3 (Pts. I-I]) @ltem 466-A-3 (micro- 
fiche) S/N ED 225262-3 @ Educational Resources Informa- 
tion Center 

1. Educational innovations — Congresses. 2. Educational 
planning — Congresses. 3. Curriculum change — Congresses. 
I. Northwest Regional Exchange Advisory Board (U.S.) _II. 
National Institute of Education (U.S.) III. Northwest Re- 
gional Educational Laboratory. Dissemination Services Pro- 
gram. IV. Title. OCLC 10978592 


84-20915 
ED 1,310/2:225974 
Cadwallader, Lynn J. 

A case study in the professionalization of nineteenth centu- 
ry teaching : Nathaniel T. Allen, 1823-1872 [[microform] /] 
Lynn J. Cadwallader. — [Washington, D.C. : National Inst. of 
Education (ED), 1983] 

1 v. ; 28 cm. Microfiche. [Washington, D.C. : National 
Institute of Education, 1982?]. 2 microfiches ; 11 x 15 cm. 
“(An expanded version of this report will be available as an 
Ed.D. dissertation, University of Massachusetts, 1983.) Dis- 
tributed to depository libraries in microfiche. Bibliography: 
p. [141]-[146] “(NIE grant G-80-0150)” Stamped on t.p.: 
ED225974. @lItem 466-A-3 (microfiche) S/N ED 225974 
@ Educational Resources Information Center 

1. Allen, Nathaniel T., 1823-1872. 2. Education — United 
States. 3. Teaching — Case studies. I. National Institute of 
Education (U.S.) II. Title. OCLC 10984592 


84-20916 
ED 1.310/2:229090 
Conrad, Clifton. 

At the crossroads : general education in community colleg- 
es /Clifton F. Conrad. — Washington, D.C. : American Asso- 
ciation of Community and Junior Colleges : Council of Uni- 
versities and Colleges ; Los Angeles : ERIC Clearinghouse 
for Junior Colleges, University of California, c1983. 

vi, 71 p. ; 28 cm.— (Horizons issues monograph series) 
“Prepared with funding from the National Institute of Educa- 
tion, U.S. Department of Education, under contract no. 400- 
78-0038.” Distributed to depository libraries in microfiche. 
Bibliography: p. 65-71. Stamped on cover: ED229090. 
@ltem 466-A-3 (microfiche) S/N ED 229090 @ Education- 
al Resources Information Center 

1. Community colleges— United States. 2. Education, 
Higher — United States — Curricula. I. American Associa- 
tion of Community and Junior Colleges. II. Council of Uni- 
versities and Colleges (Washington, D.C.) III. ERIC Clear- 
inghouse for Junior Colleges. IV. National Institute of Edu- 
cation (U.S.) V. Title. VI. Series. OCLC 10497948 





84-20917 
ED 1.310/2:229948/vol.1 
ED 1.310/2:229949/vol.2 
Progress or change : issues in educating the emotionally dis- 
turbed /edited by Margaret M. Noel, Norris G. Haring. — 
Seattle, WA : Program Development Assistance System, Uni- 
versity of Washington, [1982] 

2 v. : ill, forms ; 23 cm. “Produced under contract 
number 300-79-0062 from the United States Education De- 
partment, Special Education Programs, Division of Innova- 
tion and Development, Program Development Branch”—T.p. 
verso. Distributed to depository libraries in microfiche. 
“September 1982”—T.p. verso. Contents: v. 1. Identification 
and program planning — v. 2. Service delivery. Includes 
bibliographies. Stamped on t.p. (vol.l): ED 229948. 
Stamped on t.p. (vol.2): ED 229949. @lItem 466-A-3 (micro- 
fiche) S/N ED 229948 @ Educational Resources Informa- 
tion Center ; ED 229949 @ Educational Resources Informa- 
tion Center 

1. Mentally ill children — Education — United States. 2. 
Emotional problems of children. I. Noel, Margaret M. II. 
Haring, Norris Grover, 1923- III. University of Washington. 
Program Development Assistance System. IV. United 
States. Office of Special Education and Rehabilitative Serv- 
ices. Program Development Branch. OCLC 09302755 


ENVIRONMENTAL PROTECTION AGENCY 
Washington, DC 20460 


84-20918 
EP 1.2:C 57/2/draft 
Procedures for modeling flow through clay liners to determine 
required liner thickness. — Washington, DC : U.S. Environ- 
mental Protection Agency, Office of Solid Waste, 1984. 

1 v. (various pagings) : ill. ; 28 cm. ‘“Draft”—Cover. 
“Technical resource document for public comment”—Cover. 
“This report was prepared for the Office of Solid Waste 
under contract no. 68-02-3168.” “GCA Corporation”—P. [i] 
Distributed to depository libraries in microfiche. “April 
1984”—Cover. Includes bibliographies. ‘“EPA/530-SW-84- 
001.” @Item 431-I-1 (microfiche) 

1. Hazardous wastes. 2. Soil permeability — United States. 
I. United States. Office of Solid Waste. II. GCA Corpora- 
tion. OCLC 10985578 


84-20919 
EP 1.2:L 14/15 
Lake restoration, protection, and management : proceedings of 
the second annual conference, North American Lake Society, 
October 26-29, 1982, Vancouver, British Columbia. — Wash- 
ington, D.C. : U.S. Environmental Protection Agency, Office 
of Water Regulations and Standards, 1983. 
ix, 327 p. : ill., charts, maps ; 28 cm. 
Regulations and Standards’—Cover. Includes  bibliogra- 
phies. “EPA 440/5-83-001"—Cover. @lItem 431-I-1 
1. Lake renewal — United States — Congresses. 2. Lake 
renewal — Canada — Congresses. 3. Water — Pollution — 
United States — Congresses. 4. Water — Pollution — 
Canada — Congresses. I. North American Lake Manage- 
ment Society. Conference. II. United States. Environmental 
Protection Agency. Office of Water Regulations and Stand- 
ards. OCLC 10240716 


“Office of Water 
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84-20920 
EP 1,2:N 21/9 

Areawide environmental assessment on the development of a 
NEPA compliance strategy for new source coal mining activ- 
ity in the western Kentucky coal field /prepared for U.S. 
Environmental Protection Agency, Region IV, Environmen- 
tal Assessment Branch, NEPA Compliance Section. — Atlan- 
ta, Ga. : The Region, 1984. 

190 p. in various pagings : ill., maps ; 28 cm. “October 31, 
1983.” ‘December 1983”—Cover. Bibliography: p. 7-1 -7-4 
(8th group) “EPA 904/9-83-116"—Cover. @lItem 431-I-1 

1. Coal mines and mining — Environmental aspects — Ken- 
tucky. 2. Coal mines and mining — Law and legislation — 
Kentucky. 3. Kentucky — Public lands. I. United States. 
Environmental Protection Agency. Region IV. NEPA Com- 
pliance Section. OCLC 10529282 


84-20921 
EP 1.2:Se 8/8/984 
Combined sewer overflow toxic pollutant study /prepared by 
E.C. Jordan Co. ; prepared for U.S. Environmental Protec- 
tion Agency, Effluent Guidelines Division. — Washington, 
D.C. : The Division, [1984] 

ix, 108, [91] p. : ill, maps ; 28 cm. 
cludes bibliographical references. 
@ltem 431-I-1 

1. Combined sewers — United States — Overflows. 2. Or- 
ganic water pollutants. I. United States. Environmental Pro- 
tection Agency. Effluent Guidelines Division. II. E.C. 
Jordan Co. OCLC 11041349 


“April 1984.” In- 
“EPA 440/1-84/304.” 


84-20922 
EP 1.8:P 42/4 
United States. Environmental Protection Agency. Office of 
Solid Waste and Emergency Response. 

Permit applicants’ guidance manual for hazardous waste 
land treatment, storage, and disposal facilities : final draft. — 
Washington, DC : U.S. Environmental Protection Agency, 
Office of Solid Waste and Emergency Response ; For sale by 
the Supt. of Docs., U.S. G.P.O., 1984. 

1 v. (various pagings) : ill., forms ; 28 cm. ‘Recommended 
methods for collecting and presenting information that re- 
sponds to the application information requirements in 40 CFR 
Part 270”—Pref. “May 1984’—Cover. Includes biblio- 
graphical references. “EPA 530 SW-84-004”—Cover. 
@ltem 431-K S/N 055-000-00240-1 @ GPO $13.00 

1. Hazardous waste sites— United States — Handbooks, 
manuals, etc. I. Title. OCLC 11022654 


84-20923 
EP 1.21:Ec 7 
The Ecological impacts of wastewater on wetlands : an anno- 
tated bibliography /U.S. Environmental Protection Agency, 
Region V, and U.S. Fish and Wildlife Service, Eastern 
Energy and Land Use Team. — Chicago, Ill. : The Region, 
1984. 

336 p. in various pagings ; 28 cm. “Portions of this docu- 
ment were prepared under EPA Contracts No. 68-01-5989 
and No. 68-04-5017.” “February 1984.” Includes index. 
“EPA-905/3-84-002.” @Item 431-1-9 

1. Sewage disposal— Environmental aspects — United 
States — Bibliography. 2. Wetland ecology — United 
States — Bibliography. 1. United States. Environmental Pro- 
tection Agency. Region V. II. Eastern Energy and Land 
Use Team. OCLC 10765299 
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Environmental Protection Agency 


84-20924 


EP 1.57/3:C 59 

Cleveland Southwest suburban facilities planning area : final 
environmental impact statement /prepared by the United 
States Environmental Protection Agency, Region V, with 
assistance from ESEI, Inc. — Chicago, Ill. : The Region, 
1984. 

1 v. (various pagings) : ill., charts, maps ; 28 cm. Cover 
title: Cleveland Southwest planning area, Ohio. “July 1984.” 
Includes index. @lItem 431-I-55 

1. Water treatment plants — Ohio — Cleveland. 2. Water 
quality — Ohio — Cleveland. 1. United States. Environmen- 
tal Protection Agency. Region V. II. ESEI, Inc. III. Title: 
Cleveland Southwest planning area, Ohio. OCLC 11036972 


84-20925 


EP 1.81/2:984 
Research outlook (United States. Environmental Protection 
Agency. Office of Research and Development) 

Research outlook /United States Environmental Protection 
Agency, Research and Development. Washington, D.C. : 
U.S. Environmental Protection Agency, Research and Devel- 
opment, U.S. Environmental Protection Agency, 26 W. St. 
Clair, Cincinnati, OH 45268 

v. : ill. ; 28 cm. 

Annual 

Began with 3rd, 1978. Title from cover. 1984. Descrip- 
tion based on: [Sth] (1980) @lItem 431-K-4 ISSN 0192-8376 
Continues: Environmental research outlook ISSN 0147-4456 

1. United States. Environmental Protection Agency. Office 
of Research and Development — Periodicals. 2. Environ- 
mental protection — Research — United States — Periodicals. 
3. Environmental health — United States — Periodicals. 4. 
Pollution — Research — United States — Periodicals. _I. 
United States. Environmental Protection Agency. Office of 
Research and Development. Key Title: Research outlook - 
United States Environmental Protection Agency, Research 
and Development TD178.6.U54a 79-643137 //r82 363.7/ 
00973 OCLC 04683957 


84-20926 


EP 1.89/2:600/S 1-84-005 
Hughes, T. 

Validation of chemical and biological techniques for evalua- 
tion of vapors in ambient air/mutagenicity testing of twelve 
(12) vapor-phase compounds /Thomas J. Hughes, Charles 
Sparacino and Steven Frazier. — Research Triangle Park, NC 
: U.S. Environmental Protection Agency, Health Effects Re- 
search Laboratory ; Cincinnati, OH : Center for Environmen- 
tal Research Information [distributor], 1984. 

3 p. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S1-84-005.” @Item 431-L-12 
(microfiche) 

1. Air — Analysis. 2. Mutagenicity testing. I. Sparacino, 
Charles. II. Frazier, Steven. III. Health Effects Research 
Laboratory (Research Triangle Park, N.C.) IV. Title. 
OCLC 10985550 


1. Wood-using  industries— Environmental aspects — 
United States. I. Industrial Environmental Research Labora- 
tory (Cincinnati, Ohio) II. Title. OCLC 10976669 


84-20928 


EP 1,89/2:600/S 2-83-091 


Darnell, A. J. 


Bromination process for disposal of spilled hazardous mate- 
rials /A.J. Darnell. — Cincinnati, OH : U.S. Environmental 
Protection Agency, Municipal Environmental Research Labo- 
ratory : Center for Environmental Research Information [dis- 
tributor], 1984. 

5 p. : ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Dec. 1983.” “EPA-600/S2-83-091.” @Item 431-L-12 
(microfiche) 

1. Bromine. 2. Oxidation, Electrolytic. 3. Hazardous sub- 
stances — Environmental aspects — United States. I. Munici- 
pal Environmental Research Laboratory. II. Title. OCLC 
11013033 


84-20929 


EP 1.89/2:600/S 2-83-121 a,b,c 


Clark, Robert Maurice. 


Water supply simulation model, volumes I, II, and III / 
Robert M. Clark, Richard Males, and Richard G. Stevie. — 
Cincinnati, OH : U.S. Environmental Protection Agency, 
Municipal Environmental Research Laboratory : Center for 
Environmental Research Information [distributor], 1984. 

4p. : ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S2-83-121a,b,c.” @Item 431-L-12 
(microfiche) 

1. Water-supply — United States — Simulation methods. 2. 
Hydraulic models — Simulation methods. I. Males, Richard 
M. II. Stevie, Richard G. III. Municipal Environmental 
Research Laboratory. IV. Title. OCLC 11012989 


84-20930 


EP 1,89/2:600/S 2-83-122 


Procko, A. 


Electroplating plant operating conditions related to 
wastewater sludge leachability /A. Procko, E. Handel, and 
M. Moskowitz. — Cincinnati, OH : U.S. Environmental Pro- 
tection Agency, Industrial Environmental Research Laborato- 
ry : Center for Environmental Research Information [distribu- 
tor], 1984. 

4 p.: ill. ; 28cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Jan. 1984.” “EPA-600/S2-83-122.” @Item 431-L-12 
(microfiche) 

1. Electroplating — Environmental aspects — United States. 
2. Soils — United States — Leaching. 3. Sewage disposal in 
the ground— Environmental aspects— United States. I. 
Handel, E. II. Moskowitz, M. III. Industrial Environmen- 
tal Research Laboratory (Cincinnati, Ohio) IV. Title. 
OCLC 10985119 


84-20927 
EP 1.89/2:600/S 2-81-008 84-20931 
Casana, John. 

Multimedia pollution assessment of the wood products in- 
dustries /John Casana. — Cincinnati, OH : U.S. Environmen- 
tal Protection Agency, Industrial Enviromental Research 
Laboratory : Center for Environmental Research Information 
[distributor], 1984. 

5 p. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S2-81-008.” @Item 
(microfiche) 


EP 1.89/2:600/S 2-84-013 

Determination of dioxin levels in carbon reactivation process 
effluent streams /J.E. Howes, Jr. ... [et al.]. — Cincinnati, OH 
: U.S. Environmental Protection Agency, Municipal Environ- 
mental Research Laboratory : Center for Environmental Re- 

search Information [distributor], 1984. 
3 p.: ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
431-L-12 “Mar. 1984.” “EPA-600/S2-84-013." @Item 431-L-12 

(microfiche) 
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1. Tetrachlorodibenzodioxin — Environmental aspects — 
United States. 2. Carbon, Activated — Environmental as- 
pects — Ohio — Cincinnati. 3. Effluent quality — Ohio — 
Cincinnati. I. Howes, J. E. II. Municipal Environmental 
Research Laboratory. OCLC 10977154 


84-20932 
EP 1.89/2:600/S 2-84-016 
Hinkle, Kenneth R. 

Reclamation of toxic mine waste utilizing sewage sludge : 
Contrary Creek demonstration project, addendum report / 
Kenneth R. Hinkle. — Cincinnati, OH : U.S. Environmental 
Protection Agency, Municipal Environmental Research Labo- 
ratory : Center for Environmental Research Information [dis- 
tributor], 1984. 

3 p.: ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Mar. 1984.” “EPA-600/S2-84-016.” @Item 431-L-12 
(microfiche) 

1. Water reuse — Virginia. 2. Sewage sludge. 3. Mines 
and mineral resources — Virginia. I. Municipal Environmen- 
tal Research Laboratory. II. Title. OCLC 10977141 


84-20933 
EP 1,89/2:600/S 2-84-029 
Ruggiero, Dominick. 

Removal of organic contaminants from the drinking water 
supply at Glen Cove, N.Y. /Dominick D. Ruggiero and 
Walter A. Feige. — Cincinnati, OH : U.S. Environmental Pro- 
tection Agency, Municipal Environmental Research Labora- 
tory : Center for Environmental Research Information [dis- 
tributor], 1984. 

5 p. : ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Mar. 1984.” “EPA-600/S2-84-029.” @Item  431-L-12 
(microfiche) 

1. Drinking water — New York (State)— Glen Cove — 
Contamination. 2. Drinking water — Standards — New 
York (State) Glen Cove. 3. Organic water pollutants. I. 
Feige, Walter A. II. Municipal Environmental Research 
Laboratory. III. Title. OCLC 10985151 


84-20934 
EP 1.89/2:600/S 2-84-038 
Theis, Thomas L. 

Analysis and assessment of incinerated municipal sludge 
ashes and leachates /Thomas L. Theis, Margaret McKiernan, 
and Lawrence E. Padgett. — Cincinnati, OH : U.S. Environ- 
mental Protection Agency, Municipal Environmental Re- 
search Laboratory : Center for Environmental Research In- 
formation [distributor], 1984. 

7 p.: ill. ; 28cm. Caption title. Distributed to depository 
libraries in microfiche. “Apr. 1984.” “EPA-600/S2-84- 
038.” @Item 431-L-12 (microfiche) 

1. Sewage sludge — Drying. 2. Sewage disposal — United 
States. I. McKiernan, Margaret. II. Padgett, Lawrence E. 
III. Municipal Environmental Research Laboratory. IV. 
Title. OCLC 10961893 


84-20935 
EP 1.89/2:600/S 2-84-041 
Waller, M. J. 

Assessment of innovative techniques to detect waste im- 
poundment liner failures /M.J. Waller and J.L. Davis. — Cin- 
cinnati, OH : U.S. Environmental Protection Agency, Munici- 
pal Environmental Research Laboratory : Center for Envi- 
ronmental Research Information [distributor], 1984. 

5 p. : ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Mar. 1984.” “EPA-600/S2-84-041." @Item 431-L-12 
(microfiche) 


Government Publications — October 1984 


1. Reservoirs — United States — Linings. I. Davis, J. L. 
II. Municipal Environmental Research Laboratory. III. 
Title. OCLC 10977196 


84-20936 
EP 1.89/2:600/S 2-84-042 
Evaluation of an air curtain hooding system for a primary 
copper converter /Chuck Bruffey ... [et al.]. — Cincinnati, 
OH : U.S. Environmental Protection Agency, Industrial Envi- 
ronmental Research Laboratory : Center for Environmental 
Research Information [distributor], 1984. 

5 p. : ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S2-84-042." @Item 431-L-12 
(microfiche) 

1. Smelting furnaces— Environmental aspects — United 
States. 2. Air — Pollution — United States — Measurement. 
I. Bruffey, Chuck. II. Industrial Environmental Research 
Laboratory (Cincinnati, Ohio) OCLC 10985030 


84-20937 
EP 1.89/2:600/S 2-84-046 
Sommers, Lee E. 

Characterization of sewage sludge and sewage sludge-soil 
systems /Lee E. Sommers, Darrell W. Nelson, and Allen W. 
Kirleis. — Cincinnati, OH : U.S. Environmental Protection 
Agency, Municipal Environmental Research Laboratory : 
Center for Environmental Research Information [distributor], 
1984. 

4 p. ; 28 cm. Caption title. Distributed to depository 
libraries in microfiche. “Mar. 1984.” “EPA-600/S2-84- 
046.” @Item 431-L-12 (microfiche) 

1. Sewage as fertilizer— United States. 2. 
sludge — Environmental aspects — United States. I. Nelson, 
D. W. (Darrell W.) II. Kirleis, Allen W. III. Municipal 
Environmental Research Laboratory. IV. Title. OCLC 
10961904 


84-20938 


Sewage 


EP 1,89/2:600/S 2-84-050 
Wigh, Richard J. 

Landfill research at the Boone County field site /Richard J. 
Wigh. — Cincinnati, OH : U.S. Environmental Protection 
Agency, Municipal Environmental Research Laboratory : 
Center for Environmental Research Information [distributor], 
1984. 

6 p.: ill. ; 28 cm. Caption title. 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S2-84-050.” @lItem 431-L-12 
(microfiche) 

1. Sanitary landfills — Environmental aspects — Ken- 
tucky — Boone County. I. Municipal Environmental Re- 
search Laboratory. II. Title. OCLC 10985036 


84-20939 


At head of title: Project 


EP 1.89/2:600/S 2-84-051 
Gaseous emissions from excess air combustion of propellants 
and explosives /J. Mahannah ... [et al.].— Cincinnati, OH : 
U.S. Environmental Protection Agency, Municipal Environ- 
mental Research Laboratory : Center for Environmental Re- 
search Information [distributor], 1984. 

4 p.: ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S2-84-051." @Item 431-L-12 
(microfiche) 

1. Propellants— Environmental aspects — United States. 
2. Explosive ordnance disposal — Environmental aspects — 
United States. 3. Explosives-— Environmental aspects — 
United States. I. Mahannah, J. (Janet) II. Municipal Envi- 
ronmental Research Laboratory. OCLC 10985532 
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Environmental Protection Agency 


84-20940 84-20944 
EP 1.89/2:600/S 2-84-055 


Keinath, Thomas M. 


EP 1.89/2:600/S 2-84-077 
Evaluation of process systems for effective management of alu- 


Technology evaluation for priority pollutant removal from 
dyestuff manufacture wastewaters /Thomas M. Keinath. — 
Cincinnati, OH : U.S. Environmental Protection Agency, In- 
dustrial Environmental Research Laboratory : Center for En- 
vironmental Research Information [distributor], 1984. 

10 p. ; 28 cm. Caption title. Distributed to depository 
libraries in microfiche. “Apr. 1984.” “EPA-600/S2-84- 
055.” @Item 431-L-12 (microfiche) 

1. Organic compounds. 2. Hazardous wastes. I. Industri- 
al Environmental Research Laboratory (Cincinnati, Ohio). 
II. Title. OCLC 10961885 


minum finishing wastewaters and sludges /F.M. Saunders ... 
{et al.]. — Cincinnati, OH : U.S. Environmental Protection 
Agency, Industrial Environmental Research Laboratory : 
Center for Environmental Research Information [distributor], 
1984. 

5 p.: ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S2-84-077." @Item  431-L-12 
(microfiche) 

1. Sewage sludge. 2. Sewage — Purification — Biological 
treatment. I. Saunders, F. Michael. II. Industrial Environ- 
mental Research Laboratory (Cincinnati, Ohio) OCLC 
10976674 


84-20941 
EP 1.89/2:600/S 2-84-062 84-20945 
Restoration of failing on-lot sewage disposal areas /Daniel D. EP 1,89/2:600/S 3-84-022 


Talbot, Robert W. 


Fritton ... [et al.].— Cincinnati, OH : U.S. Environmental 
Protection Agency, Municipal Environmental Research Labo- 
ratory : Center for Environmental Research Information [dis- 
tributor], 1984. 

3 p.: ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S2-84-062.”. @Item  431-L-12 
(microfiche) 

1. Sewage disposal — Pennsylvania. 2. Septic tanks. 3. 
Water conservation — Pennsylvania. I. Fritton, Daniel D. 
II. Municipal Environmental Research Laboratory. OCLC 
10953701 


84-20942 


EP 1.89/2:600/S 2-84-063 

Performance and economic feasibility of a sludge/wastepaper 
gasifier system /N.W. Sorbo ... [et al.]. — Cincinnati, OH : 
U.S. Environmental Protection Agency, Municipal Environ- 
mental Research Laboratory : Center for Environmental Re- 
search Information [distributor], 1984. 

5 p. : ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S2-84-063.” @Item 431-L-12 
(microfiche) 

1. Waste paper — United States. 2. Sewage-sludge fuel — 
Economic aspects— United States. I. Sorbo, N. W. II. 
Municipal Environmental Research Laboratory. OCLC 
10976643 


Atmospheric fluxes and geochemistries of stable Pb, Pb- 
210, and Po-210 in Crystal Lake, Wisconsin /Robert W. 
Talbot and Anders W. Andren. — Duluth, MN : U.S. Envi- 
ronmental Protection Agency, Environmental Research Labo- 
ratory ; Cincinnati, OH : Center for Environmental Research 
Information [distributor], 1984. 

6 p.: ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“March 1984.” Bibliography: p. 5-6. “EPA-600/S3-84- 
022.” @lItem 431-L-12 (microfiche) 

1. Air — Pollution — Crystal Lake (Vilas County, Wis.) 2. 
Water — Pollution — Crystal Lake (Vilas County, Wis.) I. 
Andren, Anders. II. Environmental Research Laboratory 
(Duluth, Minn.) III. Title. OCLC 10985986 


84-20946 


EP 1.89/2:600/S 3-84-025 


Biesinger, Kenneth E. 


The limnetic zooplankton of lakes in Katmai National 
Monument, Alaska /Kenneth E. Biesinger.— Duluth, MN : 
U.S. Environmental Protection Agency, Environmental Re- 
search Laboratory ; Cincinnati, OH : Center for Environmen- 
tal Research Information [distributor], 1984. 

[2] p. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Mar. 1984.” “EPA-600/S3-84-025.” @Item 431-L-12 
(microfiche) 

1. Zooplankton — Alaska. 2. Katmai National Monument 
(Alaska) I. Environmental Research Laboratory (Duluth, 


Minn.) II. Title. OCLC 10977160 


84-20943 
EP 1.89/2:600/S 2-84-073 84-20947 
Mercury mass distribution during laboratory and simulated in- EP 1.89/2:600/S 3-84-035 


Mabey, W. R. 


situ oil shale retorting /Alfred R. Hodgson ... [et al.].— 
Cincinnati, OH : U.S. Environmental Protection Agency, In- 
dustrial Environmental Research Laboratory : Center for En- 
vironmental Research Information [distributor], 1984. 

4 p.: ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S2-84-073.” @Item 431-L-12 
(microfiche) 

1. Oil shales— Environmental aspects—Green River 
(Wyo.-Utah) 2. Mercury — Environmental aspects — Green 
River (Wyo.-Utah) I. Hodgson, Alfred T. II. Industrial 
Environmental Research Laboratory (Cincinnati, Ohio). 
OCLC 10985189 
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Estimation methods for process constants and properties 
used in fate assessments /W.R. Mabey, T. Mill, and R.T. 
Podoll. — Athens, GA U.S. Environmental Protection 
Agency, Environmental Research Laboratory ; Cincinnati, 
OH : Center for Environmental Research Information [dis- 
tributor], 1984. 

3 p. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S3-84-035.” @Item 431-L-12 
(microfiche) 

1. Chemical processes — Environmental aspects — United 
States. I. Mill, T. II. Podoll, R. T. III. Environmental 
Research Laboratory (Athens, Ga.) IV. Title. OCLC 
10989807 





84-20948 
EP 1.89/2:600/S 3-84-045 
McCain, Joseph D. 

Development and evaluation of dilution probes used for 
sampling to determine source signatures /Joseph D. McCain 
and Ashley D. Williamson. — Research Triangle Park, NC : 
U.S. Environmental Protection Agency, Environmental Sci- 
ences Research Laboratory ; Cincinnati, OH : U.S. Environ- 
mental Protection Agency, Center for Environmental Re- 
search Information [distributor], 1984. 

4 p.: ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S3-84-045.” @Item 431-L-12 
(microfiche) 

1. Flue gases. 2. Air — Pollution — United States — Meas- 
urement. I. Williamson, Ashley D. II. Environmental Sci- 
ences Research Laboratory. III. Title. OCLC 10976658 


84-20949 
EP 1.89/2:600/S 3-84-048 
Drill mud assessment chemical analysis reference volume. — 
Gulf Breeze, FL : U.S. Environmental Protection Agency, 
Environmental Research Laboratory ; Cincinnati, OH : 
Cenier for Environmental Research Information [distributor, 
1984] 

[2] p. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S3-84-048.” @Item  431-L-12 
(microfiche) 

1. Drilling muds — Environmental aspects — United States. 
2. Water — Pollution — United States. I. Environmental Re- 
search Laboratory (Gulf Breeze, Fla.) OCLC 10985559 


84-20950 
EP 1.89/2:600/S 4-83-049 
Streib, E. W. 

A summary of the 1982 EPA national performance audit 
program on source measurements /E.W. Streib and M.R. 
Midgett. —- Research Triangle Park, NC : U.S. Environmental 
Protection Agency, Environmental Monitoring Systems Lab- 
oratory ; Cincinnati, OH : Center for Environmental Re- 
search Information [distributor, 1984] 

[2] p. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S4-83-049.” @Item 431-L-12 
(microfiche) 

1. Air — Pollution — United States. 2. Quality assurance. 
3. Environmental monitoring — United States. I. Midgett, 
M. R. II. Environmental Monitoring Systems Laboratory 
(Research Triangle Park, N.C.) III. Title. IV. Title: A 
summary of the 1982 E.P.A. national performance audit pro- 
gram on source measurements. OCLC 10985158 


84-20951 
EP 1.89/2:600/S 4-83-057 
Everett, Lorne G. 

Groundwater quality monitoring recommendations for 
western surface coal mines /Lorne G. Everett. — Las Vegas, 
NV : U.S. Environmental Protection Agency, Environmental 
Monitoring Systems Laboratory ; Cincinnati, Ohio : Center 
for Environmental Research Information [distributor], 1984. 

6 p. : ill, 1 map ; 28 cm. Caption title. Distributed to 
depository libraries in microfiche. “Apr. 1984.” Bibliogra- 
phy: p. 6. “EPA-600/S4-83-057.” @Item 431-L-12 (micro- 
fiche) 

1. Water, Underground — West (U.S.) 2. Coal mines and 
mining — Environmental aspects— West (U.S.) 3. Water 
quality management — West (U.S.) I. Environmental Moni- 
toring Systems Laboratory (Las Vegas, Nev.) II. Title. 
OCLC 10961877 


Government Publications — October 1984 


84-20952 


EP 1.89/2:600/S 4-84-022 


Two methods for analyzing trihalomethanes in drinking water 


by purge and trap and liquid-liquid extraction techniques / 
Beverly J. Warner ... [et al.]. — Cincinnati, OH : U.S. Envi- 
ronmental Protection Agency, Environmental Monitoring and 
Support Laboratory : Center for Environmental Research In- 
formation [distributor], 1984. 

3 p. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“May 1984.” “EPA-600/S4-84-022.” @Item 431-L-12 
(microfiche) 

1. Drinking water — United States — Analysis. I. Warner, 
Beverly J. II. Environmental Monitcring and Support Labo- 
ratory (Cincinnati, Ohio) OCLC 10985019 


84-20953 


EP 1,89/2:600/S 4-84-026 
Riggin, Ralph M. 

A literature review on occurrence and methodology for 
determination of nickel, chromium, manganese, and arsenic 
species in air /R.M. Riggin, E.J. Mezey, and W.M. Henry. — 
Research Triangle Park, NC : U.S. Environmental Protection 
Agency, Environmental Monitoring Systems Laboratory ; 
Cincinnati, OH : Center for Environmental Research Informa- 
tion [distributor], 1984. 

3 p. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S4-84-026.” @ltem 431-L-12 
(microfiche) 

1. Air — Pollution — United States. 2. Nickel — Environ- 
mental aspects— United States. 3. Chromium — Environ- 
mental aspects— United States. 4. Manganese — Environ- 
mental aspects — United States. 5. Arsenic — Environmental 
aspects — United States. I. Mezey, Eugene J. II. Henry, 
W. M. III. Environmental Monitoring Systems Laboratory 
(Research Triangle Park, N.C.) IV. Title. OCLC 10985214 


84-20954 
EP 1,89/2:600/S 5-84-001 

Sociological factors in the adoption of agricultural best manage- 
ment practices /Peter J. Nowak ... [et al.].— Athens, GA : 
U.S. Environmental Protection Agency, Environmental Re- 
search Laboratory ; Cincinnati, OH : U.S. Environmental 
Protection Agency, Center for Environmental Research In- 
formation [distributor], 1984. 

3 p. : ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“May 1984.” “EPA-600/S5-84-001.” @Item 431-L-12 
(microfiche) 

1. Agricultural pollution — United States. 2. Water — Pol- 
lution — United States. I. Nowak, Peter J. II. Environmen- 
tal Research Laboratory (Athens, Ga.) OCLC 10976650 


84-20955 
EP 1,89/2:600/S 7-84-005 

An evaluation of the disposal of flue gas cleaning wastes in coal 
mines and at sea : refined assessment /R.R. Lunt ... [et al.]. — 
Research Triangle Park, NC : U.S. Environmental Protection 
Agency, Industrial Environmental Research Laboratory ; 
Cincinnati, OH : Center for Environmental Research Informa- 
tion [distributor], 1984. 

6 p. : ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Mar. 1984.” “EPA-600/S7-84-005.” @Item 431-L-12 
(microfiche) 

1. Flue gases — Desulphurization. 2. Waste disposal in the 
ocean. 3. Waste disposal in the ground. I. Lunt, R. R._ II. 
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Water Programs Operations Office — Environmental Protection Agency 


Industrial Environmental Research Laboratory (Research Tri- 
angle, Park, N.C.) OCLC 10985995 


84-20956 


EP 1.89/2:600/S 7-84-011 
Ball, Carroll E. 

Pilot demonstration of magnetic filtration with continuous 
media regeneration /Carroll E. Ball and David W. Coy. — 
Research Triangle Park, NC : U.S. Environmental Protection 
Agency, Industrial Environmental Research Laboratory ; 
Cincinnati, OH : Center for Environmental Research Informa- 
tion [distributor], 1984. 

7 p.: ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984." “EPA-600/S7-84-011.”". @Item — 431-L-12 
(microfiche) 

1. Filters and filtration. 2. Electric furnaces — Environ- 
mental aspects — United States. I. Coy, D. W. II. Industri- 
al Environmental Research Laboratory (Research Triangle 
Park, N.C.) III. Title. OCLC 10953723 


84-20960 


EP 1,89/2:600/S 7-84-024 b 


Evaluation of low emission coal burner technology on industrial 


boilers : second annual report (1980) /B.A. Folsom ... [et 
al.].— Research Triangle Park, NC : U.S. Environmental 
Protection Agency, Industrial Environmental Research Labo- 
ratory ; Cincinnati, OH : Center for Environmental Research 
Information [distributor], 1984. 

7, [1] p. : ill. ; 28 cm. Caption title. At head of title: 
Project summary. Distributed to depository libraries in 
microfiche. “Apr. 1984." “EPA-600/S7-84-024b.” @Item 
431-L-12 (microfiche) 

1. Coal-fired furnaces. 2. Boilers — Fuel. I. Folsom, Blair 
A. II. Industrial Environmental Research Laboratory (Re- 
search Triangle Park, N.C.) OCLC 10985889 


84-20961 


EP 1,89/2:600/4-84-011 


Thruston, Alfred D. 
Application of a spray deposition method for reversed 
phase liquid chromatography-mass spectrometry /Alfred D. 


84-20957 
EP 1.89/2:600/S 7-84-016 
Mathai, C. V. 


A new charged fog generator for inhalable particle control 
/C.V. Mathai. — Research Triangle Park, NC : U.S. Environ- 
mental Protection Agency, Industrial Environmental Re- 
search Laboratory ; Cincinnati, OH : Center for Environmen- 
tal Research Information [distributor], 1984. 

7 p.: ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S7-84-016.” @Item 431-L-12 
(microfiche) 

1. Air — Pollution — United States. 2. Particles — Envi- 
ronmental aspects — United States. 3. Fog control — United 
States. I. Industrial Environmental Research Laboratory 
(Research Triangle Park, N.C.) II. Title. OCLC 10985210 


84-20958 


EP 1.89/2:600/S 7-84-017 a 

Development of criteria for extension of applicability of low 
emission, high efficiency coal burners : first annual report / 
A.R. Brienza ... [et al.]. — Research Triangle Park, NC : U.S. 
Environmental Protection Agency, Industrial Environmental 
Research Laboratory ; Cincinnati, OH : Center for Environ- 
mental Research Information [distributor], 1984. 

6 p.: ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S7-84-017a.” @Item 431-L-12 
(microfiche) 

1. Coal-fired furnaces. 2. Boilers— Fuel. I. Brienza, A. 
R. II. Industrial Environmental Research Laboratory (Re- 
search Triangle, Park, N.C.) OCLC 10985970 


84-20959 


EP 1.89/2:600/S 7-84-017 b 

Development of criteria for extension of applicability of low 
emission, high efficiency coal burners : second annual report / 
A.R. Brienza ... [et al.].— Research Triangle Park, NC : U.S. 
Environmental Protection Agency, Industrial Environmental 
Research Laboratory ; Cincinnati, OH : Center for Environ- 
mental Research Information [distributor], 1984. 

5 p. : ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S7-84-017b.” @Item 431-L-12 
(microfiche) 

1. Coal-fired furnaces. 2. Boilers — Fuel. I. Brienza, A. 
R. II. Industrial Environmental Research Laboratory (Re- 
search Triangle Park, N.C.) OCLC 10953744 
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Thruston, Jr. — Athens, GA : U.S. Environmental Protection 
Agency, Environmental Research Laboratory ; Cincinnati, 
OH : Center for Environmental Research Information [dis- 
tributor], 1984. 

2 p. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Apr. 1984.” “EPA-600/S4-84-011.” @Item  431-L-12 
(microfiche) 

1. Factory and trade waste — United States — Analysis. 2. 
Liquid chromatography. 3. Mass spectrometry. I. Environ- 
mental Research Laboratory (Athens, Ga.) Il. Title. 
OCLC 10985015 


WATER PROGRAMS OPERATIONS OFFICE 
Environmental Protection Agency 
Washington, DC 20460 


84-20962 


EP 2.2:P 76/2 


United States. Environmental Protection Agency. Water Pian- 


ning Division. 

Report to Congress : nonpoint source pollution in the U.S. 
/prepared by the United States Environmental Protection 
Agency, Office of Water Program Operations, Water Plan- 
ning Division. — Washington, D.C. : The Division, [1984] 

139 p. in various pagings : ill., maps ; 28 cm. “Prepared 
with the assistance of The Synectics Group, Inc., contract no. 
68-01-6629”—T.p. verso. “January 1984.” Inciudes biblio- 
graphical references. @Item 473-A-1 

1. Water — Pollution — United States. 2. Water — Pollu- 
tion — United States— States. 3. Runoff— United States. 
I. Synectics Group. II. Title. III. Title: Nonpoint source 
pollution in the U.S. OCLC 10650268 





TECHNOLOGY TRANSFER 
Environmental Protection Agency 
Washington, DC 20460 


84-20963 
EP 7.8/2:SI 7/2 

Process design manual for land application of municipal sludge 
/U.S. Environmental Protection Agency, Office of Research 
and Development, Municipal Environmental Research Labo- 
ratory. — Cincinnati, Ohio : U.S. Environmental Protection 
Agency, Center for Environmental Research Information, 
[1983] 

1 v. (various pagings) : ill, maps ; 28 cm. Cover title: 
Land application of municipal sludge. “October 1983.” In- 
cludes bibliographical references. ‘“EPA-625/1-83-016.” 
@ltem 473-C-3 

1. Sewage disposal in the ground— United States. 2. 
Sewage sludge. 3. Sewage as fertilizer — United States. I. 
Municipal Environmental Research Laboratory. II. Center 
for Environmental Research Information (U.S.) III. Title: 
Land application of municipal sludge. OCLC 10293681 


FEDERAL EMERGENCY MANAGEMENT 
AGENCY 
Washington, DC 20472 


84-20964 
FEM 1.2:C 73 
Model community. — Emmitsburg, Md. : Federal Emergency 
Management Agency, National Emergency Training Center, 
Emergency Management Institute, [1983- 

1 v. (loose-leaf) : ill., forms, maps ; 28 cm. — (EMI profes- 
sional development series) (SM ; 171.1) “Fall 1983.” “May 
1984”—Cover. Bibliography: p. 57. @lItem 216-A-5 

1. Civil defense — Handbooks, manuals, etc. 2. United 
States — Civil defense — Handbooks, manuals, etc. I. Emer- 
gency Management Institute (U.S.) II. Series. III. Series: 
Student manual (United States. Federal Emergency Manage- 
ment Agency) ; SM 171.1. OCLC 11032652 


84-20965 
FEM 1.2:R 31/2 
Elevated residential structures /The American Institute of Ar- 
chitects Foundation. — [Washington, D.C.] : Federal Emer- 
gency Management Agency , 1984. 

v, 137 p. : ill. ; 28 cm. “FEMA 54/March 1984”—Cover. 
“Prepared under contract no. EMC-C-0579 with the Federal 
Emergency Management Agency”—T.p. verso. Bibliogra- 
phy: p. 136-137. @lItem 216-A-5 

1. Flood damage prevention — United States. 2. Building, 
Stormproof— United States. 3. House construction — 
United States — Climatic factors. 4. Architecture and cli- 
mate — United States. I. United States. Federal Emergency 
Management Agency. II. American Institute of Architects 
Foundation. OCLC 10846353 


84-20966 
FEM 1.8:In 8/student 
Emergency management course : student manual. — Emmits- 
burg, Md. : Federal Emergency Management Agency, Na- 
tional Emergency Training Center, Emergency Management 
Institute, 1984- 

1 v. (loose-leaf) : ill., forms, 3 maps ; 28 cm. — (SM ; 171) 
Cover title: Integrated emergency managemeent course. 
“July 1983.” “May 1984”—Cover. Includes bibliographies. 
@ltem 216-A-7 

1. Civil defense — Handbooks, manuals, etc. 2. United 
States — Civil defense — Handbooks, manuals, etc. I. Emer- 
gency Management Institute (U.S.) II. Title: Integrated 


Government Publications — October 1984 


emergency management course. III. Series: Student manual 
(United States. Federal Emergency Management Agency) ; 
SM 171. OCLC 11032650 


84-20967 


FEM 1.8:P 96/course book 


Formulating public policy in emergency management : a course 


book and resource manual for public officials. — Emmitsburg, 
Md. : Federal Emergency Management Agency, National 
Emergency Training Center, Emergency Management Insti- 
tute, 1984. 

iii, 221 p. : ill., forms, maps ; 28 cm. — (Student manual ; 
51) “Fall 1983.” “May 1984°—Cover. Includes bibliogra- 
phies. @Item 216-A-7 

1. Civil defense — Handbooks, manuals, etc. 2. United 
States — Civil defense — Handbooks, manuals, etc. I. Emer- 
gency Management Institute (U.S.) II. Series: Student 
manual (United States. Federal Emergency Management 
Agency) ; SM 51. OCLC 11034151 


FEDERAL INSURANCE ADMINISTRATION 
Washington, DC 20410 


84-20968 


FEM 1.209:010030 
Flood insurance study : Chilton County, Alabama, unincorpo- 
rated areas. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1984] 

iii, 22 p., 29 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “February 15, 1984.” Distributed to depository 
libraries in microfiche. Includes bibliographical references. 
“Community number — 010030.” @lItem 594-C-1 (micro- 
fiche) 

1. Insurance, Flood — Alabama— Chilton County. IL 
United States. Federal Emergency Management Agency. II. 
Title: Chilton County, Alabama, unincorporated areas. 
OCLC 10965612 


84-20969 
FEM 1.209:010272 
Flood insurance study : Lowndes County, Alabama, unincorpo- 
rated areas. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1984] 

ii, 18 p., 18 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “February 15, 1984.” Distributed to depository 
libraries in microfiche. Includes bibliographical references. 
“Community number — 010272.” @lItem 594-C-1 (micro- 
fiche) 

1. Insurance, Flood — Alabama— Lowndes County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Lowndes County, Alabama, unincorporated areas. 
OCLC 10965773 


84-20970 
FEM 1.209;060012/3 
Flood insurance study : city of Pleasanton, California, Alameda 
County. — Rev. Sept. 19, 1984. — [Washington, D.C.?] : Fed- 
eral Emergency Management Agency, [1984] 

ii, 22 p., 20 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
Includes bibliographical references. ‘Community number — 
060012.” @lItem 594-C-5 (microfiche) 

1. Insurance, Flood — California— Alameda County. I. 
United States. Federal Emergency Management Agency. II. 
Title: City of Pleasanton, California, Alameda County. 
OCLC 11022285 
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Federal Insurance Administration 


84-20971 Title: Calvert County, Maryland, unincorporated areas. 
FEM 1.209:060357 OCLC 11022370 
Flood insurance study : city of Watsonville, California, Santa 
Cruz County. —[Washington, D.C.?] : Federal Emergency 84-20976 
Management Agency, [1983] ° FEM 1.209:240054 : 
ii, 28 p., 7 folded leaves of plates : ill., 1 map ; 28 cm. Flood insurance study : Queen Annes County, Maryland, unin- 
Cover title. “December 15, 1983.” Distributed to deposito- corporated areas. —[Washington, D.C.?] : Federal Emergen- 
ry libraries in microfiche. Includes bibliographical refer- cy Management Agency, [1984] j 
ences. “Community number — 060357.” @lItem 594-C-5 iii, 27 ps 3 folded leaves of plates ‘ ill., 2 maps ; 28 cm. 
(microfiche) Cover title. “March 28, 1984.” Distributed to depository 
1. Insurance, Flood —- California — Santa Cruz County. I. libraries in microfiche. Includes bibliographical references. 
United States. Federal Emergency Management Agency. II. “Community number — 240054." @lItem 594-C-20 (micro- 
Title: City of Watsonville, California, Santa Cruz County. fiche) 
OCLC 11022356 1. Insurance, Flood — Maryland — Queen Anne’s County. 
I. United States. Federal Emergency Management Agency. 
84-20972 II. Title: Queen Annes County, Maryland, unincorporated 
FEM 1.209:130384 areas. OCLC 11008920 
Flood insurance study : Rockdale County, Georgia, unincorpo- 
rated areas. — Rev. Sept. 28, 1984. —[Washington, D.C.?] : 84-20977 
Federal Emergency Management Agency, [1984] FEM 1.209:240067 
iii, 43 p., 45 folded leaves of plates : ill, 1 map ; 28 cm. Flood insurance study : town of Easton, Maryland, Talbot 
Cover title. Distributed to depository libraries in microfiche. County. — (Washington, D.C.?] : Federal Emergency Man- 
Includes bibliographical references. “Community number — agement Agency, [1984) : 
130384.” @Item 594-C-10 (microfiche) iii, I7 p., 5 folded leaves of plates : ill, 1 map ; 28 cm. 
1. Insurance, Flood — Georgia — Rockdale County. 1. Cover title. “March 27, 1984.” Distributed to depository 
United States. Federal Emergency Management Agency. II. libraries in microfiche. Includes bibliographical references. 
Title: Rockdale County, Georgia, unincorporated areas. Community number — 240067.” @ltem 594-C-20 (micro- 
OCLC 11022795 fiche) 
1. Insurance, Flood—Maryland— Talbot County. I. 
United States. Federal Emergency Management Agency. II. 
FEM 1.209:170052 Title: Town of Easton, Maryland, Talbot County. OCLC 
Flood insurance study : city of Charleston, Mlinois, Coles 11022328 
County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1984] 84-20978 
ii, 9 p., 2 folded leaves of plates : 2 ill, 1 map ; 28 cm. FEM 1.209:240080 


84-20973 


Cover title. “March 28, 1984.” Distributed to depository Flood insurance study : city of Salisbury, Maryland, Wicomico 

libraries in microfiche. Includes bibliographical references. County. — [Washington, D.C.?] : Federal Emergency Man- 

“Community number — 170052.” @ltem 594-C-13 (micro- agement Agency, [1984] 

fiche) iii, 23 p, 14 folded leaves of plates : ill., 1 map ; 28 cm. 
1. Insurance, Flood — Illinois — Coles County. I. United Cover title. “March 28, 1984.” Distributed to depository 

States. Federal Emergency Management Agency. II. Title: libraries in microfiche. Includes bibliographical references. 

City of Charleston, Illinois, Coles County. OCLC 10965569 “Community number — 240080.” @Item 594-C-48 (micro- 


fiche) 
1. Insurance, Flood — Maryland — Wicomico County. I. 
’ FEM 1.209:220145 ae ; United States. Federal Emergency Management Agency. _II. 
Flood insurance study : Rapides Parish, Louisiana (unincorpo- Title: City of Salisbury, Maryland, Wicomico County. 
rated areas).—[Washington, D.C.?] : Federal Emergency OCLC 11008976 
Management Agency, [1984] 

iii, 22 p., 84 folded leaves of plates : ill, 1 map ; 28 cm. 84-20979 
Cover title. “March 5, 1984.” Distributed to depository li- FEM 1.209:250073 
braries in microfiche. Includes bibliographical references. Flood insurance study : town of Tisbury, Massachusetts, Dukes 
“Community number — 220145.” @Item 594-C-18 (micro- County. — [Washington, D.C.?] : Federal Emergency Man- 
fiche) agement Agency, [1983] 

1. Insurance, Flood — Louisiana— Rapides Parish. I. ii, 21 p. : ill, 2 maps ; 28 cm. Cover title. Distributed to 
United States. Federal Emergency Management Agency. II. depository libraries in microfiche. “December 15, 1983.” 
Title: Rapides Parish, Louisiana (unincorporated areas) Includes bibliographical references. “Community number — 
OCLC 11022389 250073.” @ltem 594-C-21 (microfiche) 

86-20975 1. Insurance, Flood — Massachusetts — Dukes County. I. 
FEM 1.209:240011 United States. Federal Emergency Management Agency. _II. 
Flood insurance study : Calvert County, Maryland, unincorpo- Title: Town, of Tisbury, Massachusetts, Dukes, County. 


rated areas. —[Washington, D.C.?] : Federal Emergency sia sailed 
Management Agency, [1984] 84-20980 
ii, 22 p., 8 folded leaves of plates : ill., 2 maps ; 28 cm. FEM 1.209:420161 
Cover title. “March 28, 1984.” Distributed to depository Flood insurance study : borough of Duncansville, Pennsylvania, 
libraries in microfiche. Includes bibliographical references. Blair County. — (Washington, D.C.?] : Federal Emergency 
“Community number — 240011.” @ltem 594-C-20 (micro- Management Agency, [1984] 
fiche) ii, 15 p., 4 folded leaves of plates : ill., 1 map ; 28 cm. 
1. Insurance, Flood — Maryland — Calvert County. I. Cover title. “March 28, 1984.” Distributed to depository 
United States. Federal Emergency Management Agency. II. libraries in microfiche. Includes bibliographical references. 
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84-20974 





450-992 0 - 84-5: 


“Community number — 420161.” @Item 594-C-38 (micro- 
fiche) 

1. Insurance, Flood — Pennsylvania — Blair County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Borough of Duncansville, Pennsylvania, Blair County. 
OCLC 11022303 


84-20981 
FEM 1.209:470136 
Flood insurance study : Montgomery County, Tennessee, unin- 
corporated areas. —[Washington, D.C.?) : Federal Emergen- 
cy Management Agency, [1983] 

ii, 23 p., 13 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “December 15, 1983.” Distributed to deposito- 
ry libraries in microfiche. Includes bibliographical refer- 
ences. “Community number — 470136.” @lItem 594-C-42 
(microfiche) 

1. Insurance, Flood — Tennessee — Montgomery County. 
I. United States. Federal Emergency Management Agency. 
II. Title: Montgomery County, Tennessee, unincorporated 


areas. OCLC 10991856 


84-20982 
FEM 1.209:470158 
Flood insurance study : Robertson County, Tennessee, unincor- 
porated areas. —[Washington, D.C.?) : Federal Emergency 
Management Agency, [1983] 

iii, 30 p., 40 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “December 15, 1983.” Distributed to deposito- 
ry libraries in microfiche. Includes bibliographical refer- 
ences. “Community number — 470158.” @Item 594-C-42 
(microfiche) 

1. Insurance, Flood — Tennessee — Robertson County. I. 


United States. Federal Emergency Management Agency. II. 
Title: Robertson County, Tennessee, unincorporated areas. 
OCLC 10965811 


84-20983 
FEM 1.209:480037/2 
Flood insurance study : city of Castle Hills, Texas, Bexar 
County. —[Washington, D.C.?) : Federal Emergency Man- 
agement Agency, [1984] 

ii, 14 p., 2 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “September 28, 1984.” Distributed to deposito- 
ry libraries in microfiche. Includes bibliographical refer- 
ences. “Community number — 480037.” @Item 594-C-43 
(microfiche) 

1. Insurance, Flood — Texas — Bexar County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Castle Hills, Texas, Bexar County. OCLC 11009020 


84-20984 
FEM 1.209:500027 
Flood insurance study : town and village of Hardwick, Ver- 
mont, Caledonia County. — (Washington, D.C.?] : Federal 
Emergency Management Agency, (1983] 

iii, 24 p., 30 folded leaves of plates : ill., maps ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“December 15, 1983.” Includes bibliographical references. 
“Community number - 500027.” @lItem 594-C-45 (micro- 
fiche) 

1. Insurance, Flood — Vermont — Caledonia County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Town and village of Hardwick, Vermont, Caledonia 
County. OCLC 11034146 
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34-20985 
FEM 1.209:540116 
Flood insurance study town of Davy, West Virginia, 
McDowell County. — (Washington, D.C.?] : Federal Emer- 
gency Management Agency, [1984] 

ii, 15 p., 4 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “March 28, 1984.” Distributed to depository 
libraries in microfiche. Includes bibliographical references. 
“Community number — 540116.” @Item 594-C-48 (micro- 
fiche) 

1. Insurance, Flood — West Virginia — McDowell County. 
I. United States. Federal Emergency Management Agency. 
Il. Title: Town of Davy, West Virginia, McDowell County. 
OCLC 11009659 


84-20986 
FEM 1/209:540118 
Flood insurance study city of Iaeger. West Virginia, 
McDowell County. — [Washington, D.C.?] : Federa! Emer- 
gency Management Agency, |1984) 

ii, 15 p., 3 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “March 28, 1984.” Distributed to depository 
libraries in microfiche. Includes bibliographical references. 
“Community number — 540118.” @lItem 594-C-48 (micro- 
fiche) 

1. Insurance, Flood — West Virginia — McDowell County. 
1. United States. Federal Emergency Management Agency. 
II. Title: City of Iaeger, West Virginia, McDowell County, 
OCLC 11009684 


84-20987 
FEM 1.209:540122 
Flood insurance study : town of War, West Virginia, McDowell 
County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1984] 

ii, 16 p., 5 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “March 28, 1984.” Distributed to depository 
libraries in microfiche. Includes bibliographical references. 
“Community number — 540122.” @Item 594-C-48 (micro- 
fiche) 

1. Insurance, Flood — West Virginia — McDowell County. 
I. United States. Federal Emergency Management Agency. 
Il. Title: City of War, West Virginia, McDowell County. 
OCLC 11009695 


84-20988 
FEM 1,209:550191 
Flood insurance study : Jefferson County, Wisconsin, unincor- 
porated areas. — Rev. Oct. 16, 1984. — [Washington, D.C.7] : 
Federal Emergency Management Agency, [1984] 

ii, 19 p., 15 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
Includes bibliographical references. “Community number — 
550191.” @Item 594-C-49 (microfiche) 

1. Insurance, Flood — Wisconsin — Jefferson County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Jefferson County, Wisconsin, unincorporated areas. 
OCLC 11022341 


84-20989 
FEM 1.209:550302 
Flood insurance study : Outagamie County, Wisconsin (unincor- 
porated areas). — Rev. Oct. 16, 1984. — [Washington, D.C.7] : 
Federal Emergency Management Agency, [1984] 

ii, 17 p., 9 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Includes bibliographical references. “Commu- 
nity number — 550302.” @lItem 594-C-49 (microfiche) 

1. Insurance, Flood — Wisconsin — Outagamie County. I. 
United States. Federal Emergency Management Agency. II. 
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Federal Home Loan Bank Board 


Title: Outagamie County, Wisconsin, (unincorporated areas) 
OCLC 11022761 


FEDERAL HOME LOAN BANK BOARD 
Washington, DC 20552 


84-20990 
FHL 1.2:J 57/2 
United States. Federal Home Loan Bank Board. 
Nationwide job opportunities. — Washington, D.C. : Feder- 
al Home Loan Bank Board, [19847] 
1 sheet : 1 form ; 36 x 22 cm. folded to9 x 22cm. @lItem 
596 
1. United States. Federal Home Loan Bank Board. 2. 
Bank employees — United States — Recruiting. 3. Civil serv- 
ice — United States. 4. Job vacancies— United States. I. 
Title. OCLC 11032633 


FEDERAL RESERVE SYSTEM BOARD OF 
GOVERNORS 
Washington, DC 20551 


84-20991 
FR 1.2:C 17 
Federal Reserve measures of capacity and capacity utiliza- 
tion. — Washington, D.C. : Board of Governors of the Feder- 
al Reserve System, [1978] 

40 p. : ill. ; 26 cm. Distributed to depository libraries in 
microfiche. “February 1978.” Bibliography: p. 27-28. 
@ltem 442 (microfiche) 

1. Industrial capacity— United States — Statistics. I. 


Board of Governors of the Federal Reserve System (U.S.) 
HD69.C3U48 1978 77-009140 338/.06/0973 OCLC 
06222808 


FEDERAL TRADE COMMISSION 
Washington, DC 20580 


84-20992 
FT 1.2:Ec 7/3 
Frankena, Mark W. 

An economic analysis of taxicab regulation /Mark W. Fran- 
kena, Paul A. Pautler.—[Washington, D.C.?] : Bureau of 
Economics, Federal Trade Commission, 1984. 

vii, 176 p. : ill. ; 28 cm.— (Bureau of Economics staff 
report) “May 1984.” Bibliography: p. 169-176. @lItem 535 
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D.C. : U.S. General Accounting Office, 1984. 

{1] leaf, iv, [1] leaf, 34 p. : ill. ; 28cm. Cover title. “May 
22, 1984.” Distributed to depository libraries in microfiche. 
“GAO/GGD-84-21.”  “B-213919”—Prelim. leaf. @Item 
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braries in microfiche. “April 4, 1984.” “GAO/GGD-84- 
48.” “B-214075”"—P. [1] @ltem 546-D (microfiche) 

1. United States. General Services Administration. 2. 
Bombing and gunnery ranges — Ohio — Cincinnati. I. Title. 
OCLC 11018660 


84-21009 
GA 1.13:GGD-84-56 
United States. General Accounting Office. 

Federal, District of Columbia, and states future prison and 
correctional institution populations and capacities : report to 
the Honorable Arlen Specter, United States Senate /by the 
U.S. General Accounting Office. — Washington, D.C. : The 
Office, 1984. 

90 p. ; 28 cm. Cover title. “February 27, 1984.” Dis- 
tributed to depository libraries in microfiche. “GAO/GGD- 
84-56.” “B-214472”—P. [1] @lItem 546-D (microfiche) 

1. Prisons — United States. 2. Prisons — United States — 
Statistics. I. Title. OCLC 10905877 


84-21010 
GA 1.13:GGD-84-61 
United States. General Accounting Office. 

Justice needs better controls over payment of witness fees : 
report to the Attorney General /by the U.S. General Ac- 
counting Office. — Washington, D.C. : The Office, [1984] 
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: The Office, 1984. 

[2], ix, [3], 61 p. : forms ; 28 cm. Cover title. “May 9, 
1984.” Distributed to depository libraries in microfiche. 
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84-21031 
GA 1.13:PAD-82-10 
Federal evaluations : a cumulative index, FY 73-FY 80.— 
(Washington, D.C.] : U.S. General Accounting Office : For 
sale by the Supt. of Docs., U.S.G.P.O., 1982. 

x, 1009 p. ; 28 cm.— (Congressional sourcebook series,. 
ISSN 0277-4224 ; 1982) Distributed to depository libraries in 
microfiche. “GAO/PAD-82-19.” @Item 546-D  (micro- 
fiche) S/N 020-000-00210-7 @ GPO $17.00 

1. Federal government — Information services — United 
States — Indexes. 2. Government publicity — United States. 
I. United States. General Accounting Office. II. Series. 
OCLC 11018591 


84-21032 
GA 1.13:RCED-84-17 
United States. General Accounting Office. 

Legislative changes are needed to authorize emergency fed- 
eral coal leasing : report /by the Comptroller General of the 
United States. — Washington, D.C. : U.S. General Account- 
ing Office, [1984] 

[1] leaf, vi, [2], 42 p. ; 28 cm. Cover title. ‘August 2, 
1984.” Distributed to depository libraries in microfiche. In- 
cludes bibliographical references. “GAO/RCED-84-17.” 
“B-208410”—Prelim. leaf. @lItem 546-D (microfiche) 

1. Coal leases— United States. 2. Coal mines and 
mining — Government ownership — United States. I. Title. 
OCLC 11036829 


84-21033 
GA 1.13:RCED-84-21 
United States. General Accounting Office. 

Status and commercial potential of the Barnwell Nuclear 
Fuel Plant : report /by the Comptroller General of the 
United States. — Washington, D.C. : U.S. Generai Account- 
ing Office, 1984. 

[1], vi, [1], 34 p. ; 28 cm. Cover title. “March 28, 1984.” 
Distributed to depository libraries in microfiche. Includes 
bibliographical references. “GAO/RCED-84-21.” “B- 
211600”—Prelim. leaf. @lItem 546-D (microfiche) 

1. Reactor fuel reprocessing — South Carolina — Barnwell 
County. 2. Nuclear facilities — South Carolina — Barnwell 
County. I. Title. OCLC 10971423 


84-21034 
GA 1.13:RCED-84-44 
United States. General Accounting Office. 

Federal efforts to control the environmental and health 
effects of synthetic fuels development : report to the chair- 
man, Subcommittee on Fossil and Synthetic Fuels, Committee 
on Energy and Commerce, House of Representatives /by the 
U.S. General Accounting Office. — Washington, D.C. : The 
Office, 1984. 

[1], iv, [2], 42 p. ; 28 cm. Cover title. “March 9, 1984.” 
Distributed to depository libraries in microfiche. Includes 
bibliographical references. “GAO/RCED-84-44."” “B- 
204290”—Prelim. leaf. @lItem 546-D (microfiche) 

1. Synthetic fuels industry — Environmental aspects — 
United States. 2. Synthetic fuels industry — Hygienic as- 
pects — United States. I. Title. OCLC 10966049 


84-21035 

GA 1,13:RCED-84-62 
United Siates. General Accounting Office. 
Cost-benefit analysis can be useful in assessing environmen- 
tal regulations, despite limitations : report to the Congress /by 
the Comptroller General of the United States. — Washington, 

D.C. : U.S. General Accounting Office, 1984. 
[1] leaf, vi, [4], 61 p. ; 28 cm. Cover title. 


“April 6, 
1984.” 


Distributed to depository libraries in microfiche. In- 





cludes bibliographical references. “GAO/RCED-84-62.” 
“B-210402”—Prelim. leaf. @ltem 546-D (microfiche) 

1. United States. Environmental Protection Agency. 2. 
Environmental policy — Economic aspects — United States. 
3. Environmental policy — United States — Cost effectiveness. 
I. Title. OCLC 10899370 


84-21036 
GA 1.13:RCED-84-91 
United States. General Accounting Office. 

EPA’s efforts to clean up three hazardous waste sites : 
report to the chairman, Subcommittee on Commerce, Trans- 
portation and Tourism, House Committee on Energy and 
Commerce /by the U.S. General Accounting Office. — Wash- 
ington, D.C. : The Office, 1984. 

[1] leaf, iv p., [1] leaf, 16 p.; 28cm. Cover title. “June 7, 
1984.” Distributed to depository libraries in microfiche. 
“GAO/RCED-84-91.” “B-214226”—Prelim. leaf. @Item 
546-D (microfiche) 

1. Hazardous waste sites—Ohio. 2. Hazardous waste 
sites— New Jersey. 3. Hazardous waste sites — Rhode 
Island. I. United States. Environmental Protection Agency. 
II. Title. OCLC 11039334 


84-21037 
GA 1,13:RCED-84-113/sum. 
United States. General Accounting Office. 

Status of the Great Plains Coal Gasification Project : sum- 
mary : report to the Congress /by the Comptroller General of 
the United States. — Washington, D.C. : U.S. General Ac- 
counting Office, [1984] 

v, [1] p. ; 28 cm. Cover title. “March 22, 1984.” Dis- 
tributed to depository libraries in microfiche. “GAO/ 
RCED-84-113.” @lItem 546-D (microfiche) 

1. Great Plains Coal Gasification Project. 
tion — North Dakota. 
North Dakota. I. Title. 


2. Coal gasifica- 
3. Gas manufacture and works — 
OCLC 10772661 


84-21038 
GA 1.13:RCED-84-132 
United States. General Accounting Office. 

Participation in the national school lunch program : report 
to the chairman, Committee on Agriculture, Nutrition, and 
Forestry, United States Senate /by the U.S. General Ac- 
counting Office. — Washington, D.C. : The Office, 1984. 

5, [1], 25 p. : ill. ; 28 cm. Cover title. “March 30, 1984.” 
Distributed to depository libraries in microfiche. “GAO/ 
RCED-84-132.” ‘“B-214750”—Prelim. p. [1] @lItem 546-D 
(microfiche) 

1. National school lunch program. I. United States. Con- 
gress. Senate. Committee on Agriculture, Nutrition, and For- 
estry. II. Title. OCLC 10963261 


84-21039 
GA 1,13:RCED-84-141 
United States. General Accounting Office. 

Transportation’s first-year implementation of the Federal 
Managers’ Financial Integrity Act : report to the Secretary of 
Transportation /by the U.S. General Accounting Office. — 
Washington, D.C. : The Office, [1984] 

6, [2] leaves, 23 p. ; 28 cm. Cover title. “July 13, 1984.” 
Distributed to depository libraries in microfiche. “GAO/ 
RCED-84-141.” “B-202205”—P. [1] (1st group). @lItem 
546-D (microfiche) 

1. United States. Dept. of Transportation — Accounting. 
2. United States. Dept. of Transportation — Management. 3. 


Auditing, Internal— United States. I. Title. OCLC 
10959577 


Government Publications — October 1984 


84-21040 
GA 1,13:;:RCED-84-146 
United States. General Accounting Office. 

State experiences with taxes on generators or disposers of 
hazardous waste : report to the chairman, Subcommittee on 
Commerce, Transportation and Tourism, Committee on 
Energy and Commerce, House of Representatives /by the 
U.S. General Accounting Office. — Washington, D.C. : The 
Office, 1984. 

[1] leaf, vi, [2], 49 p. ; 28cm. Cover title. “May 4, 1984.” 
Distributed to depository libraries in microfiche. “GAO/ 
RCED-84-146.” “B-214959"—Prelim. leaf. @lItem 546-D 
(microfiche) 

1. Hazardous waste sites — United States — States. 2. Haz- 
ardous wastes — Taxation — United States — States. I. Title. 
OCLC 11039980 


84-21041 
GA 1.13:RCED-84-154 
United States. General Accounting Office. 

Legislation needed to clarify future of consumer protection 
and federal preemption after the Civil Aeronautics Board 
sunsets : report to the Chairman, Subcommittee on Investiga- 
tions and Oversight, House Committee on Public Works and 
Transportation /by the U.S. General Accounting Office. — 
Washington, D.C. : The Office, [1984] 

5, [2], 27 p. ; 28cm. Cover title. Distributed to deposito- 
ry libraries in microfiche. “June 13, 1984.” Includes biblio- 
graphical references. “GAO/RCED-84-154.” “B- 
213889”—P. [1] (Ist group) @lItem 546-D (microfiche) 

1. United States. Civil Aeronautics Board. 2. Air lines — 
United States — Rates. I. Title. OCLC 11018666 


84-21042 
GA 1.14:St 1 
United States. General Accounting Office. Detroit Regional 
Office. 
Staff handbook Detroit Regional Office. — [Detroit, 
Mich.?] : U.S. General Accounting Office, 1984- » 
1 v. (loose-leaf) : ill., forms ; 28cm. @lItem 545-A 
1. United States. General Accounting Office. Detroit Re- 
gional Office. 2. Personnel procedure manuals. I. Title. 
OCLC 11014822 


GOVERNMENT PRINTING OFFICE 
Washington, DC 20402 


84-21043 
GP 1.23/4:St 9/984 
United States. Government Printing Office. 

Style manual /United States Government 
Office. — Washington, D.C. : The Office : 
Supt. of Docs., U.S. G.P.O., 1984. 

ix, 479 p.; 24cm. “March 1984”"—Cover. “Issued by the 
public printer under authority of 44 U.S.C. 1105 approved by 
Congress October 22, 1968.” Includes bibliographical refer- 
ences. @Item 548 S/N 021-000-00120-1 (pbk.) @ GPO ; 
021-000-00121-0 (cloth) @ GPO $11.00 (pbk.) $15.00 (cloth) 

1. Printing, Practical—Style manuals. 2. Printing, 
Public — United States. I. Title. Z253.U58 1984 84- 
600037 808/.02 ¢2 19 OCLC 10532947 


Printing 
For sale by the 
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Assistant Public Printer — (Superintendent of Documents) Government Printing Office 


ASSISTANT PUBLIC PRINTER 
(Superintendent of Documents) 
Government Printing Office 
Washington, DC 20402 


Subject bibliography . . . available free upon request from the 
Supt. of Docs., U.S. Govt. Print. Off. Orders must included SB 
number. 


84-21044 
GP 3.22/2:174/9 
United States. Superintendent of Documents. 
United States Court of Claims reports. — Washington, D.C. 
: U.S. G.P.O., Supt. of Docs., [1984] 
2 p. ; 27 cm. — (Subject bibliography ; SB-174) Caption 
title. “June 8. 1984.” @Item 552-A 
1. United States. Court of Claims — Bibliography — Cata- 
logs. 2. Government publications — Bibliography — Cata- 
logs. I. Title. II. Series: United States. Superintendent of 
Documents. Subject bibliography ; SB-174. OCLC 11022912 


GENERAL SERVICES ADMINISTRATION 
Washington, DC 20405 


84-21045 
GS 1.6/6:Of 2 
United States. General Services Administration. 

[Office of Inspector General manual]. — [Washington, 
D.C.? : U.S. General Services Administration?] ; 1984- 

1 v. (loose-leaf) : forms ; 28 cm. “May 1, 1984.” “Super- 
cedes, in all respects, the edition that was issued on June 1, 
1980, and the draft manual dated July 31, 1983.” @lItem 559- 
B 

1. United States. General Services Administration. Office of 
Inspector General — Handbooks, manuals, etc. I. Title. 
OCLC 11018572 


84-21046 
GS 1.6/8-3:E-253 
United States. General Services Administration. 

Federal property management regulations : amendment E- 
253. — Washington, D.C. : General Services Administration, 
1984- 

1 v. (loose-leaf) ; 28 cm. Caption title. 
@ltem 558-A-5 

1. Government property — Management. 
purchasing — United States. 


“March 25, 1983.” 


2. Government 
I. Title. OCLC 11018565 


FEDERAL SUPPLY AND SERVICES OFFICE 
General Services Administration 
Washington, DC 20390 


84-21047 
GS 2.6/3:C 57 
United States. General Services Administration. Office of Fed- 
eral Supply and Services. Policy and Review Division (FCP) 
Clause manual. — Washington, DC : U.S. General Services 
Administration, Office of Federal Supply and Services, Policy 
and Review Division (FCP), 1984- 
1 v. (loose-leaf) : forms ; 28 cm. Cover title. 
1984.” Includes index. @lItem 564-A 
1. Public contracts — United States — Handbooks, manuals, 
etc. 2. Government purchasing — United States — Hand- 
books, manuals, etc. I. Title. OCLC 11018628 


“April 


Page 104 


84-21048 
GS 2.7/6:983/supp.3 
Multiple award federal supply schedule : new item introductory 
schedule. — Denver, CO : General Services Administration, 
Office of Federal Supply and Services, [1983 -] 

1 v. (loose-leaf) ; 28 cm. “This supplement is to be used in 
conjunction with the November 1982 Basic edition, the Feb- 
ruary 1983 Supplement no. 1, and the July 1983 Supplement 
no. 2”—P. 2. Distributed to depository libraries in micro- 
fiche. “Supplement no. 3 / December 1983.” Includes 
index. “O00SC 0001.” @lItem 564-B (microfiche) 

1. United States. Federal Supply Service. 2. Contracts, 
Letting of — United States. I. United States. General Serv- 
ices Administration. Office of Federal Supply and Services. 
II. Title: New item introductory schedule. OCLC 11018557 


Federal standards may be purchased from General Services 
Administration, Specifications Activity, Special Programs Divi- 
sion, Building 197, Naval Weapons Plant, Washington, DC 
20407. All checks and money orders should be made payable to 
the Treasurer of the United States. Single copies are available 
without charge at the nearest GSA regional office. 


84-21049 
GS 2.8/3:1026 
Interoperability and security requirements for use of the data 
encryption standard in the physical layer of data communica- 
tions /prepared by National Communications System, Office 
of Technology & Standards. — [Washington, D.C.] : General 
Services Administration, Office of Information Resources 
Management, 1984- 
1 v. (loose-leaf) : ill. ; 28 cm.— (Federal standard ; 1026) 
Cover title. “August 3, 1983.” “FSC TELE.” @lItem 563 
1. Government information — Standards — United States. 
2. Cryptography — Standards — United States. I. National 
Communications System (U.S.). Office of Technology & 
Standards. II. United States. General Services Administra- 
tion. Office of Information Resources Management. III. 
Series: United States. General Services Administration. Feder- 
al Supply Service. Federal standard ; 1026. OCLC 11018578 


84-21050 
GS 2.10/6:984 
GSA supply catalog (United States. General Services Adminis- 
tration : 1983) 

GSA supply catalog. Washington, D.C. : U.S. General 
Services Administration : [Supt. of Docs., U.S. G.P.O., dis- 
tributor], 1983- Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C. 20402 

v. : ill. ; 28 cm. 

Annual 

$31.00 

Jan. 1983- 1984. Formed by the merger of: GSA supply 
catalog. Furniture; GSA supply catalog. Industrial products; 
GSA supply catalog. Office products; GSA supply catalog. 
Tools. Kept up-to-date by: GSA supply catalog. Change 
bulletin. @lItem 565-B S/N 022-001-81001-1 

1. Manufactures — Catalogs. 2. Government purchasing — 
United States — Periodicals. 1. United States. General Serv- 
ices Administration. OCLC 09431017 





FEDERAL REGISTER OFFICE 
General Services Administration 
Washington, DC 20408 


84-21051 


GS 4.108:5/pt.1-1119/984/supp. 
Code of federal regulations.5,Administrative personnel. Wash- 
ington : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 5, Administrative personnel 1984, pts. 1-1199, supple- 
ment. Description based on: 1981. Special edition of the 
Federal register, containing a codification of documents of 
general applicability and future effect as of Jan. 1 ... with 
ancillaries. Vols. for (1984-) distributed to some depository 
libraries in microfiche. @lItem 572-B, 572-C (microfiche) 
S/N 022-003-81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Administrative law — United States — Periodicals. 2. 
Civil service — United States — Periodicals. 3. Personnel 
management — United States — Periodicals. 1. United States. 
Office of the Federal Register. OCLC 07685973 


84-21052 


GS 4,108:12/pt.200-299/984 
Code of federal regulations.12,Banks and banking. Washington : 
Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 12, Banks and banking 1984, pts. 200-299. Descrip- 
tion based on: 1981, pts. 1 to 199. Special edition of the 
Federal register, containing a codification of documents of 
general applicability and future effect as of Jan. 1 ... with 
ancillaries. Vols. for (1984-) distributed to some depository 
libraries. in microfiche. @lItem 572-B, 572-C (microfiche) 
S/N _ 022-003-81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Banking law — United States — Periodicals. I. United 
States. Office of the Federal Register. OCLC 07863327 


84-21053 


GS 4,108:20/pt.500-end/984 
Code of federal regulations.20,Employees benefits. Washington : 
Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 20, Employees’ benefits 1984, pt. 500 to end. De- 
scription based on: 1981, pts. 1 to 399. Special edition of the 
Federal register, containing a codification of documents of 
general applicability and future as of Apr. 1 ... with ancillar- 
ies. Vols. for (1984)- distributed to some depository libraries 
in microfiche. @lItem 572-B, 572-C (microfiche) S/N 022- 
003-81001-3 (paper) ; 022-003-81004-8 (microfiche) 


Government Publications — October 1984 


1. Labor laws and legislation — United States — Periodi- 
cals. 2. Workers’ compensation — United States — Periodi- 
cals. I. United States. Office of the Federal Register. 
OCLC 07439298 


84-21054 
GS 4,108:21/pt.170-199/984 
Code of federal regulations.21,Food and drugs. Washington : 
Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v.; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 21, Food and drugs. 1984, pts. 170-199. Description 
based on: 1981, pts. 1 to 99. Special edition of the Federal 
register, containing a codification of documents of general 
applicability and future effect as of Apr. 1 ... with ancillaries. 
Vols. for (1984)- distributed to depository libraries in micro- 
fiche. @lItem 572-B, 572-C (microfiche) S/N 022-003- 
81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Food law and legislation — United States — Periodicals. 
2. Drugs — Law and legislation — United States — Periodi- 
cals. I. United States. Office of the Federal Register. 
OCLC 07862848 


84-21055 
GS 4,108:21/pt.200-299/984 
Code of federal regulations.21,Food and drugs. Washington : 
Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 21, Food and drugs. Description based on: 1981, pts. 1 
to 99. Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of Apr. 1 ... with ancillaries. Vols. for (1984)- 
distributed to depository libraries in microfiche. @ltem 572- 
B, 572-C (microfiche) S/N 022-003-81001-3 (paper) ; 022- 
003-81004-8 (microfiche) 

1. Food law and legislation — United States — Periodicals. 
2. Drugs — Law and legislation — United States — Periodi- 
cals. I. United States. Office of the Federal Register. 
OCLC 07862848 


84-21056 
GS 4,108:22/984 
Code of federal regulations.22,Foreign relations. Washington : 
Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 
v. ; 24 cm. 
Annual 
$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 22, Foreign relations 1984. Description based on: 
1981. Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of Apr. 1 ... with ancillaries. Vols. for (1984)- 
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Federal Register Office — General Services Administration 


distributed to some depository libraries in microfiche. 
@ltem 572-B, 572-C (microfiche) S/N 022-003-81001-3 
(paper) ; 022-003-8 1004-8 (microfiche) 

1. United States— Foreign relations —Law and legisla- 
tion — Periodicals. I. United States. Office of the Federal 
Register. OCLC 07439393 


84-21057 
GS 4,108:24/pt.1700-end/984 
Code of federal regulations.24,Housing and urban development. 
Washington : Office of the Federal Register, National Ar- 
chives and Records Service, General Services Administration 
: For sale by the Supt. of Docs., U.S. G.P.O., Supt. of 
Docs., U.S. Govt. Print. Off., Washington, D.C. 20402. 

v. ; 24cm. 

Annual Spine title: CFR. 24, Housing and urban develop- 
ment 1984, pts. 1700-end. Description based on: 1980, pts. 
500-1699. Special edition of the Federal register containing a 
codification of documents of general applicability and future 
effect as of Apr. 1 ... with ancillaries. Vols. for (1984)- 
distributed to some depository libraries in microfiche. 
@ltem 572-B, 572-C (microfiche) S/N 022-003-81001-3 
(paper) ; 022-003-81004-8 (microfiche) 

1. Housing — Law and legislation — United States — Peri- 
odicals. 2. City planning and redevelopment law — United 
States — Periodicals. I. United States. Office of the Federal 
Register. OCLC 07607526 


84-21058 
GS 4.108:26/pt.2-29/984 
United States. Internal Revenue Service. 

Code of federal regulations.26,Internal revenue. Washing- 
ton : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 ((for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 26, Internal revenue 1984, pts. 2-29. Description 
based on: 1980, pt. 1, sections 1.0-1 to 1.169. Special edition 
of the Federal register, containing a codification of documents 
of general applicability and future effect as of Apr. 1 ... with 
ancillaries. Vols. for (1984)- distributed to some depository 
libraries in microfiche. @lItem 572-B, 572-C (microfiche) 
S/N 022-003-8100i-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Internal revenue law — United States — Periodicals. I. 
United States. Office of the Federal Register. II. Title. 
OCLC 07514430 


84-21059 
GS 4.108:26/pt.300-499/984 
United States. Internal Revenue Service. 

Code of federal regulations.26,Internal revenue. Washing- 
ton : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 26, Internal revenue 1984, pts. 300-499. Description 
based on: 1980, pt. 1, sections 1.0-1 to 1.169. Special edition 
of the Federal register, containing a codification of documents 
of general applicability and future effect as of Apr. 1 ... with 
ancillaries. Vols. for (1984)- distributed to some depository 
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libraries in microfiche. @lItem 572-B, 572-C (microfiche) 
S/N 022-003-81001-3 (paper) ; 022-003-81004-8 (microfiche) 

1. Internal revenue law — United States — Periodicals. I. 
United States. Office of the Federal Register. II. Title. 
OCLC 07514430 


84-21060 
GS 4.108:26/pt.1(sec.1.401 to 1.500)/984 
United States. Internal Revenue Service. 

Code of federal regulations.26,Internal revenue. Washing- 
ton : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 

v.; 24cm. 

Annual 

$550.00 (U.S., annual subscription, paper ed.) $687.50 (for- 
eign) $200.00 (U.S., annual subscription, microfiche ed.) 
$250.00 (foreign) single copies vary in price Spine title: 
CFR. 26, Internal revenue 1984, pt. 1 (sections 1.401 to 
1.500) Description based on: 1980, pt. 1, sections 1.0-1 to 
1.169. Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of Apr. 1 ... with ancillaries. Vols. for (1984)- 
distributed to some depository libraries in microfiche. 
@ltem 572-B, 572-C (microfiche) S/N 022-003-81001-3 
(paper) ; 022-003-81004-8 (microfiche) 

1. Internal revenue law — United States — Periodicals. 1. 
United States. Office of the Federal Register. II. Title. 
OCLC 07514430 


PUBLIC LAWS 


84-21061 
GS 4,110;98-146 
United States. 

An Act Making Appropriations for the Department of the 
Interior and Related Agencies for the Fiscal Year Ending 
September 30, 1984, and for Other Purposes. — [Washington, 
D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 
1984] 

[37) p.; 24cm. Caption title. “Public Law 98-146.” “97 
Stat. 919.” “Nov. 4, 1983, (H.R. 3363)” @Item 575 S/N 
022-003-95901-7 @ GPO = $3.50 

1. United States. Dept. of the Interior — Appropriations 
and expenditures. 2. United States — Appropriations and ex- 
penditures, 1984 1. Title. OCLC. 10980878 


84-21062 
GS 4.110:98-223 
United States. 

[Veterans' Compensation and Program Improvements 
Amendments of 1984] An Act to Amend Title 38, United 
States Code, to Increase the Rates of Cempensation for Dis- 
abled Veterans and the Rates of Dependency and Indemnity 
Compensation for Survivors, to Express the Sense of the 
Congress that Increases in the Rates of Compensation Should 
Take Effect on December | Beginning in Fiscal Year 1985, 
and for Other Purposes. — [Washington, D.C.? : U.S. G.P.O. : 
Supt. of Docs., U.S. G.P.O., distributor, 1984] 

[10) p. ; 24cm. Caption title. ‘Public Law 98-223." “98 
Stat. 37.” “Mar. 2, 1984, (S. 1388)” @lItem 575 S/N 022- 
003-95978-5 @ GPO $2.00 

1. Pensions, Military— Law and _ legislation — United 
States. 2. Veterans, Disabled — United States. 3. Survivors’ 
benefits — Law and legislation — United States. I. Title. 
OCLC 11041135 





84-21063 
GS 4,110:98-242 
United States. 

[Water Resources Research Act of 1984] An Act to Au- 
thorize an Ongoing Program of Water Resources Research, 
and for Other Purposes. — [Washington, D.C.? : U.S. G.P.O. : 
Supt. of Docs., U.S. G.P.O., distributor, 1984] 

[9] p. ; 24cm. Caption title. “Public Law 98-242.” “98 
Stat. 97.” “Mar. 22, 1984, (S. 684)” @lItem 575 S/N 022- 
003-95997-1 @ GPO $1.75 

1. Federal aid to water resources development — United 
States. 2. Saline water conversion plants — North Caroli- 
na — Pilot plants . 3. Saline water conversion plants — New 
Mexico — Pilot plants. I. Title. OCLC 11014625 


84-21064 
GS 4,110:98-248 
United States. 

Joint Resolution Making an Urgent Supplemental Appro- 
priation for the Department of Health and Human Services 
for the Fiscal Year Ending September 30, 1984. — [Washing- 
ton, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., dis- 
tributor, 1984] 

[1) leaf ; 24 cm. Caption title. “Public Law 98-248.” 
“98 Stat. 115.” “Mar. 30, 1984, (H.J. Res. 493)” @lItem 575 
S/N 022-003-96003-1 @ GPO $1.50 

1. United States. Dept. of Health and Human Services — 
Appropriations and expenditures. 2. United States — Appro- 
priations and expenditures, 1984. I. Title. OCLC 10980798 


84-21065 
GS 4.110:98-249 
United States. 

[Act to Continue the Transition Provisions of the Bankrupt- 
cy Act Until May 1, 1984, and for Other Purposes) Provi- 
sions of the Bankruptcy Act. — (Washington, D.C.? : U.S. 
G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1984) 

(2] p. ; 24 cm. “Public Law 98-249.” “98 Stat. 116.” 
“Mar. 31, 1984, (S. 2507)” @Item 575 S/N 022-003-96004- 
0 @GPO $1.50 

1, Bankruptcy — United States. 2. Administrative proce- 
dure — United States. 3. District courts — United States. 4. 
Jurisdiction — United States. I. Title. OCLC 11014677 


84-21066 
GS 4,110;98-251 
United States. 

Joint Resolution Designating February 11, 1984, “National 
Inventors’ Day.” —[Washington, D.C. : U.S. G.P.O. : Supt. 
of Docs., U.S. G.P.O., distributor, 1984] 

{\) leaf ; 24 cm. Caption title. “Public Law 98-251.” 
“98 Stat. 120.” “Apr. 6, 1984, (H.J. Res. 27)” @lItem 575 
S/N 022-003-96006-6 @ GPO $1.50 

1. National Inventors Day. I. Title. OCLC 10957269 


84-21067 
GS 4,110:98-252 
United States. 

Joint Resolution Designating the Month of June 1984 as 
“Student Awareness of Drunk Driving Month.” — [Washing- 
ton, D.C. : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distrib- 
utor, 1984] 

1) leaf ; 24 cm. Caption title. “Public Law 98-252.” 
“98 Stat. 121." “Apr. 6, 1984, (H.J. Res. 443)” @lItem 575 
S/N 022-003-96007-4 @ GPO $1.50 

1. Student Awareness of Drunk Driving Month. 
OCLC 10957281 


I. Title. 


Government Publications — October 1984 


84-21068 
GS 4.110:98-253 
United States. 

An Act Entitled the “Harry Porter Control Tower.” — 
(Washington, D.C. : U.S. G.P.O. : Supt. of Does., U.S. 
G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-253.” 
“98 Stat. 122." “Apr. 6, 1984, (S. 1365)" @Item 575 S/N 
022-003-96008-2 @ GPO $1.50 


1. Harry Porter Tower (Chattanooga, Tenn.) I. Title. 
OCLC 10957303 


84-21069 
GS 4.110:98-254 
United States. 

Joint Resolution Designating the Week Beginning April 8, 
1984, as “National Mental Health Counselors Week.” — 
[Washington, D.C. : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-254.” 
“98 Stat. 123.” “Apr. 9, 1984, (S.J. Res. 203)” @lItem 575 
S/N 022-003-96009-1 @ GPO $1.50 

1. National Mental Health Counselors Week. I. Title. 
OCLC 10957287 


84-21070 
GS 4.110:98-255 
United States. 
Joint Resolution Designating the Week of April 8 through 
14, 1984, as “Parkinson’s Disease Awareness Week.” — 
(Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1984] 
[1] leaf ; 24 cm. Caption title. “Public Law 98-255.” 
“O8 Stat. 124.” “Apr. 9, 1984, (H.J. Res. 432)” @ltem 575 
S/N 022-003-96010-4 @ GPO $1.50 


1. Parkinson’s Disease Awareness Week. 
10976892 


84-21071 


1. Title. OCLC 


GS 4,110:98-258 
United States. 

Agricultural Programs Adjustment Act of 1984. — [Wash- 
ington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., 
distributor, 1984] 

[12] p. ; 24 cm. Caption title: An Act to Make Adjust- 
ments in the Commodity Programs for Wheat, Feed Grains, 
Upland Cotton, and Rice, to Provide Agricultural Credit As- 
sistance, and for Other Purposes. “Public Law 98-258.” 
“Apr. 10, 1984, (H.R. 4072)”—P. [1] @lItem 575 S/N 022- 
003-96013-9 @ GPO $2.00 

1. Farm production quotas — United States. 2. Agricultur- 
al price supports — United States. 3. Agriculture and state — 
United States. 4. Grazing —Government policy — United 
States. I. Title. II. Title: An Act to Make Adjustments in 
the Commodity Programs for Wheat, Feed Grains, Upland 
Cotton, and Rice, to Provide Agricultural Credit Assistance, 


and for Other Purposes. OCLC 11041033 


84-21072 
GS 4,110:98-260 
United States. 

An Act to Designate the Air Traffic Control Tower at 
Midway Airport, Chicago, as the “John G. Fary Tower.” -- 
(Washington, D.C. : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-260.” 
“98 Stat. 144.” “Apr. 13, 1984, (H.R. 4202)” @ltem 575 
S/N 022-003-96015-5 @ GPO $1.50 

1. John G. Fary Tower (Chicago, Ill.) I. Title. OCLC 
10957321 
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84-21073 
GS 4.110:98-261 
United States. 

Joint Resolution to Designate the Week of May 6, 1984, 
through May 13, 1984, as “National Tuberous Sclerosis 
Week.” — [Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., 
U.S. G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-261.” 
“98 Stat. 145." “Apr. 13, 1984, (S.J. Res. 148)” @ltem 575 
S/N 022-003-96016-3 @ GPO $1.50 

1. National Tuberous Sclerosis Week. 
10976867 


I. Title. OCLC 


84-21074 
GS 4.110:98-262 
United States. 

Joint Resolution to Provide for the Designation of July 20, 
1984, as “National P.O.W./M.I1.A. Recognition Day.” — 
[Washington, D.C. : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-262.” 
“98 Stat. 146.” “Apr. 13, 1984, (S.J. Res. 171)” @Item 575 
S/N 022-003-96017-1 @ GPO $1.50 

1. National P.O.W.-M.I.A. Recognition Day. I. 
OCLC 10957291 


Title. 


84-21075 
GS 4.110:98-263 
United States. 

Joint Resolution Designating the Week Beginning April 8, 
1984, as “National Hearing Impaired Awareness Week.” — 
(Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-263.” 
“98 Stat. 147.” “Apr. 13, 1984, (H.J. Res. 407)” @lItem 575 
S/N 022-003-96018-0 @ GPO $1.50 

1. National Hearing Impaired Awareness Week. 
OCLC 10976878 


I. Title. 


84-21076 
GS 4.110:98-264 
United States. 

Joint Resolution Designating April 13, 1984, as “Education 
Day, U.S.A.” — [Washington, D.C. : U.S. G.P.O. : Supt. of 
Docs., U.S. G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-264.” 
“98 Stat. 148.” “Apr. 13, 1984, (H.J. Res. 520)” @lItem 575 
S/N 022-003-96019-8 @ GPO $1.50 


1. Education Day, U.S.A. I. Title. OCLC 10957300 


84-21077 
GS 4.110:98-266 
United States. 

An Act to Authorize Funding for the Clement J. Zablocki 
Memorial Outpatient Facility at the American Children’s 
Hospital in Krakow, Poland. — (Washington, D.C.? : U.S. 
G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-266.” 
“98 Stat. 153." “Apr. 17, 1984, (H.R. 4835)” @lItem 575 
S/N 022-003-96021-0 @ GPO $1.50 

1. Clement J. Zablocki Memorial Outpatient Facility 
(Krakow, Poland) I. Title. OCLC 10980848 


84-21078 
GS 4.110:98-267 
United States. 
Joint Resolution Designating May 1984, as “Older Ameri- 
cans Month.” — [Washington, D.C.? : U.S. G.P.O. : Supt. of 
Docs., U.S. G.P.O., distributor, 1984] 
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[1] leaf ; 24 cm. Caption title. ‘Public Law 98-267.” 
“98 Stat. 154." “Apr. 17, 1984, (H.J. Res. 466)” @ltem 575 
S/N 022-003-96022-8 @ GPO $1.50 


1. Older Americans Month. I. Title. OCLC 10976856 


84-21079 


GS 4.110:98-270 
United States. 

[Omnibus Budget Reconciliation Act of 1983] An Act to 
Provide for Reconciliation Pursuant to Section 3 of the First 
Concurrent Resolution on the Budget for the Fiscal Year 
1984. — [Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., 
U.S. G.P.O., distributor, 1984] 

[6] p. ; 24 cm. Caption title. “Public Law 98-270.” “98 
Stat. 157.” “Apr. 18, 1984, (H.R. 4169)” @lItem 575 S/N 
022-003-96025-2 @ GPO $1.50 

1. Budget—Law and _ legislation— United States. 2. 
United States— Appropriations and expenditures, 1984. I. 
Title. OCLC 11014702 


84-21080 


GS 4.110:98-273 
United States. 

[Act to Amend the Perishable Agricultural Commodities 
Act, 1930, by Impressing a Trust on the Commodities and 
Sale Proceeds of Perishable Agricultural Commodities for the 
Benefit of the Unpaid ...| An Act to Amend the Perishable 
Agricultural Commodities Act, 1930, by Impressing a Trust 
on the Commodities and Sales Proceeds of Perishable Agri- 
cultural Commodities for the Benefit of the Unpaid Seller, 
and for Other Purposes. — [Washington, D.C.? : U.S. G.P.O. : 
Supt. of Docs., U.S. G.P.O., distributor, 1984] 

[2] p. ; 24 cm. Caption title. “Public Law 98-273.” “98 
Stat. 165.” “May 7, 1984, (H.R. 3867)” @lItem 575 S/N 
022-003-96028-7 @ GPO 1.50 

1. Farm produce — Marketing — Law and legislation — 
United States. 2. Produce trade — Law and legislation — 
United States. I. United States. Perishable Agricultural 
Commodities Act, 1930. II. Title. OCLC 11017892 


84-21081 
GS 4.110:98-277 
United States. 

An Act to Designate a Federal Building in Augusta, Maine, 
as the “Edmund S. Muskie Federal Building.” — [Washing- 
ton, D.C. : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distrib- 
utor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-277.” 
“98 Stat. 172.” “May 8, 1984, (S. 2460)” @lItem 575 S/N 
022-003-96032-5 @ GPO $1.50 

1. Edmund S. Muskie Federal Building (Augusta, Me.) I. 
Title. OCLC 10957327 


84-21082 
GS 4.110:98-279 
United States. 

An Act to Designate a Federal Building in Bangor, Maine, 
as the “Margaret Chase Smith Federal Building.” — [Wash- 
ington, D.C. : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., 
distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-279.” 
“98 Stat. 176.” “May 8, 1984, (S. 2461)” @lItem 575 S/N 
022-003-96034-1 @ GPO $1.50 

1. Margaret Chase Smith Federal Building (Bangor, Me.) 
I. Title. OCLC 10957337 





84-21083 
GS 4.110:98-280 
United States. 

An Act to Declare Certain Lands Held by the Seneca 
Nation of Indians to be Part of the Allegany Reservation in 
the State of New York. — [Washington, D.C.? : U.S. G.P.O. : 
Supt. of Docs., U.S. G.P.O., distributor, 1984] 

[1] leaf ; 24 cm. Caption title. “Public Law 98-280.” 
“98 Stat. 177." “May 9, 1984, (H.R. 3555)" S/N 022-003- 
96035-0 @ GPO $1.50 

1. Seneca Indians — Land tenure. 2. 
America— New York 
OCLC 10980814 


Indians of North 
(State) — Reservations. I. Title. 


AUTOMATED DATA AND 
TELECOMMUNICATIONS SERVICE 
General Services Administration 
Washington, DC 20405 


84-21084 
GS 12.2:Ex 3/984-88/ins.1-12 
United States. General Services Administration. Office of Infor- 
mation Resources Management. 

Executive summary : 5-year (1984-1988) General Services 
strategic plan for ADP. — [Washington, D.C.?] : U.S. General 
Services Administration, Office of Information Resources 
Management, 1984. 

38 p. : ill. ; 28 cm. 12 p. insert. 
C-2 

1. United States. General Services Administration — Plan- 
ning — Data processing. 2. Electronic data processing — 
United States. I. Title. OCLC 10981465 


Cover title. @lItem 580- 


PUBLIC HEALTH SERVICE 
Health and Human Services Dept. 
Rockville, MD 20857 


84-21085 
HE 20.2:D 43/3 
The Dentist in the United States Public Health Service. — Rev. 
8/83. — [Rockville, Md.?] : U.S. Dept. of Health and Human 
Services, Public Health Service, [1983] 
[12] p. : ill. ; 23 cm. — (CCPM ; 22) Cover title. 
485 
1. United States. Public Health Service. 
United States— Supply and demand. I. 
Public Health Service. 
OCLC 10050438 


@ltem 


2. Dentists — 
United States. 
II. Series: CCPM pamphlet ; 22. 


84-21086 
HE 20.2:G 76/7 
Announcement of availability of grants for National Demonstra- 
tions of Adolescent Family Life Programs ; Announcement of 
availability of grants for Adolescent Family Life Demonstra- 
tion Projects. — Washington, DC : Dept. of Health and 
Human Services, Public Health Service, [1984] 
8, 7 p. ; 28 cm. Caption title. “May 17, 1984”°—P. 8. 
@ltem 485 
1. Federal aid to birth control — United States. 
aid to youth services — United States. 3. Grants-in-aid — 
United States. I. United States. Public Health Service. II. 
Title: Announcement of availability of grants for Adolescent 
Family Life Demonstration Projects. OCLC 10961869 


2. Federal 


Government Publications — October 1984 


84-21087 
HE 20.23:984 
Review of current DHHS, DOE, and EPA research related to 
toxicology /National Toxicology Program. Research Triangle 
Park, NC : The Program, Public Information Office, Na- 
tional Toxicology Program, P.O. Box 12233, Research Trian- 
gle Park, NC 27709 

v. ; 28 cm. 

Annual Spine title: NTP review of current DHHS, DOE, 
& EPA research related to toxicology “NTP-84-024." De- 
scription based on: Fiscal year 1982. Report covers fiscal 
year 1984. Issued as part of the National Toxicology Pro- 
gram’s annual plan. @lItem 483-A-6 (microfiche) ISSN 
0737-0547 Continues: Review of current DHEW research 
related to toxicology ISSN 0270-0573 

1. Toxicology — Research — United States — Periodicals. 
2. National Toxicology Program (U.S.)— Periodicals. 3. 
United States. Dept. of Health and Human Services — Peri- 
odicals. 4. United States. Dept. of Energy — Periodicals. 5. 
United States. Environmental Protection Agency — Periodi- 
cals. 6. +tToxicology — Research — United States. I. Na- 
tional Toxicology Program (U.S.) II. National Toxicology 
Program (U.S.). Annual plan for fiscal year ... RA1199.R48 
83-641625 615.9/0072073 ¢2 19 OCLC 08935145 


84-21088 
HE 20.23/2:984 
National Toxicology Program (U.S.). 
Annual plan for fiscal year ... /National Toxicology Pro- 
gram. [Washington, D.C.] : The Program, 1979- U.S. Public 


Health Service, 200 Independence Ave., S.W., Washington, 
D.C. 20201 


v. : ill. ; 28 cm. 

1980- Spine title: National Toxicology Program annual 
plan “NTP-84-023.” Report covers fiscal year 1984. 
@ltem 483-A-6 (microfiche) Continues: National Toxicol- 
ogy Program (U.S.). Annual plan ISSN 0270-8213 

1. Toxicology — Research — United States — Periodicals. 
2. Toxicology testing — United States — Periodicals. 3. Na- 
tional Toxicology Program (U.S.)— Periodicals. I. Title. 
[DNLM 1. Research — periodicals. 2. Toxicology — periodi- 
cals. W2 A N42A] RAI1199.N38a 80-644256 353.0084/1 
OCLC 07604428 


NATIONAL INSTITUTES OF HEALTH 
Health and Human Services Dept. 
Bethesda, MD 20014 


84-21089 
HE 20.3002:M 27 
Clinical center : the magnetic resonance imaging scan. — [Be- 
thesda, Md.?] : U.S. Dept. of Health and Human Services, 
Public Health Service, National Institutes of Health, [19847] 
[4] p. : ill. ; 23 x 11 cm. Cover title. “Clinical Center 
Office of Clinical Reports & Inquiries’—P. [3] of cover. 
@ltem 507 
1. Nuclear magnetic resonance. I. National Institutes of 
Health (U.S.). Clinical Center. Office of Clinical Reports and 


Inquiries. II. Title: The Magnetic resonance imaging scan. 
OCLC 11039296 


84-21090 
HE 20.3008:P 27/984 
Clinical pathology and blood bank guide.—Rev. Apr. 30, 
1984. — Bethesda, Md. : Clinical Center, National Institutes of 
Health, 1984. 


93 p.; 28cm. Cover title. @lItem 507-H 
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National Cancer Institute — Health and Human Services Dept. 


1. Blood banks. 2. Blood— Analysis and chemistry. 3. 
Diagnosis, Laboratory. I. National Institutes of Health 
(U.S.). Clinical Center. OCLC 10965871 


84-21091 
HE 20.3013/2-2:983 

Research grants /[prepared by National Institutes of Health, 
Division of Research Grants, Statistics and Analysis Branch] 
Bethesda, Md. : U.S. Dept. of Health and Human Services, 
Public Health Service, National Institutes of Health, U.S. 
Dept. of Health and Human Services, Public Health Service, 
National Institutes of Health, Bldg. WB, Rm. 449, Bethesda, 
MD 20205 

v. ; 23 cm. (1968-1979: DHEW publication ; no. (NIH)) 
(NIH publication ; no. 84-1042) 

Began with fiscal year 1968. Spine title: NIH research 
grants (1976-) At head of title, (1980-): National Institutes 
of Health. Description based on: Fiscal year 1980. Report 
covers fiscal year 1983. @lItem 507-D-11 

1. Medical research — Research grants — United States — 
Periodicals. 2. National Institutes of Health (U.S.) — Peri- 
odicals. I. National Institutes of Health (U.S.) II. National 
Institutes of Health (U.S.). Division of Research Grants. Sta- 
tistics and Analysis Branch. III. Series: DHEW publication ; 
no. (NIH) IV. Series: DHHS publication ; no. (NIH) 84- 
1042. 72-600460 OCLC 04408614 


84-21092 
HE 20.3013/4:983 

Research and development contracts /[prepared by National 
Institutes of Health, Division of Research Grants, Statistics 
and Analysis Branch] Bethesda, Md. : U.S. Dept. of Health 
and Human Servces, Public Health Service, National Insti- 
tutes of Health, U.S. Dept. of Health and Human Services, 
Public Health Service, National Institutes of Heath, Bldg. 
WB, Rm. 449, Bethesda, MD 20205 

v. ; 23 cm. (-1979: DHEW publication ; no. (NIH)) (NIH 
publication ; no. 84-1044) 

Annual Spine title: NIH research and development con- 
tracts (1978-) At head of title, (1980-): National Institutes 
of Health. Description based on: Fiscal year 1980. Report 
covers fiscal year 1983. @lItem 507-D-i0 ISSN 0363-583X 
Continues in part: Public Health Service grants and awards 
ISSN 0502-4749 

1. Medical research — United States — Periodicals. 2. Re- 
search and development contracts, Government — United 
States — Periodicals. 3. National Institutes of Health 
(U.S.) — Periodicals. I. National Institutes of Health (U.S.) 
II. National Institutes of Health (U.S.). Division of Research 
Grants. Statistics and Analysis Branch. III. Series: DHEW 
publication ; no. (NIH) IV. Series: DHHS publication ; no. 
(NIH) 84-1044. R854.U5U563a 76-646048 //r82 610/.7/ 
2073 OCLC 02489499 


84-21093 
HE 20.3013/5:983 
Grants for training, construction, cancer control, medical librar- 
ies /[prepared by National Institutes of Health, Division of 
Research Grants, Statistics and Analysis Branch] Bethesda, 
Md. : U.S. Dept. of Health and Human Services, Public 
Health Service, National Institutes of Health, U.S. Dept. of 
Health and Human Services, Public Health Service, National 
Institutes of Health, Bldg. WB, Rm. 449, Bethesda, Md., 
20205 
v. ; 24 cm. (1978-1979: DHEW publication ; no. (NIH)) 
(NIH publication ; no. 84-1043) 
Annual 
Began with issue for 1977/78. At head of title, (1982-): 
National Institutes of Health. Description based on: Fiscal 
year 1980. Report covers fiscal year 1983. @lItem 507-D-12 
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ISSN 0194-3987 Continues: Grants for training, construc- 
tion, medical libraries ISSN 0147-6955 

1. Medicine — Scholarships, fellowships, etc. — United 
States — Periodicals. 2. Federal aid to medical education — 
United States — Periodicals. 3. Medical research — Re- 
search grants— United States — Periodicals. 4. Cancer — 
Research grants — United States — Periodicals. 5. Federal 
aid to health facilities — United States — Periodicals. 6. Fed- 
eral aid to medical libraries — United States — Periodicals. 
7. National Institutes of Health (U.S.) — Periodicals. I. Na- 
tional Institutes of Health (U.S.) II. National Institutes of 
Health (U.S.). Division of Research Grants. Statistics and 
Analysis Branch. III. Series: DHEW publication ; no. (NIH) 
IV. Series:) DHHS publication ; no. (NIH) 84-1043. 
R840.U62a 79-643921 //r82 338.4/3 OCLC 05031663 


84-21094 


HE 20.3015:985 


National Institutes of Health (U.S.) 


The medical staff fellowship program at the National Insti- 
tutes of Health : catalog. Bethesda, MD : The Institutes, 
The NIH Medical Staff Fellowship Program, Bldg. 10, Rm. 
2N220A, National Institutes of Health, Bethesda, MD 20205 

v. ; 24 cm. (NIH publication ; no. 84-213) 

Annual 

Began with 1982. Title from cover. Vols. for (1983- 
1984) contain index matrix (35 x 27 cm. folded to 18 x 14 
cm.) 1985. Description based on: 1983. @lItem 507-A-24 
Continues: National Institutes of Health (U.S.). Associate 
training programs in the medical and biological sciences at 
the National Institutes of Health (OQCoLC)4011951 

1. National Institutes of Health (U.S.) — Curricula — Peri- 
odicals. 2. Physicians — In-service training — United 
States — Periodicals. 3. Dentists— In-service training — 
United States — Periodicals. 4. Scientists — In-service train- 
ing — United States— Periodicals. I. Title. II. Series: 
DHHS publication ; no. (NIH) 84-213. sn-83011998 OCLC 
08948406 


NATIONAL CANCER INSTITUTE 
Health and Human Services Dept. 
Bethesda, MD 20014 


84-21095 


HE 20.3152:H 88 


Application of a human tumor colony forming assay to new 


drug screening. —[Bethesda, Md. : National Institutes of 
Health, National Cancer Institute], 1984. 

519 p. : ill, forms ; 28 cm. Cover title. “Issue date: 
March 29, 1984”"—P. 1. Includes bibliographies. @lItem 
507-G-2 

i, Drugs — Testing — Research — United States. 2. 
Tumor antigens —- Research — United States. I. National 
Cancer Institute (U.S.) OCLC 10985966 


84-21096 


HE 20.3152:L 57/4/984 


What you need to know about adult leukemia. — Rev. Apr. 


1984. — [Bethesda, Md.?] : U.S. Dept. of Health and Human 
Services, Public Health Service, National Institutes of Health, 
National Cancer Institute, 1984. 

20 p. : ill. ; 22 x 10 cm. — (NIH publication ; no. 84-1572) 
Cover title. @lItem 507-G-2 

1. Leukemia. I. National Cancer Institute (U.S.) II. Title: 
Adult leukemia. III. Series: DHHS publication ; no. (NIH) 
84-1572. OCLC 11022064 





84-21097 
HE 20,3152:L 57/5/984 
What you need to know about childhood leukemia. — Rev. 
Apr. 1984. —[Bethesda, Md.?] : U.S. Dept. of Health and 
Human Services, Public Health Service, National Institutes of 
Health, National Cancer Institute, 1984. 
20 p. : ill. ; 22 x 10 cm. — (NIH publication ; no. 84-1573) 
Cover title. @lItem 507-G-2 
1. Leukemia in children. I. National Cancer Institute 
(U.S.) IL. Title: Childhood leukemia. III. Series: DHHS 
publication ; no. (NIH) 84-1573. OCLC 11026866 


84-21098 
HE 20.3152:P 92/4/alcohol 
Cancer prevention research summary : alcohol. — Bethesda, 
Md. : U.S. Dept. of Health and Human Services, Public 
Health Service, National Institutes of Health, National Cancer 
Institute, 1984. 
22 p. ; 28 cm. — (NIH publication ; no. 84-2613) “(Febru- 
ary 1984).” Bibliography: p. 14-22. @lItem 507-G-2 
1. Cancer — United States — Prevention. 2. ALcohol — 
Physiological effect. I. National Cancer Institute (U.S.) IL. 
Series: DHHS publication ; no. (NIH) 84-2613. OCLC 
11022140 


84-21099 
HE 20.3152:P 92/4/nutr. 

Cancer prevention research summary : nutrition. — [Bethesda, 
Md.?] : U.S. Dept. of Health and Human Services, Public 
Health Service, National Institutes of Health, National Cancer 
Institute, 1984. 

46 p. ; 28 cm. — (NIH publication ; no. 84-2616) “Office 
of Cancer Communications.” “May 1984.” Bibliography: p. 
23-46. @Item 507-G-2 

1. Cancer — United States — Prevention. 2. Cancer — Nu- 
tritional aspects. I. National Cancer Institute (U.S.). Office 
of Cancer Communications. II. Series: DHHS publication ; 
no. (NIH) 84-2616. OCLC 11022124 


84-21100 
HE 20.3166:K 54 
Cancer of the kidney. — [Bethesda, Md.?] : U.S. Dept. of Health 
and Human Services, Public Health Service, National Insti- 
tutes of Health, National Cancer Institute, 1984. 

9 p. ; 23 cm. — (Research report (National Cancer Institute 
(U.S.))) (NIH publication ; no. 84-2342) “Repr. June 
1984”°—P. [4] of cover. “April 1981.” @lItem 507-V 

1. Kidneys — Cancer. I. National Cancer Institute (U.S.) 
II. Series. III. Series: DHHS publication ; no. (NIH) 84- 
2342. OCLC 10994339 


84-21101 
HE 20.3177:983 
Annual report on National Cancer Institute and Environmental 
Protection Agency projects : NCI/EPA collaborative pro- 
gram on environmental carcinogenesis. [Bethesda, Md.?] : 
Dept. of Health and Human Services, Public Health Service, 
National Institutes of Health, National Institutes of Health, 
9000 Rockville Pike, Bethesda, Md. 20014 
v. : ill. ; 28 cm. 
Annual 
Began with [Ist,] 1980. 4th, 1983. Description based on: 
2nd (Apr. 1981) Vols. for 1980- issued jointly by National 
Cancer Institute and Environmental Protection Agency. 
@ltem 507-G-31 ISSN 0270-5591 
1. Carcinogenesis — Research — United States — Periodi- 
cals. 2. Environmentally induced diseases — Research — 
United States — Periodicals. 3. National Cancer Institute 
(U.S.) — Periodicals. 4. United States. Environmental Pro- 
tection Agency — Periodicals. I. United States. Environmen- 
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tal Protection Agency. II. National Cancer Institute (U.S.) 
RC268.5.U56b 80-644099 //r82  616.99/4/0072073 OCLC 
06380135 


NATIONAL HEART, LUNG, AND BLOOD 
INSTITUTE 
Health and Human Services Dept. 
Bethesda, MD 20014 


84-21102 
HE 20.3202:C 17/12 
Working Conference on Applicability of New Technology to 
Biobehavioral Research (1982 : Houston, Tex.) 
Cardiovascular instrumentation : proceedings of the Work- 
ing Conference on Applicability of New Technology to Bio- 
behavioral Research, May 16-19, 1982, Houston, Texas / 
edited by J. Alan Herd ... [et al.] ; sponsored by National 
Heart, Lung, and Blood Institute and Methodist Hospital, 
Baylor College of Medicine. — Washington, D.C. : U.S. Dept. 
of Health and Human Services, Public Health Service, Na- 
tional Institutes of Health, [1984] 
xiii, 326 p. : ill. ; 28 cm. — (NIH publication ; no. 84-1654) 
“March 1984.” Includes bibliographies. @lItem 507-E-1 
1. Cardiovascular instruments, Implanted — Congresses. I. 
Herd, J. Alan. II. National Heart, Lung, and Blood Institute. 
III. Baylor College of Medicine. IV. National Institutes of 
Health (U.S.) V. Title. VI. Series: DHHS publication ; no. 
(NIH) 84-1654. OCLC 10976630 


84-21103 
HE 20.3202:F 73/2/no.4 
Foods for Health : ideas for program activities. — [Bethesda, 
Md.? : National Heart, Lung, and Blood Institute?], 1984. 
[4] p. : ill. ; 28 cm. Caption title. “FFH 4”’—P. [1] 
@ltem 507-E-1 
1. Nutrition — Study and teaching — United States. I. Na- 
tional Heart, Lung, and Blood Institute. OCLC 11018584 


84-21104 
HE 20.3202:F 73/2/no.14 
Foods for Health : illustrated guide to coordinating the Foods 
for Health materials. —[Bethesda, Md.? : National Heart, 
Lung, and Blood Institute?], 1984. 
[3] p. : ill. ; 28 cm. Caption title. “FFH 14”°—P. [1] 
@ltem 507-E-1 
1. Nutrition — Study and teaching — United States. I. Na- 
tional Heart, Lung, and Blood Institute. OCLC 11018587 


84-21105 
HE 20,3211/2:982/v.3-5 
Report of the Director, National Heart, Lung, and Blood Insti- 
tute. [Bethesda, Md.] : U.S. Dept. of Health and Human 
Services, Public Health Service, National Institutes of Health, 
National Institutes of Health, National Heart, Lung, and 
Blood Institute, Bethesda, Md. 20205 
v. : ill. ; 28 cm. (NIH publication ; no. 84-2358-60) 
Annual 
6th (1979)- 10th, v. 3-5. Description based on: 8th (Mar. 
1981) @lItem 507-E-4 Main series: DHHS publication ; no. 
(NIH) Continues: Report of the Director of the National 
Heart, Lung, and Blood Institute ISSN 0193-7340 
1. Cardiovascular system — Diseases — United States — 
Periodicals. 2. Lungs — Diseases — United States — Periodi- 
cals. 3. Blood — Diseases — United States — Periodicals. 4. 
National Heart, Lung, and Blood Institute — Periodicals. I. 
National Heart, Lung, and Blood Institute. II. Series: DHHS 
publication ; no. (NIH) 84-2358-60. OCLC 09511665 
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National Institute of Allergy and Infectious Diseases — Health and Human Services Dept. 


NATIONAL INSTITUTE OF ALLERGY AND 
INFECTIOUS DISEASES 
Health and Human Services Dept. 
Bethesda, MD 20014 


84-21106 
HE 20.3252:B 13/2 
Bacterial meningitis /[prepared by the Office of Research Re- 
porting and Public Response, National Institute of Allergy 
and Infectious Diseases, National Institutes of Health]. — Be- 
thesda, MD : The Office ; [Washington, D.C. : Supt. of 
Docs., U.S. G.P.O., distributor], 1984. 

[6] p. ; 22 cm.— (NIH publication ; no. 84-1439) “May 
1984.” @Item 505-A-1 S/N _ 017-044-00046-0 @ GPO 
$18.00/100 

1. Meningitis. I. National Institute of Allergy and Infec- 
tious Diseases (U.S.). Office of Research Reporting and 
Public Response. II. Series: DHHS publication ; no. (NIH) 
84-1439. OCLC 11041379 


NATIONAL INSTITUTE OF CHILD HEALTH 
AND HUMAN DEVELOPMENT 
Health and Human Services Dept. 
Bethesda, MD 20014 


84-21107 
HE 20.3352:D 75/3 
Facts about Down syndrome. — [Bethesda, Md.?] : U.S. Dept. 
of Health and Human Services, Public Health Service, Na- 
tional Institutes of Health, National Institute of Child Health 
and Human Development, 1984. 
16 p. : ill. ; 23 x 11 cm. Cover title. @Item 506-D-2 
1. Down’s syndrome. I. National Institute of Child Health 
and Human Development (U.S.) II. Title: Down syndrome. 
OCLC 11041424 


84-21108 
HE 20.3352:G 76 
Grants administration information sources /prepared for GMAC 
Seminar on Administration of NIH Grant Programs. — [Rev. 
May 1984] —[Bethesda, MD] : National Institutes of Health, 
1984. 
40 p.; 28cm. Cover title. @lItem 506-D-2 
1. Grants-in-aid — United States. I. GMAC (Committee : 
U.S.) Il. National Institutes of Health (U.S.) OCLC 
10961934 


NATIONAL LIBRARY OF MEDICINE 
Health and Human Services Dept. 
Bethesda, MD 20209 


84-21109 
HE 20.3614/2:84-15 
Kenton, Charlotte. 

Adolescent parenthood : January 1980 through June 1984, 
129 citations /prepared by Charlotte Kenton. — Bethesda, 
Md. : U.S. Dept. of Health and Human Services, Public 
Health Service, National Institutes of Health, 1984. 

9, [2] p. ; 28 cm. — (Literature search ; no. 84-15) Cap- 
tion title. “National Library of Medicine.” “Updates in 
part Literature Search 78-8 Adolescent Pregnancy January 
1975 through April 1978"—P. [1] @lItem 508-H-1 

1. Pregnancy, Adolescent — Bibliography. 2. Adolescent 
parents — Bibliography. 1. National Library of Medicine 
(U.S.) II. Title. Ill. Series. OCLC 10956411 
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84-21110 


HE 20.3614/2:84-16 
Wexler, Philip, 1950- 

Butylated hydroxyanisole (bha) or butylated hydroxyto- 
luene (bht) : January 1977 through May 1984, 145 citations / 
prepared by Philip Wexler. — Bethesda, Md. : U.S. Dept. of 
Health and Human Services, Public Health Service, National 
Institutes of Health, 1984. 

14 p. ; 28 cm. — (Literature search ; no. 84-16) Caption 
title. ‘National Library of Medicine.” @ltem 508-H-1 

1. Antioxidants — Bibliography. 2. Food additives — Toxi- 
cology — Bibliography. 3. Food preservatives — Toxicol- 
ogy — Bibliography. I. National Library of Medicine (U.S.) 
II. Title. III. Series. OCLC 10965912 


84-21111 
HE 20.3614/2:84-18 
Kenton, Charlotte. 

Acquired immunodeficiency syndrome (AIDS) : fourth 
quarterly update and supplement, May 1984 through July 
1984, 406 citations, including addendum /prepared by Char- 
lotte Kenton. — [Bethesda, Md.] : U.S. Dept. of Health and 
Human Services, Public Health Service, National Institutes of 
Health, 1984. 

19, 12 p. ; 28 cm. — (Literature search ; no. 84-18) Cap- 
tion title. “National Library of Medicine.” ‘Updates and 
supplements Literature searches No. 83-1 January 1980 
through April 1983, No. 83-5 May 1983 through August 1983, 
No. 83-25 September 1983 through December 1983, and No. 
84-9 January 1984 through April 1984.” @lItem 508-H-1 

1. Acquired immune deficiency syndrome — Bibliography. 
I. National Library of Medicine (U.S.) il. Title. III. Series. 
OCLC 11039211 


84-21112 
HE 20.3615:19 
Bibliography of the history of medicine /National Library of 

Medicine. Bethesda, Md. : U.S. Dept. of Health and Human 
Services, Public Health Service, National Institutes of Health, 
National Library of Medicine ; Washington, D.C. : For sale 
by the Supt. of Docs. U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C., 20402 

v. ; 27 cm. (1965-1968: Public Health Service publication) 
(1964/69-1978: DHEW publication ; no. (NIH)) (1979- : NIH 
publication ; no. 84-315a) 

Annual 

$7.50 

Began with 1965. No. 19, 1983. Description based on: 
No. 15 (1975-1979) Every Sth issue is a quinquennial cumu- 
lation. Vols. for 1965-1968 issued by Public Health Service. 
@ltem 508-F S/N 017-052-00247-3 ISSN 0067-7280 

1. Medicine — History — Indexes — Periodicals. 2. Medi- 
cine — History — Bibliography — Periodicals. I. United 
States. Public Health Service. II. National Library of Medi- 
cine (U.S.) III. Series: Public Health Service publication 
IV. Series: DHEW publication ; no. (NIH) V. Series: 
DHHS publication ; no. (NIH) ; no. 84-315a. [DNLM 1. 
Bibliography — bibliographies. 2. History of Medicine — 
bibliographies. 3. History of Medicine — indexes. ZWZ 40 
B582] Z6660.B582 66-062950 //81 016.61/09 OCLC 
01532763 





NATIONAL EYE INSTITUTE 
Health and Human Services Dept. 
Bethesda, MD 20014 


84-21113 
HE 20.3752:C 28/2/983 
Cataracts /[prepared by the Office of Scientific Reporting, Na- 
tional Eye Institute]. — Bethesda, Md. : U.S. Dept. of Health 
and Human Services, Public Health Service, National Insti- 
tutes of Health, 1984. 

24 p. : ill. ; 24 cm.— (NIH publication ; no. 83-201) 
Cover title. “September 1983”—P. [4] of cover. Bibliogra- 
phy: p. 24. @lItem 507-Y-1 

1. Cataract. I. National Eye Institute. Office of Scientific 
Reporting. II. Series: DHHS publication ; no. (NIH) 83-203. 
OCLC 11041769 


NATIONAL INSTITUTE ON AGING 
Health and Human Services Dept. 
Bethesda, MD 20014 


84-21114 
HE 20.3852:N 39 
National Institute on Aging : Laboratory of Neurosciences. — 
(Bethesda, Md.?] : U.S. Dept. of Health and Human Services, 
Public Health Service, National Institutes of Health, [1984?] 
[4] p.; 22cm. @lItem 447-A-13 
1. Laboratory of Neurosciences (U.S.) 2. Aged — United 
States. I. National Institutes of Health (U.S.) II. Title: Lab- 
oratory of Neurosciences. OCLC 11015133 


FOOD AND DRUG ADMINISTRATION 
Health and Human Services Dept. 
Rockville, MD 20857 


84-21115 
HE 20.4016:C 76/984 
FDA information for consumers : a catalog of Food and Drug 
Administration publications, slide shows, and films. — Rock- 
ville, Md. : U.S. Dept. of Health and Human Services, Public 
Health Service, Food and Drug Administration, [19847] 
iii, 18 p. ; 23 x 11 cm. — (HHS publication ; no. (FDA) 84- 
1108) @lItem 475-F 
1. Food adulteration and inspection — United States — Bib- 
liography — Catalogs. 2. Consumer protection — United 
States — Bibliography — Catalogs. 3. Drugs — Analysis — 
Bibliography — Catalogs. I. United States. Food and Drug 
Administration. II. Series: DHHS publication ; no. (FDA) 
84-1108. OCLC 11016898 


NATIONAL CENTER FOR DEVICES AND 
RADIOLOGICAL HEALTH 
Health and Human Services Dept. 
Rockville, MD 20857 


84-21116 
HE 20.4602:P 27 
Burkhart, Roger L. 

Patient radiation exposure in diagnostic radiology examina- 
tions: an overview /Roger L. Burkhart. — Rockville, Md. : 
U.S. Dept. of Health and Human Services, Public Health 
Service, Food and Drug Administration, National Center for 
Devices and Radiological Health, [1983] 

vi, 218 p. : ill. ; 28 cm. — (HHS publication ; no. FDA 83- 
8217) “August 1983." No longer available for sale by the 
Supt. of Docs. GPO copy lacks Appendix B. Includes bib- 
liographical references. @Item 499-L-7 S/N 017-015- 
00215-2 @ GPO 
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1. Radiography, Medical. 2. Medical personnel and pa- 
tient. I. National Center for Devices and Radiological 
Health (U.S.) II. Title. Il. Series: DHHS publication ; no. 
(FDA) 83-8217. OCLC 10687055 


84-21117 
HE 20.4606:St 2/v.1-2 

Suggested state regulations for control of radiation /prepared by 
Conference of Radiation Control Program Directors, Inc. ... 
[et al.]. — 1982 [ed.] — Rockville, Md. : U.S. Dept. of Health 
and Human Services, Public Health Service, Food and Drug 
Administration, National Center for Devices and Radiological 
Health ; Washington, D.C. : For sale by the Supt. of Docs., 
U.S. G.P.O., 1983,1984. 

2 v. : ill. ; 28 cm. — (HHS publication ; FDA 83-8203, 83- 
8220) Contents: v. 1. Ionizing radiation — v. 2. Lasers. 
@ltem 499-L-4 S/N 017-015-00208-0 @ GPO (v.1) ; 017- 
015-00218-7 @ GPO (v.2) $11.00 (v.1) $4.00 (v.2) 

1. Radioactive substances — Safety regulations — United 
States — States. 2. Radioactive substances — Law and legis- 
lation — United States — States. 3. Lasers. I. Conference of 
Radiation Control Program Directors. II. National Center 
for Devices and Radiological Health (U.S.) III. Series: 
DHHS publication ; no. (FDA) 83-8203, 83-8220. OCLC 
10332799 


84-21118 
HE 20.4609:Ed 8 
Pijar, Mary Lou. 

Source book of educational materials for diagnostic medical 
ultrasound /compiled by Mary Lou Pijar, Catherine Pas- 
cuitti. — Rockville, Md. : U.S. Dept. of Health and Human 
Services, Public Health Service, Food and Drug Administra- 
tion, Center for Devices and Radiological Health ; Washing- 
ton, D.C. : For sale by the Supt. of Docs., U.S. G.P.O., 1984. 


vi, 65 p. ; 28 cm. — (HHS publication ; no. FDA 83-8210) 
“August 1983.” @Item 499-L-6 S/N 017-015-00211-0 @ 
GPO $4.00 

1. Diagnosis, Ultrasonic — Bibliography. I. Pascuitti, 
Catherine. II. National Center for Devices and Radiological 
Health (U.S.) III. Title. IV. Series: DHHS publication ; no. 
(FDA) 83-8210. OCLC 11021888 


NATIONAL CENTER FOR HEALTH 
STATISTICS 
Health and Human Services Dept. 
Hyattsville, MD 20782 


84-21119 
HE 20.6209/3:97 
Knapp, Dee A. 

The management of new pain in office-based ambulatory 
care : national ambulatory medical care survey, 1980 and 1981 
/by Dee A. Knapp and Hugo Koch. — Hyattsville, Md. : 
U.S. Dept. of Health and Human Services, Public Health 
Service, National Center for Health Statitistics, 1984. 

9 p.: ill, 1 form ; 28 cm.— (NCHS advancedata ; no. 97) 
(DHHS publication no. (PHS) 84-1250) Caption title. 
“June 13, 1984." @lItem 500-E 

1. Pain. I. Koch, Hugo K. 
Statistics (U.S.) III. Title. 
11002339 


II. National Center for Health 
IV. Series. V. Series. OCLC 
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National Center for Health Services Research — Health and Human Services Dept. 


84-21120 


HE 20.6210:979/v.2/pt.A 
Vital statistics of the United States. Hyattsville, Md. : U.S. 
Dept. of Health, Education, and Welfare, Public Health Serv- 
ice, National Center for Health Statistics : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, DC 20402 

v. ; 30 cm. (-1975, DHEW publication ; no. (PHS)) (DHHS 
publication ; no. (PHS) 84-1101) 

Annual 

$19.00 

Began publication with 1937 issue. 1979, v. 2, pt. A. De- 
scription based on: 1975, v. 3. 1937-49 issued in 2 pts.; 1950- 
in 3 v. Supplement for 1955, published 1965, issued by the 
National Center for Health Statistics, Division of Vital Statis- 
tics. Issuing body varies: 1937-44, U.S. Bureau of the 
Census, Vital Statistics Division; 1945-59, National Office of 
Vital Statistics; 1959-62, National Center for Health Statistics, 
National Vital Statistics Division; 1963- National Center for 
Health Statistics, Division of Vital Statistics. @lItem 510 S/ 
N_ 017-022-00841-6 ISSN 0083-6710 Continues in part: 
Birth, stillbirth, and infant mortality statistics for the continen- 
tal United States, the territory of Hawaii, the Virgin Islands 
Continues in part: Mortality statistics (United States. Bureau 
of the Census) Related records: Vital statistics of the United 
States. Volume 2. Section 5, Life tables ISSN 0276-6302 

1. United States — Statistics, Vital — Periodicals. I. United 
States. Bureau of the Census. Vital Statistics Division. II. 
United States. National Office of Vital Statistics. III. United 
States. National Vital Statistics Division. IV. National 
Center for Health Statistics (U.S.). Division of Vital Statistics. 
V. Series. VI. Series: DHEW publication ; no. (PHS) 84- 
1101. [DNLM 1. Vital Statistics — United States W2 A 
N25VI] OCLC 01168068 


NATIONAL CENTER FOR HEALTH 
SERVICES RESEARCH 
Health and Human Services Dept. 
Rockville, MD 20857 


84-21121 


HE 20.6513/2:3 


Cohen, Steven B., 1950- 


Estimation and sampling procedures in the NMCES insur- 
ance surveys /Steven B. Cohen and Pamela J. Farley. — 
Rockville, Md. : U.S. Dept. of Health and Human Services, 
Public Health Service, Office of the Assistant Secretary for 
Health, National Center for Health Services Research ; 
Springfield, Va. : Available from National Technical Informa- 
tion Service, 1984. 

39, [12] p. : forms ; 28 cm. — (NCHSR national health care 
expenditures study. Instruments and procedures ; 3) (DHHS 
publication ; no. (PHS) 84-3369) “May 1984.” Bibliogra- 
phy: p. 39. @Item 491-B-16 

1. Health surveys — United States. 2. Insurance, Health — 
United States. 3. Sampling (Statistics) I. Farley, Pamela J. 
II. National Center for Health Services Research. III. Title. 
IV. Series. V. Series. OCLC 11041263 
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NATIONAL INSTITUTE ON DRUG ABUSE 
Health and Human Services Dept. 
Rockville, MD 20857 


84-21122 
HE 20.8202:D 84/9/984 
Drugs & driving : why take the risk? — [Rockville, Md.] : U.S. 
Dept. of Health and Human Services, Public Health Service, 
Alcohol, Drug Abuse, and Mental Health Administration, 
National Institute on Drug Abuse ; Washington, D.C. : For 
sale by the Supt. of Docs., U.S. G.P.O., 1984. 
[4] p. ; 23 cm. — (DHHS publication ; no. (ADM) 84-1315) 
@ltem 467-A-1 S/N 017-024-01194-1 @ GPO $11.00/100 
1. Automobile drivers — United States — Drug use. I. Na- 
tional Institute on Drug Abuse. II. Title: Drugs and driving. 
III. Series. OCLC 11015094 


HEALTH CARE FINANCING 
ADMINISTRATION 
Health and Human Services Dept. 
Washington, DC 20201 


84-21123 
HE 22.8/7-2:977 
Medicare carriers manual.Part 1,Fiscal administration. — [Balti- 
more, Md.?] : U.S. Dept. of Health, Education, and Welfare, 
Health Care Financing Administration, 1981- 

1 v. (looseleaf) : ill., forms, 27 cm. ‘HIM 14-1 (11-77)"— 
Cover. Reprint includes changes through Trans. no. 101, 7/ 
81. @Item 512-A-25 

1. Medicare — Handbooks, manuals, etc. I. United States. 
Health Care Financing Administration. OCLC 11022627 


84-21124 
HE 22.8/7-3:980 
Medicare carriers manual.Part 2,Program administration. — 
[Baltimore, Md.?] : U.S. Dept. of Health and Human Serv- 
ices, Health Care Financing Administration, 1984- 

1 v. (looseleaf) : ill., forms ; 28 cm.— (HCFA Pub. ; 14-2) 
Reprints include changes through Trans. no. 59, 7/81. 
@ltem 512-A-25 

1. Medicare — Handbooks, manuals, etc. I. United States. 
Health Care Financing Administration. II. Series: DHHS 
publication ; no. (HCFA) 14-2. OCLC 11022573 


84-21125 
HE 22.14:984 
United States. Health Care Financing Administration. 

HCFA communications directory. Baltimore, Md. : Dept. 
of Health & Human Services, Health Care Financing Admin- 
istration, Dept. of Health & Human Services, Health Care 
Financing Administration, 6325 Security Blvd., Baltimore, 
Md. 21207 

v. : mans ; 27 cm. (HCFA pub. ; no. 04000) Spring 1984. 
Descriptio:: cased on: Spring 83. @Item 512-A-8 Contin- 
ues: United States. Health Care Financing Administration. 
HCFA telephone directory 

1. United States. Health Care Financing Administration — 
Directories — Telephone. I. Title. II. Series: DHHS publi- 
cation ; no. (HCFA) 04000. OCLC 09377133 


84-21126 
HE 22.18/a: B 56 
Holmes, Douglas. 

Differences among black, Hispanic, and white people in 
knowledge about long-term care services /by Douglas 
Holmes, Jeanne Teresi, and Monica Holmes. — [Baltimore, 
MD? : Health Care Financing Administration], 1984. 





p. 51-67 : ill. ; 28 cm. Caption title. “Supported in part 
by Health Care Financing Administration Grant No. 18-P- 
97047/2-01"—P. 51. Reprinted from: Health Care Financing 
Review/winter 1983/vol. 5, no. 2. Bibliography: p. 67. 
@ltem 512-A-10 

1. Long-term care of the sick — United States. 2. Health 
surveys — United States. I. Teresi, Jeanne. II. Holmes, 
Monica Bychowski. III. United States. Health Care Financ- 
ing Administration. IV. Title. OCLC 11009223 


HEAD START BUREAU 
Health and Human Services Dept. 
Washington, DC 20201 


84-21127 
HE 23.1102:C 43/2/prelim. 
Harrell, Adele. 

The effect of the Head Start program on children’s cogni- 
tive development : preliminary report /Adele Harrell ; pre- 
pared for Office of Program Development, Administration for 
Children, Youth and Families, Office of Human Development 
Services, Department of Health and Human Services. — 
Washington, D.C. : The Administration : For sale by the 
Supt. of Docs., U.S. G.P.O., [1983] 

iii, 139 p. : ill. ; 28 cm.— (DHHS publication ; no. 
(OHDS) 83-31186) At head of title: Head Start evaluation, 
synthesis and utilization project. “September 1983.” Dis- 
tributed to depository libraries in microfiche. “Head Start 
Bureau”—Cover. “CSR, Incorporated.” Includes bibliogra- 
phies. “Contract No. 105-81-C-026.” @Item 499-G-2 
(microfiche) S/N 017-092-00094-4 @ GPO $5.00 

1. United States. Head Start Bureau. 2. Cognition in chil- 
dren. I. United States. Administration for Children, Youth, 
and Families. Office of Program Development. II. CSR, In- 
corporated. III. Title. IV. Title: Head Start evaluation, 
synthesis and _ utilization project. V. Series. OCLC 
11014803 


AGING ADMINISTRATION 
Health and Human Services Dept. 
Washington, DC 20201 


84-21128 
HE 23.3002:P 94/2 
Peterson, Kristina. 

The products and uses of research sponsored by the Ad- 
ministration on Aging /Kristina Peterron, Deborah Lein- 
bach. — Washington, D.C. : Gerontological Research Insti- 
tute, American Institutes for Research, 1981. 

iii, 50 p. ; 23 cm. “July 1981.” Bibliography: p. 46-47. 

i. United States. Administration on Aging. 2. Aging. I. 
Leinbach, Deborah. II. Gerontological Research Institute. 
III. Title. OCLC 10956680 


84-21129 
HE 23.3008:Em 7 
Promoting employment of older workers : a handbook for area 
agencies on aging. — Washington, D.C. : U.S. Dept. of 
Health and Human Services, Office of Human Development 
Services, Administration on Aging, [1984] 

43 p. : forms ; 28 cm.— (DHHS publication ; 
84-20514) “January 1984.” 
ences. @ltem 447-A-3 

1. Age and employment — United States — Handbooks, 
manuals, etc. I. United States. Administration on Aging. II. 
Series. OCLC 10844221 


no. (AoA) 
Includes bibliographical refer- 
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INTERIOR DEPARTMENT 
Washington, DC 20240 


84-21130 


1 1.2:S 683/x 
Zaretskii, 1U. K. (1Urii Konstantinovich) 

Theory of soil consolidation Teoriya konsolidatsii gruntov 
/Yu. K. Zaretskii ; edited by N.A. Tsytovich ; [translated by 
S. Rosenblat ; edited by Robert L. Schiffman]. — Jerusalem : 
Israel Program for Scientific Translations ; Springfield, Va. : 
Available from the U.S. Dept. of Commerce, National Tech- 
nical Information Service, c1972. 

xiii, 308 p. : ill. ; 24 cm. At head of title: Academy of 
Sciences of the USSR, Gosstroi of the USSR, Research Insti- 
tute of Foundations and Underground Structures. “Pub- 
lished pursuant to an agreement with the U.S. Department of 
the Interior and the National Science Foundation, Washing- 
ton, D.C.”—T.p. verso. Previous ed.: Izdatel’stvo Nauka, 
Moskva, 1967. “Translated from Russian.” Includes bib- 
liographies and index. “TT 70-50131”—T.p. verso. 

1. Soil consolidation. I. TSytovich, Nikolai Aleksan- 
drooich. II. Rosenblat, S. III. Schiffman, Robert L. IV. 
Nauchc-issledovatelskii institut osnovaii i podzemnykh soor- 
uzhenii (Akademiia stroitelstva i arkhitektury SSSR) V. 
United States. Dept. of the Interior. VI. National Science 
Foundation (U.S.) VII. Title. OCLC 00951244 


84-21131 
1 1.2:V 65/972 
Vladislavlev, L. A. (Lev Alekseevich) 

Vibration of hydro units in hydroelectric power plants Vi- 
bratsiya gidroagregatov gidroelektricheskikh stantsii /L.A. 
Vladislavlev ; [translator A. Jaganmohan ; general editor V.S. 
Kothekar]. — 2nd ed., rev. and suppi.— New Delhi : Amer- 
ind Publishing Co. ; Springfield, Va. : Available from the U.S. 
Dept. of Commerce, National Technical Information Service, 
c1979. 

xvi, 327 p. : ill. ; 24cm. “Translated and published for the 
United States Department of the Interior, pursuant to an 
agreement with the National Science Foundation, Washing- 
ton, D.C., by Amerind Publishing Co.”—T.p. verso. Previ- 
ous ed.: Energiya Publishers, Moscow, 1972. “Translated 
from Russian.” Inciudes bibliographical references. “TT 
74-52045.” 

1. Water-power electric plants — Soviet Union. 
electric generators — Vibration. 3. Vibration — Research — 
Soviet Union. I. Jaganmohan, A. II. Kothekar, V. S._ III. 
United States. Dept. of the Interior. IV. National Science 
Foundation (U.S.) V. Title. OCLC 05628980 


2. Hydro- 


84-21132 
1 1,98:G 95/3/final/v.1-2 
Proposed Gulf of Alaska/Cook Inlet lease sale 88 : final envi- 
ronmental impact statement /prepared by Minerals Manage- 
ment Service. — Anchorage, Alaska : U.S. Dept. of the Interi- 
or, Minerals Management Service, Alaska OCS Region, 1984. 


2 v. : ill, maps (6 col.) ; 28 cm. Vol. 2 is Appendices. 
Cover title: Gulf of Alaska/Cook Inlet sale 88. “Outer Con- 
tinental Shelf EIS’—Cover. “July 1984.” Vol. 1 includes 6 
maps on 6 folded leaves in 2 pockets. Bibliography: v. 1, p. 
[1-8] (7th group). “MMS 84-0023"—Cover. @Item 603-G 

1. Oil and gas leases — United States. 2. Oil well drilling, 
Submarine — Environmental aspects — Alaska. I. United 
States. Minerals Management Service. Alaska OCS Region. 
II. Title: Gulf of Alaska/Cook Inlet sale 88. OCLC 
11015025 
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84-21133 
I 1,98:J 61/2/draft 
John Day Resource Management Plan : environmental impact 
statement : draft /prepared by Burns District Office, Bureau 
of Land Management, U.S. Department of the Interior. — 
Burns, Or. : The Office, 1984. 
x, 122 p. : ill, maps ; 28 cm. Bibliography: p. 84-86. 
Includes index. @lItem 603-G 
1. Public lands — Oregon. 2. Grazing districts — Oregon. 
I. United States. Bureau of Land Management. Burns District. 
OCLC 11007474 


84-21134 
1 1,98;:P 87/3/draft/984 
Draft environmental impact statement for round II coal lease 
sale in the Powder River Region. — (Casper, Wyo.?] : U.S. 
Dept. of the Interior, Bureau of Land Management, 1984. 
vi, 205 p. : ill., maps ; 28 cm. 1 folded col. map in pocket. 
Cover title: Powder River coal, 1984: draft environmental 
impact statement. “January 1984.” Bibliography: p. 201- 
204. “BLM-WY-ES-84-002"—P. [4] of cover. @lItem 603- 
G 
1. Coal leases — Environmental aspects — Powder River 
Region (Wyo. and Mont.) 2. Coal mines and mining — Envi- 
ronmental aspects — Powder River Region (Wyo. and Mont.) 
I. United States. Bureau of Land Management. II. Title: 
Powder River coal, 1984. OCLC 10553095 


GEOLOGICAL SURVEY 
Interior Dept. 
Reston, Va. 22092 


84-21135 
I 19.3:1382-E 
Brady, Bruce T. 

Gold in the Black Pine mining district, southeast Cassia 
County, Idaho /by Bruce T. Brady. —[Reston, Va.2] : US. 
Dept. of the Interior, Geological Survey ; Alexandria, VA : 
For sale by the Branch of Distribution, USGS, 1984. 

iii, 15 p. : 2 maps ; 24 cm. — (Contributions to economic 
geology) (Geological Survey bulletin ; 1382-E) Bibliogra- 
phy: p. E14-15. @ltem 620 

1. Gold ores — Idaho — Cassia County. I. Geological 


Survey (U.S.) UL. Title. Il. Series. IV. Series. QE75.B9 
no.  1382-E_ 82-600108 [TN423.12] 622  s [553.4/1/ 
0979639 ¢2 19] OCLC 08388853 


84-21136 
I 19.3:1608 
Hietanen, Anna Martta, 1909- 

Geology along the northwest border zone of the Idaho 
batholith, northern Idaho : stratigraphy, correlation, and some 
petrologic aspects of the metamorphic rocks northwest of the 
Idaho batholith /by Anna Hietanen. — [Reston, Va.?] : Dept. 
of the Interior, U.S. Geological Survey ; Alexandria, VA : 
For sale by the Distribution Branch, Text Products Section, 
U.S. Geological Survey, 1984. 

iii, [7 p. : maps ; 28 cm. — (U.S. Geological Survey bulle- 
tin ; 1608) Bibliography: p. 16-17. @tem 620 

1. Rocks, Metamorphic. 2. Batholiths—Idaho. I. Geo- 
logical Survey (U.S.) II. Title. III. Series. QE75.B9 no. 
1608 84-600041 [QE475.A2) 557.3 s [552/.4 ¢2 19) 
OCLC 10559364 


$4-21137 
I 19.3:1609 
Hein, J. R. (James R.) 
Reconnaissance geology of southern Atka Island, Aleutian 
Islands, Alaska /by James R. Hein, Hugh McLean, and Tracy 
L. Vallier. —]Reston, Va.?) : Dept. of the Interior, U.S. Geo- 
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logical Survey ; Alexandria, VA : For sale by the Distribu- 
tion Branch, Text Products Section, U.S. Geological Survey, 
1984. 

iii, 19 p. : ill., maps ; 28 cm.— (U.S. Geological Survey 
bulletin ; 1609) Bibliography: p. 18-19. @lItem 620 

1. Geology — Alaska — Atka Island. I. McLean, Hugh, 
1939- II. Vallier, T. L. (Tracy L.) III. Geological Survey 
(U.S.) IV. Title. V. Series. QE75.B9 no. 1609 84-600043 
[QE84.A84] 557.38 [557.98/4 ¢2 19] OCLC 10606038 


84-21138 


I 19.4/2:850-E 


Klein, John M. 


Some chemical effects of the Mount St. Helens eruption on 
selected streams in the state of Washington /by John M. 
Klein. —[Reston, Va.?] : U.S. Dept. of the Interior, Geologi- 
cal Survey ; Alexandria, VA : Distribution Branch, Text 
Products Section, U.S. Geological Survey, 1984. 

vi, 26 p. : ill, 1 map ; 27 cm.— (Geological Survey 
circular ; 850-E) (Hydrologic effects of the eruptions of 
Mount St. Helens, Washington, 1980) Bibliography: p. 26. 
@ltem 620-A 

}. Water chemistry. 2. Rivers — Washington (State) 3. 
Saint Helens, Mount (Wash.) — Eruption, 1980. I. Geologi- 
cal Survey (U.S.) Il. Title. III. Series. IV. Series. 
OCLC 10981081 


84-21139 


I 19.4/2:905 


Burford, Robert O. 


Vertical crustal movements in southern California, 1974 to 
1978 /by Robert O. Burford and Thomas D. Gilmore. — 
[Reston, Va.?] : Dept. of the Interior, U.S. Geological 
Survey, 1984. 

iii, 22 p. : ill, maps ; 26 cm.— (U.S. Geological Survey 
circular ; 905) Bibliography: p. 22. @lItem 620-A 

1. Earth movements — California. 2. Earth—cCrust. 3. 
Faults (Geology) — California. I. Gilmore, Thomas D. II. 
Geological Survey (U.S.) III. Title. IV. Series. 84-601023 
OCLC 10904078 


84-21140 


I 19.4/2:921 


Geological Survey (U.S.) 


Between Mount St. Helens and the world : how the U.S. 
Geological Survey provided news-media information on the 
1980 volcanic eruptions /by Peter D. Rowley ... [et al.].— 
[Reston, Va.?] : U.S. Dept. of the Interior, Geological Survey 
; Alexandria, VA : Free on application to Branch of Distribu- 
tion, USGS, ]1984) 

iii, 10 p. : ill. ; 26cm. — (U.S. Geological Survey circular ; 
921) Bibliography: p. 10. @{tem 620-A 

1. Geological Survey (U.S.)— Public relations. 2. Saint 
Helens, Mount (Wash.) — Eruption, 1980. I. Rowley, Peter 
D. II. Title. III. Title: Between Mount Saint Helens and 
the world. IV. Series. QE76.G46 1984 84-600044 557.3 s 
{351.85/5512/10979784 ¢2 19} OCLC 10559365 


84-21141 


1 19.13:2187 


Brown, David W. (David Wayne), 1949- 


Development of a model to predict the adsorption of lead 
from solution on a natural streambed sediment /by D.W. 
Brown and J.D. Hem. —[Reston, Va.?] : U.S. Dept. of the 
Interior, Geologica) Survey, 1984. 

iv, 35 p. : ill, 1 map ; 28 cm.— (U.S. Geological Survey 
water-supply paper ; 2187) GPO sales statement incorrect in 
publication. Bibliography: p. 35. @Item 620 

1. Adsorption — Mathematical models. 2. Lead com- 
pounds — Mathematical models. 3. Water chemistry — 





Mathematical models. 4. Silt — California — Colma Creek. 
I. Hem, John David, 1916- II. Geological Survey (U.S.) 
III. Title. IV. Series. 81-607984 OCLC 10989769 


84-21142 
I 19.13:2244 

Cost effectiveness of the stream-gaging program in Maine : a 
prototype for nationwide implementation /by R.A. Fontaine 
... [et al.]. —[Reston, Va.?] : U.S. Dept. of the Interior, Geo- 
logical Survey ; Alexandria, Va. : For sale by Distribution 
Branch, Text Products Section, U.S. Geological Survey, 
1984. 

vi, 39 p. : ill, maps ; 28 cm.— (U.S. Geological Survey 
water-supply paper ; 2244) Bibliography: p. 37-38. @lItem 
625 

1. Stream measurements — Maine — Cost effectiveness. I. 
Fontaine, Richard A. II. Geological Survey (U.S.) III. 
Series. TC801.U2 no. 2244 83-600267 [TC177] 553.7/ 
0973s [551.48/3/0723 ¢2 19] OCLC 10020717 


84-21143 
I 19,14:983 
Publications of the Geological Survey /United States Depart- 
ment of the Interior. [Reston, Va.?] : U.S. Dept. of the Interi- 
or, Geological Survey, Eastern Distribution Branch, ‘Text 
Products Section, U.S. Geological Survey, 604 S. Pickett 
Street, Alexandria, VA 22304 
v. ; 22-25 cm. 
Annual 
Began with 1934. 1983. Description based on: 1980. 
Supplements accompany some issues. @lItem 623 Has sup- 
plement: New publications of the Geological Survey ISSN 
0364-2461 (DLC)sc 78000851 Continues: List of publications 
of the United States Geological Survey 1920-32 
1. Geology — United States — Bibliography — Periodicals. 


2. Geological Survey (U.S.) — Bibliography — Periodicals. 


I. Geological) Survey (U.S.) 2Z6034.U49US [Z1223.G55) 
OCLC 01260816 


84-21144 
1 19.15/5:bk.3/chap.A 14 
Kilpatrick, F. A. 

Use of flumes in measuring discharge /by F.A. Kilpatrick 
and V.R. Schneider. — (Reston, Va.?] : U.S. Dept. of the 
Interior, Geological Survey ; Alexandria, VA : For sale by 
the Distribution Branch, U.S. Geological Survey, 1983- 

1 v. (loose-leaf) : ill. ; 27 cm.— (Techniques of water- 
resources investigations of the United States Geological 
Survey. Bk. 3, Applications of hydraulics ; ch. A 14) Bibli- 
ography: p. 46. @Item 624-A ; 

1, Flumes. 2. Channels (Hydraulic engineering) 1. 
Schneider, V. R. Hl. Geological Survey (U.S.) III. Title. 
IV. Series. OCLC 11007488 


84-21145 
i 19.16;1066-N 
Elias, Robert J. 

Middle and Late Ordovician solitary rugose corals of the 
Cincinnati Arch region /by Robert J. Elias ; prepared in 
cooperation with the Commonwealth of Kentucky, University 
of Kentucky, Kentucky Geological Survey. — (Reston, Va.?] : 
U.S. Dept. of the Interior, Geological Survey ; Alexandria, 
VA : For sale by the Distribution Branch, USGS, 1983. 

iii, 13 p., [2) leaves of plates : ill. ; 29 cm. — (Contributions 
to the Ordovician paleontology of Kentucky and nearby 
states) (Geological Survey professional paper ; 1066-N) _Bib- 
liography: p. 11-13. @Item 624 

1, Rugosa. 2. Paleontology — Ordovician. 
gy — Kentucky. 


3. Paleontolo- 
1. Kentucky Geological Survey. Il. Geo- 
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logical Survey (U.S.) III. Title. 
QE778.E643 
10020714 


IV. Series. 
1983 83-600180 563/6  ¢2 


V. Series. 
19 OCLC 


84-21146 
I 19,16;1151-D 
Trace, Robert Denny, 1917- 

Stratigraphy and structure of the western Kentucky fluor- 
spar district /by Robert D. Trace and Dewey H. Amos ; 
prepared in cooperation with the Kentucky Geological 
Survey. — [Reston, Va.?] : U.S. Dept. of the Interior, Geolog- 
ical Survey ; Alexandria, VA : For sale by the Distribution 
Branch, USGS, 1984. 

iv, 41 p. : ill., maps (1 col.) ; 29 cm. — (Contributions to 
the geology of Kentucky) (Geological Survey professional 
paper ; 1151-D) One map on folded leaf in pocket. Bibliog- 
raphy: p. 38-41. @lItem 624 

1. Geology, Stratigraphic — Mississippian. 2. Geology, 
Stratigraphic — Pennsylvanian. 3. Geology — Kentucky. I. 
Amos, Dewey Harold, 1925- II. Kentucky Geological 
Survey. III. Geological Survey (U.S.) IV. Title. V. 
Series. VI. Series: U.S. Geological Survey professional 
paper 1151-D. QE672.T7 80-607000 551.7/009769 ¢2 19 
OCLC 07204678 


84-21147 
1 19.16;1151-F 
McDowell, Robert C., 1935- 

Stratigraphy of the Silurian outcrop belt on the east side of 
the Cincinnati Arch in Kentucky : with revisions in the no- 
menclature /by Robert C. McDowell ; prepared in coopera- 
tion with the Kentucky Geological Survey. — [Reston, Va.?] : 
U.S. Dept. of the Interior, Geological Survey ; Alexandria, 
VA : For sale by the Distribution Branch, USGS, 1983. 

iii, 27 p. : ill, maps ; 29 cm.— (Contributions to the 
geology of Kentucky) (Geological Survey professional paper ; 
1151-F) Two folded leaves of plates in pocket. Bibliogra- 
phy: p. 26-27. @Item 624 

1. Geology, Stratigraphic — Silurian. 2. Geology, Strati- 
graphic — Nomenclature — Kentucky. I. Kentucky Geologi- 
cal Survey. II. Geological Survey (U.S.) III. Title. IV. 
Series. V. Series. QE661.M38 1983 82-600385 551.7/32/ 
097693 ¢2 19 OCLC 09193869 


84-21148 
1 19,16:1151-G 
Rice, Charles L. 

Sandstone units of the Lee Formation and related strata in 
eastern Kentucky /by Charles L. Rice ; with a section on the 
Lee and Breathitt Formations along the northwestern part of 
the eastern Kentucky coal field by Charles L. Rice and 
Gordon W. Weir ; prepared in cooperation with the Ken- 
tucky Geological Survey. — [Reston, Va.?] : U.S. Dept. of the 
Interior, Geological Survey, 1984. 

iv, 53 p. : ill, maps ; 29 cm.— (Contributions to the 
geology of Kentucky) (Geological Survey professional paper , 
1151-G) G.P.O. sales statement incorrect in publication. 
Bibliography: p.G50-53. @ltem 624 

1. Sandstone — Kentucky. 2. Geology, Stratigraphic — 
Pennsylvanian. I. Weir, Gordon Whitney, 1922- II. Ken- 
tucky Geological Survey. III. Geological Survey (U.S.) 
IV. Title. V. Series. VI. Series. QE471.15.S25R53 1984 
82-600381 552/.5 ¢2 19 OCLC 09193860 


84-21149 


1 19,16;1241-A 
Harrison, Jack Edward, 1924- 


Introduction to correlation of Precambrian rock sequences 
/by Jack E. Harrison and Zell E. Peterman. — [Reston, Va.?)} 
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: U.S. Dept. of the Interior, Geological Survey ; Alexandria, 
VA : For sale by the Branch of Distribution, USGS, 1984. 

iii, 7 p. : ill., maps ; 29 cm.— (Correlation of Precambrian 
rocks of the United States and Mexico) (Geological Survey 
professional paper ; 1241-A) One plate on folded leaf in 
pocket. Bibliography: p.7. @ltem 624 

1. Geological time. 2. Stratigraphic correlation. 3. Geol- 
ogy, Stratigraphic — Pre-Cambrian. 4. Geology — United 
States. 5. Geology — Mexico. I. Peterman, Zell E. II. 
Geological Survey (U.S.) III. Title. IV. Series. V. Series: 
U.S. Geological Survey professional paper 1241-A. 
QES508.H29 81-607580 551.7/1 ¢2 19 OCLC 08195882 


84-21150 
I 19.16:1245 
Historic surface deformation near Oildale, California /by Robert 
O. Castle ... fet al.].—[Reston, Va.?] : U.S. Dept. of the 
Interior, Geological Survey ; Alexandria, VA : For sale by 
the Distribution Branch, USGS, 1983. 

iv, 42 p. : ill., maps ; 30 cm. — (Geological Survey profes- 
sional paper ; 1245) One map and 1 ill. on 2 folded sheets in 
pocket. Bibliography: p. 40-42. @lItem 624 

1. Subsidences (Earth movements) — California — Oildale 
Region. I. Castle, Robert O. II. Geological Survey (U.S.) 
III. Series. QE600.3.U6H57 1983 83-600205 551.3 ¢2 19 
OCLC 09686340 


84-21151 
I 19.16:1263 
Grosz, A. E. (Andrew E.) 

Application of total-count aeroradiometric maps to the ex- 
ploration for heavy-mineral deposits in the coastal plain of 
Virginia /oy Andrew E. Grosz. — [Reston, Va.?] : U.S. Dept. 
of the Interior, Geological Survey ; Washington, D.C. : For 
sale by the Supt. of Docs., U.S. G.P.O., 1983. 

iii, 20 p. : ill, 4 maps (2 col.) ; 29 cm.— (Geological 
Survey professional paper ; 1263) Spine title: Aeroradiome- 
tric maps, exploration for heavy-mineral deposits. Four 
folded maps and | folded ill. in pocket. “With a section on 
Field-spectrometer-data reduction by Kenneth L. Kosanke.” 
Bibliography: p. 18-20. @lItem 624 S/N 024-001-03510-3 @ 
GPO $6.50 

1. Heavy minerals — Virginia. 2. Radioactive prospect- 
ing — Virginia. I. Kosanke, Kenneth L. II. Geological 
Survey (U.S.) III. Title. IV. Title: Aeroradiometric maps, 
exploration for heavy-mineral deposits. V. Series. 
TN24.V8G76 1983 81-607581 622/.18 ¢2 19 OCLC 
08195884 


84-21152 
I 19.16:1269 
Armbrustmacher, Theodore J., 1946- 

Alkaline rock complexes in the Wet Mountains area, Custer 
and Fremont counties, Colorado /by Theodore J. Armbrust- 
macher. — [Reston, Va.?] : U.S. Dept. of the Interior, Geo- 
logical Survey, 1984 i.e. 1983. 

iv, 33 p. : ill., maps ; 29 cm. — (Geological Survey profes- 
sional paper ; 1269) Bibliography: p. 32-33. @lItem 624 

1. Alkalic igneous rocks. 2. Petrology — Colorado — Wet 
Mountains. I. Geological Survey (U.S.) II. Title. III. 
Series. QE462.A4A76 82-600104 552/.3 ¢2 19 OCLC 
08347651 


84-21153 


I 19.16:1270 
Shacklette, Hansford T. 

Element concentrations in soils and other surficial materials 
of the conterminous United States /by Hansford T. Shacklette 
and Josephine G. Boerngen. — [Reston, Va.?] : U.S. Dept. of 
the Interior, Geological Survey ; Alexandria, Va. : For sale 
by the Distribution Branch, USGS, 1984. 
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iv, 105 p. : chiefly maps 
Survey professional paper : 
@ltem 624 

1. Soils — United States — Composition. 
sephine G. II. Geological Survey (U.S.) 
Series. $599.A1S5 
OCLC 08306462 


, 29 cm. — (U.S. Geological 
1270) Bibliography: p. 9-10. 


I. Boerngen, Jo- 
Ill. Title. IV. 
1984 82-600084 631.4/7/73 ¢2 19 


84-21154 
I 19.16:1273-C 
Thayer, Paul A. 

Relationship of porosity and permeability to petrology of 
the Madison limestone in rock cores from three test wells in 
Montana and Wyoming /by Paul A. Thayer. — [Reston, Va.?] 
: U.S. Dept. of the Interior, Geological Survey ; Alexandria, 
VA : For sale by the Distribution Branch, USGS, 1983. 

v, 29 p. : ill., maps ; 29 cm. — (Geological Survey profes- 
sional paper ; 1273-C) Four folded leaves of plates in 
pocket. Bibliography: p. 27-29. @lItem 624 

1. Limestone — Montana. 2. Limestone — Wyoming. 3. 
Borings — Montana. 4. Borings— Wyoming. 5. Geology, 
Stratigraphic — Paleozoic. I. Geological Survey (U.S.) II. 
Title. III. Series. QE471.15.L5T45 1983 82-600121 552/ 
.4¢2 19 OCLC 08689231 


84-21155 
I 19.16;1273-D 
MacCary, L. M. (Lawrence Mend), 1925- 

Apparent water resistivity, porosity, and water temperature 
of the Madison Limestone and underlying rocks in parts of 
Montana, Nebraska, North Dakota, South Dakota, and Wyo- 
ming /by L.M. MacCary. — [Reston, Va.?] : U.S. Dept. of the 
Interior, Geological Survey ; Alexandria, Va. : For sale by 
the Distribution Branch, USGS, 1984. 

1 portfolio (1 v. [iv, 14 p. ; ill., maps] 20 maps) ; 29 cm. — 
(Geology and hydrology of the Madison limestone and associ- 
ated rocks in parts of Montana, Nebraska, North Dakota, 
South Dakota, and Wyoming) (U.S. Geological Survey pro- 
fessional paper ; 1273-D) Bibliography: p. 14. @lItem 624 

1. Water, Underground — Northwestern States. 2. Lime- 
stone — Northwestern States. 3. Geology, Stratigraphic — 
Mississippian. I. Geological Survey (U.S.) II. Title. III. 
Series. IV. Series. GB1020.M3 1984 82-600310 553.79/ 
0978 ¢2 19 OCLC 08866072 


84-21156 
I 19.16:1281 
Tschudy, Robert H. 

Palynological evaluation of Cedar Mountain and Burro 
Canyon formations, Colorado Plateau /by R.H. Tschudy, 
B.D. Tschudy, and L.C. Craig. —[Reston, Va.?] : U.S. Dept. 
of the Interior, Geological Survey ; Alexandria, VA : For 
sale by the Branch of Distribution, USGS, 1984. 

iii, 24 p., 9 leaves of plates : ill, 1 map ; 29 cm.— (US. 
Geological Survey professional paper ; 1281) Bibliography: 
p. 19-21. Includes index. @lItem 624 

1. Palynology — Colorado Plateau. 2. Paleobotany — Cre- 
taceous. I. Tschudy, Bernadine D. II. Craig, Lawrence C. 
(Lawrence Carey), 1918- III. Geological Survey (U.S.) IV. 
Title. V. Series. QE993.T746 1984 82-600300 561/.13/ 
097881 ¢2 19 OCLC 08846978 


84-21157 
I 19.16:1286 
Williams, Garnett P. 
Downstream effects of dams on alluvial rivers /by Garnett 
P. Williams and M. Gordon Wolman. — [Reston, Va.?] : U.S. 
Dept. of the Interior, Geological Survey ; Washington, D.C. : 
For sale by the Supt. of Docs., U.S. G.P.O., 1984. 





v, 83 p. : ill. ; 29 cm. — (Geological Survey professional 
paper ; 1286) Bibliography: p. 61-64. S/N 024-001-03513-8 
@ GPO $3.75 

1. River channels. 2. Rivers — Regulation. 3. Dams. I. 
Wolman, M. Gordon (Markley Gordon), 1924- II. Geologi- 
cal Survey (U.S.) III. Title. IV. Series: U.S. Geological 
Survey professional paper ; 1286. TC175.W48 1984 82- 
600318 551.48/2 ¢2 19 OCLC 10760996 


84-21158 
I 19.16:1288 
Osterkamp, W. R. 

An analytical treatment of channel-morphology relations / 
by W.R. Osterkamp, L.J. Lane, and G.R. Foster. — [Reston, 
Va.?] : U.S. Dept. of the Interior, Geological Survey ; Alex- 
andria, VA : For sale by the Distribution Branch, USGS, 
1983. 

iv, 21 p. : ill. ; 28 cm.— (Geological Survey professional 
paper ; 1288) Bibliography: p. 20-21. @lItem 624 

1. Channels (Hydraulic engineering) 2. Stream measure- 
ments. I. Lane, L. J. Il. Foster, G. R. III. Geological 
Survey (U.S.) IV. Title. V. Series. TC175.088 1983 83- 
600312 551.3/5 ¢2 19 OCLC 10046303 


84-21159 
I 19.16:1289 
Bahis, Loren L. 

Ecology and distribution of major diatom ecotypes in the 
southern Fort Union Coal Region of Montana /by L.L. 
Bahls, E.E. Weber, and J.O. Jarvie. —[Reston, Va.?] : U.S. 
Dept. of the Interior, Geological Survey ; Alexandria, VA : 
For sale by the Distribution Branch, USGS, 1984. 

iv, 151 p. : maps ; 29 cm. — (Geological Survey profession- 
al paper ; 1289) Bibliography: p. 150-151. @lItem 624 

1. Diatoms — Montana — Fort Union Coal Region — Ecol- 
ogy. 2. Water quality bioassay — Montana— Fort Union 
Coal Region. 3. Plant indicators — Montana — Fort Union 
Coal Region. I. Weber, E. E. II. Jarvie, J. O. III. Geo- 
logical Survey (U.S.) IV. Title. V. Series: U.S. Geological 
Survey professional paper 1289. QK569.D54B24 1984 83- 
600056 589.4/81/0450978622 ¢2 19 OCLC 09414057 

84-21160 
I 19.16:1296 
Yanosky, Thomas M. 

Evidence of floods on the Potomac River from anatomical 
abnormalities in the wood of flood-plain trees /by Thomas M. 
Yanosky. — (Reston, Va.?] : U.S. Dept. of the Interior, Geo- 
logical Survey ; Alexandria, VA : For sale by the Distribu- 
tion Branch, USGS, 1983. 

iv, 42 p. : ill., 1 map ; 29 cm.— (U.S. Geological Survey 
professional paper ;.1296) Bibliography: p. 42. @Item 624 

1. Floods — Potomac River. 2. Ash (Tree) — Climatic fac- 
tors. 3. Ash (Tree)— Growth. 4. Tree-rings. I. Geologi- 
cal Survey (U.S.) II. Title. III. Series. GB1399.4.P67Y36 
1983 83-600163 551.48/9/0287 ¢2 19 OCLC 09620661 

84-21161 
I 19,16:1298 
Hosterman, John W. (John Wallace), 1923- 

Clay mineralogy of Devonian shales in the Appalachian 
Basin /by John W. Hosterman and Sallie I. Whitlow. — 
[Reston, Va.?] : U.S. Dept. of the Interior, Geological 
Survey,, 1983. 

iv, 31 p.: ill., maps ; 29 cm. — (Geological Survey profes- 
sional paper ; 1298) G.P.O. sales statement incorrect in pub- 
lication. One map on folded leaf in pocket. Bibliography: 
p. 30-31. @Item 624 

1. Clay minerals — Appalachian Region. 2. Shale — Appa- 
lachian Region. 3. Geology, Stratigraphic — Devonian. I. 
Whitlow, Sallie I. II. Geological Survey (U.S.) III. Title. 
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IV. Series. QE389.625.H67 1983 83-600136 553.2/85 ¢2 
19 OCLC 09620601 


84-21162 
I 19.16:1302 
Miller, Jeffrey E. 

Basic concepts of kinematic-wave models /by Jeffrey E. 
Miller. — [Reston, Va.?] : U.S. Dept. of the Interior, Geologi- 
cal Survey ; Alexandria, VA : For sale by the Distribution 
Branch, USGS, 1984. 

vi, 29 p. : ill. ; 29 cm.— (U.S. Geological Survey profes- 
sional paper ; 1302) Bibliography: p. 23-24. @lItem 624 

1. Water waves — Mathematical models. I. Geological 
Survey (U.S.) II. Title. III. Series. TC172.M54 1984 83- 
600251 627/.042 ¢2 19 OCLC 09786254 


84-21163 
I 19.16:1306 
Patterson, Sam H. (Sam Hunting), 1918- 

Kaolin, refractory clay, ball clay, and halloysite in North 
America, Hawaii, and the Caribbean region /by Sam H. Pat- 
terson and Haydn H. Murray. — [Reston, Va.?] : U.S. Dept. 
of the Interior, Geological Survey ; Alexandria, VA : For 
sale by the Distribution Branch, USGS, 1984. 

iv, 56 p.: ill, maps ; 29 cm.— (Geological Survey profes- 
sional paper ; 1306) Bibliography: p. 53-56. @lItem 624 

1. Kaolin— North America. 2. Kaolin — Hawaii. 3. 
Kaolin — Caribbean Area. 4. Clay—North America. 5. 
Clay — Hawaii. 6. Clay—Caribbean Area. I. Murray, 
Haydn H. (Haydn Herbert), 1924- II. Geological Survey 
(U.S.) III. Title. IV. Series: U.S. Geological Survey profes- 
sional paper ; 1306. TN942.P34 1984 83-600272 553.6/i/ 
097 ¢2 19 OCLC 09828989 


84-21164 
I 19.16:1401-B 
Hull, Laurence C. 

Geochemistry of ground water in the Sacramento Valley, 
California /by Laurence C. Hull. —[Reston, Va.?] : U.S. 
Dept. of the Interior, Geological Survey ; Washington, D.C. : 
For sale by the Supt. of Docs., U.S. G.P.O., 1984. 

iv, 36 p. : ill., maps ; 29 cm. — (Geological Survey profes- 
sional paper ; 1401-B) Includes four maps (1 col.) on 2 
folded sheets in pocket. “Central Valley of California 
RASA project.” “Regional Aquifer-System Analysis”— 
Cover. Bibliography: p. 35-36. @lItem 624 S/N 024-001- 
03521-9 @ GPO $3.25 

1. Water, Underground — California — Sacramento River 
Valley. 2. Water chemistry. I. Geological Survey (U.S.) 
II. Title. III. Series: U.S. Geological Survey professional 
paper ; 1401-B. GB1025.C2H78 1984 84-600016 551.4/9/ 
097945 ¢2 19 OCLC 10458122 


84-21165 
1 19.42/4:83-4077 
Benson, Rick D. 

A preliminary assessment of the hydrologic characteristics 
of the James River in South Dakota /by Rick D. Benson ; 
prepared in cooperation with the U.S. Bureau of Reclama- 
tion. — Huron, S.D. : U.S. Geological Survey ; Denver, CO : 
Open-File Services Section, Western Distribution Branch, 
U.S. Geological Survey, 1983, i.e. 1984. 

vii, 114 p. : ill., maps ; 28 cm. — (Water resources investi- 
gations report 83-4077) “1983.” Bibliography: p. 77. 
@ltem 624-B 

1. Stream measurements — South Dakota. 2. Hydrogeo- 
logy. 3. James River (N.D. and S.D.) I. United States. 
Bureau of Reclamation. II. Geological Survey (U.S.) III. 
Title. IV. Series. OCLC 10449365 
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84-21166 
I 19.42/4:83-4110 
Clement, Ralph W. 

Improvement of flood-frequency estimates for selected 
small watersheds in eastern Kansas using a rainfall-runoff 
model /by R.W. Clement ; prepared in cooperation with the 
Kansas Department of Transportation. — Lawrence, Kan. : 
U.S. Dept. of the Interior, Geological Survey ; Denver, Colo. 
: Open-File Services Section, Western Distribution Branch, 
U.S. Geological Survey, 1983 [i.e. 1984] 

iv, 22 p. : ill., 1 map ; 28 cm. — (Water-resources investiga- 
tions report ; 83-4110) Bibliography: p. 20-22. @lItem 624- 
B 

1. Flood forecasting — Kansas. 2. Rain and rainfall — 
Kansas. I. Kansas. Dept. of Transportation. II. Geological 
Survey (U.S.) III. Title. IV. Series: Water resources inves- 
tigations report ; 83-4110. OCLC 10394495 


84-21167 
I 19.42/4:83-4125 
Foster, J. B. (James B.) 

Hydrogeology of a low-level radioactive-waste disposal site 
near Sheffield, Illinois /by J.B. Foster, J.R. Erickson, and 
R.W. Healy. — Urbana, Ill. U.S. Geological Survey ; 
Denver, CO : Open-File Services Section, Western Distribu- 
tion Branch, U.S. Geological Survey, 1984. 

viii, 83 p. : ill., maps ; 28 cm. — (Water-resources investiga- 
tions report ; 83-4125) Bibliography: p. 36-37. @lItem 624- 
B 

1. Radioactive waste disposal in the ground — Illinois — 
Sheffield. 2. Hydrogeology. I. Erickson, J. R. Il. Healy, 
R. W. III. Geological Survey (U.S.) IV. Title. V. Series: 
Water resources investigations report ; 83-4125. OCLC 
10977149 


84-21168 
I 19.42/4:83-4138 
Blakely, Steven R. 

Analysis of the August 14, 1980, rainstorm and storm runoff 
to the South Platte River in the southern Denver metropoli- 
tan area, Colorado /by Steven R. Blakely and Martha H. 
Mustard, and John T. Doerfer ; prepared in cooperation with 
the Denver Regional Council of Governments. — Lakewood, 
Colo. : U.S. Dept. of the Interior, Geological Survey ; 
Denver, CO : For sale by Open-File Services Section, U.S. 
Geological Survey, MS 306, Western Distribution Branch, 
1983 [i.e. 1984] 

vii, 35 p. : ill., 1 map ; 28 cm. 4 folded maps in pocket. — 
(Water-resources investigations report ; 83-4138) Bibliogra- 
phy: p. 35. @lItem 624-B 

1. Runoff — Colorado — Denver Metropolitan Area. 2. 
Rainfall intensity duration frequencies — Colorado — Denver. 
3. South Platte River (Colo. and Neb.) I. Mustard, Martha 
H. II. Doerfer, John T. III. Denver Regional Council of 
Governments. IV. Geological Survey (U.S.) V. Title. VI. 
Series: Water resources investigations report ; 83-4138. 
OCLC 11007495 


84-21169 
I 19.42/4:83-4201 
Glatfelter, D. R. (Dale R.) 

Floods of March 1982, Indiana, Michigan, and Ohio /by 
D.R. Glatfelter, G.K. Butch, and J.A. Stewart. — Indianapo- 
lis, Ind. : U.S. Dept. of the Interior, Geological Survey ; 
Denver, Colo. : Open-File Services Section, Western Distri- 
bution Branch [distributor], 1984. 

v:. 40 p. : ill, maps ; 28 cm. — (Water-resources investiga- 
tions ; 83-4201) Bibliography: p. 35. @lItem 624-B 

1. Floods — Indiana. 2. Floods— Michigan. 3. Floods — 
Ohio. I. Butch, G. K. (Gerard K.) II. Stewart, J. A. 
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(James A.) III. Geological Survey (U.S.) IV. Title. V. 
Series. OCLC 10962463 


84-21170 
I 19.42/4:83-4218 
Regional hydrology of the Blanding-Durango area, southern 
Paradox Basin, Utah and Colorado /by M.S. Whitfield ... [et 
al.] ; prepared in cooperation with the U.S. Department of 
Energy. — Lakewood, Colo. : U.S. Dept. of the Interior, Ge- 
ological Survey : Open-File Services Section, Western Distri- 
bution Branch, U.S. Geological Survey, 1983 [i.e. 1984] 
vi, 88 p. : ill., maps ; 28 cm. 3 folded plates in pocket. — 
(Water-resources investigations report ; 83-4218) Bibliogra- 
phy: p. 57-60. @lItem 624-B 
1. Hydrology — Paradox Basin (Colo. and Utah) 2. Hy- 
drogeology — Paradox Basin (Colo. and Utah) 3. Radioac- 
tive waste disposal in the ground — Paradox Basin (Colo. and 
Utah) I. Whitfield, M. S. II. United States. Dept. of 
Energy. III. Geological Survey (U.S.) IV. Series: Water 
resources investigations report ; 83-4218. OCLC 10985742 


84-21171 
I 19.42/4:83-4219 
Peckenpaugh, J. M. 

Hydrogeology of parts of the Central Platte and Lower 
Loup natural resources districts, Nebraska /by J.M. Pecken- 
paugh and J.T. Dugan ; prepared in cooperation with the 
Central Platte and Lower Loup Natural Resources Dis- 
tricts. — Lincoln, Neb. : U.S. Geological Survey, 1984. 

x, 100 p. : ill., maps ; 28 cm. 3 folded maps. — (Water- 
resources investigations report ; 83-4219) Bibliography: p. 
89-91. @Item 624-B 

1. Hydrogeology. 2. Water, Underground — Nebraska. 
3. Loup River (Neb.) 4. Platte River (Neb.) I. Dugan, J. T. 
II. Geological Survey (U.S.) III. Title. IV. Series: Water 
resources investigations report ; 83-4219. OCLC 10989765 


84-21172 


I 19.42/4:83-4239 
Kammerer, P.A. (Phil A.) 

An overview of ground-water quality data in Wisconsin / 
Phil A. Kammerer. — [Reston, Va.?] : U.S. Dept. of the Inte- 
rior, Geological Survey, [1984] 

v, 58 p. : ill. (some col.) ; 28 cm.— (U.S. Geological 
Survey water resources investigations report ; 83-4239) 
“February 1984.” Bibliography: p. 58. @Item 624-B 

1. Water, Underground — Wisconsin. I. Geological 
Survey (U.S.) II. Title. III. Series. OCLC 10979418 


84-21173 
I 19.42/4:83-4253 
Handy, A. H. 

Water resources of Sleeping Bear Dunes National Lake- 
shore, Michigan /by A.H. Handy and J.R. Stark ; prepared in 
cooperation with the National Park Service. — Lansing, 
Mich. : U.S. Dept. of the Interior, Geological Survey ; 
Denver, Colo. : Open-File Services Section, Western Distri- 
bution Branch, U.S. Geological Survey, 1984. 

iv, 39 p. : ill, maps ; 28 cm. — (Water-resources investiga- 
tions report ; 83-4253) Bibliography: p. 27. @lItem 624-B 

1. Water resources development — Sleeping Bear Dunes 
National Lakeshore (Mich.) 2. Sleeping Bear Dunes Nation- 
al Lakeshore (Mich.) I. Stark, J. R. II. United States. Na- 
tional Park Service. III. Geological Survey (U.S.) IV. 
Title. V. Series: Water resources investigations report ; 83- 
4253. OCLC 10985009 





84-21174 
I 19.42/4:83-4286 
Lindner-Lunsford, Juli B. 

Calibration and verification of a rainfall-runoff model and a 
runoff-quality model for several urban basins in the Denver 
metropolitan area, Colorado /by Juli B. Lindner-Lunsford 
and Sherman R. Ellis ; prepared in cooperation with the 
Denver Regional Council of Governments. — Lakewood, 
Colo. : U.S. Dept. of the Interior, Geological Survey ; 
Denver, CO : For sale by Open-File Services Section, West- 
ern Distribution Branch, U.S. Geological Survey, 1984. 

v, 52 p. : ill., 1 map ; 28 cm. — (Water-resources investiga- 
tions report ; 83-4286) Bibliography: p. 52. @lItem 624-B 

1. Urban runoff — Colorado — Denver Metropolitan Area. 
2. Rain and_ rainfall — Colorado — Denver Metropolitan 
Area. I. Ellis, Sherman R. II. Denver Regional Council of 
Governments. III. Geological Survey (U.S.) IV. Title. V. 
Series: Water resources investigations report 83-4286. 
OCLC 10953678 


84-21175 
I 19.42/4:84-4046 
Pettijohn, Robert A. 

Hydrologic analysis of the High Plains aquifer system in 
Box Butte County, Nebraska /by Robert A. Pettijohn and 
Hsiu-Hsiung Chen. — [Reston, Va.?] : U.S. Geological Survey 
; Denver, CO : Open-File Services Section, Western Distribu- 
tion Branch, 1984. 

v, 54 p. : ill., maps ; 28 cm. — (Water-resources investiga- 
tions ; 84-4046) “March 1984.” Bibliography: p. 52-54. 
@ltem 624-B 

1. Aquifers — Nebraska — Box Butte County. 2. Hydrolo- 
gy -— Nebraska — Box Butte County. I. Chen, Hsiu-hsiung. 
II. Geological Survey (U.S.) III. Title. IV. Series. OCLC 
10985074 


84-21176 
I 19.53/2:KY-83-1 
Water resources data.Kentucky. [Louisville, Ky.] : U.S. Dept. of 

the Interior, Geological Survey, Water Resources Division ; 
[Springfield, VA : National Technical Information Service, 
distributor], 1982- National Technical Information Service, 
Springfield, VA 22161 

v. : ill. ; 28 cm. (U.S. Geological Survey water-data report ; 
KY-83-1) 

Annual 

Water year 1981- Water year 1983. Vols. for 1981- dis- 
tributed to depository libraries in microfiche. Prepared in 
cooperation with the Commonwealth of Kentucky, University 
of Kentucky, Kentucky Geological Survey and with other 
state and federal agencies, 1981- @lItem 619-E-17 (micro- 
fiche) Continues: Water resources data for Kentucky ISSN 
0364-4081 

1. Water resources development — Kentucky — Yearbooks. 
2. Stream measurements — Kentucky — Yearbooks. 3. Water 
quality — Kentucky — Yearbooks. I. Geological Survey 
(U.S.). Water Resources Division. II. University of Ken- 
tucky. III. Kentucky Geological Survey. IV. Series. 
OCLC 10307502 


84-21177 
1 19.53/2:MD-DE-83-1 
Water resources data.Maryland and Delaware. [Towson, Md.] : 
U.S. Dept. of the Interior, Geological Survey ; [Springfield, 
Va. : National Technical Information Service, 1982- Nation- 
al Technical Information Service, Springfield, Va. 22161 
v. : ill. ; 27 cm. (U.S. Geological Survey water-data report ; 
MD-DE-83-1) 
Annual 
Water year 1981- Spine title: U.S.G.S. water resources 
data. Maryland and Delaware Water year 1983. Prepared 
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in cooperation with the states of Maryland and Delaware, 
Geological Survey, Water Resources Division, and with other 
agencies, 1981- @ltem 619-E-20 (microfiche) ISSN 0364- 
4367 Continues: Water resources data for Maryland and 
Delaware ISSN 0364-4367 

1. Stream measurements — Maryland — Yearbooks. 2. 
Stream measurements — Delaware — Yearbooks. 3. Water 
quality — Maryland — Yearbooks. 4. Water quality — Dela- 
ware — Yearbooks. 5. Water resources development — 
Maryland — Yearbooks. 6. Water resources development — 
Delaware — Yearbooks. I. Geological Survey (U.S.). Water 
Resources Division. II. Series. GB1225.M3A4 83-646480 
553.7/09752 ¢2 19 OCLC 08942231 
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84-21178 
I 27.2:C 33/17 
Central Valley project : San Luis unit, west San Joaquin divi- 
sion : California, Fresno, Kings, and Merced Counties /Mid- 
Pacific Region, Bureau of Reclamation. — [Washington, 
D.C.?] : The Bureau, 1984. 
8 p. : ill., maps ; 30 cm. Caption title. 
10/83 (from Project data book)”—P. 1. @ltem 660 
1. Water resources development — California — Fresno 
County. 2. Water resources development — California — 
Kings County. 3. Water resources development — Califor- 
nia — Merced County. I. United States. Bureau of Reclama- 
tion. Mid-Pacific Regional Office. OCLC 10963240 


“Region revision 


84-21179 
I 27.2:C 71/26 
Colorado River front work and levee system : Arizona, Cocon- 
ino, Mohave, and Yuma Counties : California, Imperial, Riv- 
erside, and San Bernardino Counties : Nevada, Clark County 
/Lower Colorado Region, Bureau of Reclamation. — [Wash- 
ington, D.C.?] : The Bureau, 1984. 
24 p. : ill, maps ; 30 cm. Caption title. “Region revision 
2/84 (from Project data book)”—P. 1. @ltem 660 
1. Water resources development — Colorado River (Colo.- 
Mexico) 2. Water resources development — Arizona. 3. 
Water resources development — California. 4. Water re- 
sources development — Nevada — Clark County. I. United 
States. Bureau of Reclamation. Lower Colorado Region. II. 
Title. OCLC 10963221 


84-21180 
I 27.2:C 71/27 
Colorado River Basin salinity control project : Grand Valley 
unit, Title II division (under construction) : Colorado, Mesa 
County /Upper Colorado Region, Bureau of Reclamation. — 
[Washington, D.C.?] : The Bureau, 1984. 
4 p.: ill, maps ; 30 cm. Caption title. “Region revision 
1/84 (from Project data book)"—P. 1. @lItem 660 
1. Saline water conversion — Colorado — Mesa County. 
2. Watershed management — Colorado — Mesa County. 3. 
Colorado River Watershed (Colo.-Mexico) 1. United States. 
Bureau of Reclamation. Upper Colorado Region. OCLC 
10961467 


Page 121 





Mines Bureau — Interior Dept. 


84-21181 


I 27.2:C 71/28 
Colorado River Basin salinity control project, and Colorado 
River water quality improvement program (general overview) 
: Colorado River Basin states, Arizona, California, Colorado, 
Nevada, New Mexico, Utah, and Wyoming /Upper and 
Lower Colorado Regions, Bureau of Reclamation. — [Wash- 
ington, D.C.?] : The Bureau, 1984. 

6 p.: maps ; 30cm. Caption title. “Region revision 1/84 
(from Project data book)”—P. 1. @ltem 660 

1. Saline waters—Colorado River Watershed (Colo.- 
Mexico) 2. Watershed management — Colorado River Wa- 
tershed (Colo.-Mexico) 3. Water quality management — Col- 
orado River Watershed (Colo.-Mexido) I. United States. 
Bureau of Reclamation. Upper Colorado Region. II. United 
States. Bureau of Reclamation. Lower Colorado Region. 
OCLC 10961439 


84-21182 


I 27.2:W 52/5 
West Divide project (authorized) : Colorado, Mesa and Garfield 
Counties /Upper Colorado Region, Bureau of Reclama- 
tion. — [Washington, D.C.?] : The Bureau, 1983. 

4 p.: ill, maps ; 30 cm. Caption title. “Region revision 
5/83 (from Project data book)”"—P. 1. @Item 660 

1. Water resources development —- Colorado — Mesa 
County. 2. Water resources development — Colorado — 
Garfield County. I. United States. Bureau of Reclamation. 
Upper Colorado Region. OCLC 10956269 


84-21183 


I 27.60:83-10 
Eisenhauer, Roy J. 

Characterization of Glenwood Springs and Dotsero Springs 
waters /by R.J. Eisenhauer.— Denver, Colo. : Hydraulics 
Branch, Division of Research, Engineering and Research 
Center : U.S. Dept. of the Interior, Bureau of Reclamation ; 
Springfield, Va. : Available from the National Technical In- 
formation Service, Operations Division, [1983] 

vi, 52 p. : ill, maps ; 28 cm. Distributed to depository 
libraries in microfiche. “October 1983.” Includes biblio- 
graphical references. “REC-ERC-83-10.” @Item 664-F 
(microfiche) 

1. Water — Analysis. 2. Water quality — Colorado. 3. 
Saltwater encroachment — Colorado. I. Engineering and 
Research Center (U.S.). Hydraulics Branch. II. United 
States. Bureau of Reclamation. III. Title. OCLC 10341899 


84-21184 


I 27.60:83-13 
Craft, Douglas. 

A microsystem sediment-water simulation study for the 
proposed Jordanelle Reservoir, Heber City, Utah /by Doug- 
las Craft.— Denver, Colo. : Applied Sciences Branch, Divi- 
sion of Research and Laboratory Services, Engineering and 
Research Center : U.S. Dept. of the Interior, Bureau of Rec- 
lamation ; Springfield, Va. : Available from the National 
Technical Information Service, Operations Division, [1983] 

iv, 21 p. : ill, 1 map ; 28 cm. Distributed to depository 
libraries in microfiche. ‘December 1983.” Includes biblio- 
graphical references. “REC-ERC-83-13.” @Item 664-F 
(microfiche) 

1. Water quality management — Utah — Heber City — Sim- 
ulation methods. 2. Reservoir sedimentation — Utah — 
Heber City. I. Engineering and Research Center (U.S.). Ap- 
plied Sciences Branch. II. United States. Bureau of Recla- 
mation. III. Title. OCLC 10692896 


Page 122 


84-21185 
I 27.72:81-10 
Young, M. F. (Marlene F.) 

Hydraulic model studies of Theodore Roosevelt Dam, 
south spillway /by M.F. Young for Salt River Project. — 
Denver, Colo. : Hydraulics Branch, Division of Research, 
Engineering and Research Center, U.S. Dept. of the Interior, 
Bureau of Reclamation, [1981] 

ii, 37 p. : ill, maps ; 28 cm. “May 1981.” “GR-81-10.” 
@ltem 664-B-1 

1. Spillways— Design and construction. 2. Dam_ fail- 
ures — Arizona— Theodore Roosevelt Dam. 3. Theodore 
Roosevelt Dam (Ariz.) I. Salt River Project. II. Engineer- 
ing and Research Center (U.S.). Hydraulics Branch. III. 
Title. OCLC 09180004 


84-21186 
I 27.72:83-7 
Arbour, R. C. 

A portable ramped D-C test set using a USBR developed 
high-voltage D-C power supply /by R.C. Arbour, B. 
Milano. — Denver, Colo. : Power and_ Instrumentation 
Branch, Division of Research, Engineering and Research 
Center, U.S. Dept. of the Interior, Bureau of Reclamation ; 
Springfield, Va. : Available from the National Technical In- 
formation Service, 1984. 

iii, 31 p.: ill. ; 28cm. “September 1983.” Includes biblio- 
graphical references. “GR-83-7.” @lItem 664-B-1 

1. Dielectric measurements. 2. Direct current amplifiers. 
3. Voltage regulators. I. Milano, B. II. Engineering and 
Research Center (U.S.). Power and Instrumentation Branch. 
Ill. Title. OCLC 10337591 


MINES BUREAU 
Interior Dept. 
Washington, DC 20241 


Unless otherwise indicated, publications are available from the 
Bureau, 4800 Forbes Ave., Pittsburgh, Pa. 15213 


84-21187 
I 28.23:8882 
Tolley, W. K. (William K.) 

Corrosion rates of grinding media in mill water /by W.K. 
Tolley, I.L. Nichols, and J.L. Huiatt. — Pgh. [i.e. Pittsburgh], 
PA. : U.S. Dept. of the Interior, Bureau of Mines, [1984] 

13 p. : ill. ; 28 cm.— (Report of investigations ; 8882) 
Distributed to depository libraries in microfiche. Bibliogra- 
phy: p. 10. @lItem 637-A (microfiche) 

1. Ball mills — Grinding media — Corrosion. 2. Chromium 
alloys — Corrosion. I. Nichols, I. L. (Ivan L.) II. Huiatt, J. 
L. III. United States. Bureau of Mines. IV. Title. V. 
Series: Report of investigations (United States. Bureau of 
Mines) ; 8882. TN23.U43 84-600047 [TN505] 622 s 
[622/.73 ¢2 19] OCLC 10532948 


84-21188 
I 28.23:8887 
Groetsch, J. G. (John G.) 

Electrolytic stripping of tin in an acid fluoborate electrolyte 
/by J.G. Groetsch, Jr., R.C. Gabler, Jr., and D.A. Wilson. — 
Pgh. [ie. Pittsburgh], PA. : U.S. Dept. of the Interior, 
Bureau of Mines, [1984] 

9 p. : ill. ; 28 cm.— (Report of investigations ; 8887) 
Distributed to depository libraries in microfiche. Includes 
bibliographical references. @lItem 637-A (microfiche) 

1. Tin plate — Detinning. 2. Fluoborates. 3. Electrolytes. 
I. Gabler, Robert C. II. Wilson, D. A. (Donaid A.) III. 
United States. Bureau of Mines. IV. Title. V. Series: 





Report of investigations (United States. Bureau of Mines) ; 
8887. TN23.U43 84-600092 [TS590] 622 s [669/.6 ¢2 
19] OCLC 10726716 


84-21189 
I 28.23:8891 
Spironello, Victor R. 

Evaluation of a gas-assisted cupola /by Victor R. Spiron- 
ello. — Pgh. [i.e. Pittsburgh], PA. : U.S. Dept. of the Interior, 
Bureau of Mines, [1984] 

16 p. : ill. ; 28 cm.— (Report of investigations ; 8891) 
Distributed to depository libraries in microfiche. Bibliogra- 
phy: p. 15. @lItem 637-A (microfiche) 

1. Cupola-furnaces. 2. Gas as fuel. I. United States. 
Bureau of Mines. II. Title. III. Series: Report of investiga- 
tions (United States. Bureau of Mines) ; 8891. TN23.U43 
84-600056 [TS231] 622 s [672.2/4 ¢2 19] OCLC 
10606040 


84-21190 
I 28.27:8977 
Thomas, Paul R. 

Chromium availability— market economy countries : a min- 
erals availability program appraisal /by P.R. Thomas and 
E.H. Boyle, Jr. — [Pittsburgh, Pa.?] : U.S. Dept. of the Interi- 
or, Bureau of Mines ; Washington, D.C. : For sale by the 
Supt. of Docs., U.S. G.P.O., 1984. 

viii, 86 p. : ill, maps ; 28 cm.— (Information circular ; 
8977) Distributed to depository libraries in microfiche. In- 
cludes bibliographical references. @lItem 637-A (microfiche) 
S/N 024-004-02134-9 @ GPO $3.25 

1. Chromium ores. 2. Chromium industry. I. Boyle, 
Edward H. II. United States. Bureau of Mines. III. Title. 


IV. Series: Information circular (United States. Bureau of 
Mines) ; 8977. TN295.U4 83-600309 [TN490.C4] 622 s 


[553.4/64 ¢2 19] OCLC 10020823 


84-21191 
I 28.27:8980 
Pittman, Walter E. 

A review of phosphatic clay dewatering research /by 
Walter E. Pittman Jr., Jerry T. McLendon, and John W. 
Sweeney. — Pgh. [i.e. Pittsburgh], PA. : U.S. Dept. of the 
Interior, Bureau of Mines, [1984] 

29 p. : ill. ; 28 cm.— (Information circular ; 8980) Dis- 
tributed to depository libraries in microfiche. Includes bib- 
liographical references. @lItem 637-A (microfiche) 

1. Phosphate industry — Waste disposal. 2. Clay wastes — 
Dewatering. I. McLendon, Jerry T. II. Sweeney, John W. 
III. United States. Bureau of Mines. IV. Title. V. Series: 
Information circular (United States. Bureau of Mines) ; 8980. 
TN295.U4 84-007598 [TD899.P45] 622 s [622/.364 ¢2 
19] OCLC 10695674 


84-21192 
I 28.27:8981 
Sheeran, C. T. (Christopher T.) 

Microcomputer-based monitoring and control system with 
uranium mining application /by C.T. Sheeran and J.C. Frank- 
lin. — Pgh. [i.e. Pittsburgh], PA. : U.S. Dept. of the Interior, 
Bureau of Mines, [1984] 

28 p. : ill. ; 28 cm.— (Information circular ; 8981) Dis- 
tributed to depository libraries in microfiche. Includes bib- 
liographical references. @ltem 637-A (microfiche) 

1. Uranium mines and mining — Safety measures — Data 
processing. 2. Microcomputers. 3. Real-time data process- 
ing. I. Franklin, John C. II. United States. Bureau of 
Mines. III. Title. IV. Series: Information circular (United 
States. Bureau of Mines) ; 8981. TN295.U4 84-600091 
[TN490.U7] 622s [622/.8 ¢2 19] OCLC 10726711 
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84-21193 
I 28.27:8983 
Long, Dennis A. 

Improved personnel access for surface mining equipment / 
by Dennis A. Long. — Pgh. [i.e. Pittsburgh], PA. : U.S. Dept. 
of the Interior, Bureau of Mines, [1984] 

20 p. : ill. ; 28 cm.— (Information circular ; 8983) Dis- 
tributed to depository libraries in microfiche. Includes bib- 
liographical references. @lItem 637-A (microfiche) 

1. Strip mining — Equipment and supplies — Safety meas- 
ures. 2. Ladders—-Safety measures. 3. Stairs — Safety 
measures. I. United States. Bureau of Mines. II. Title. III. 
Series: Information circular (United States. Bureau of Mines) ; 
8983. TN295.U4 84-600089 [TN291] 622 s [622/.8 ¢2 
19] OCLC 10726707 


84-21194 
I 28.37/a:As 15/983 
Preprint from the .. Bureau. of Mines Minerals 
yearbook.Asbestos. [Pittsburgh, Pa.?] : U.S. Dept. of the Inte- 
rior, Bureau of Mines, 
v. ; 24cm. 
Annual 1983. 
639 
1. Asbestos industry — Statistics — Periodicals. 
States. Bureau of Mines. OCLC 07827344 


84-21195 


Description based on: 1978-79. @Item 


I. United 


I 28.37/a:F 333/2/983 
Preprint from the Bureau of Mines Minerals 

yearbook.Feldspar, nepheline, syenite, and aplite. [Pittsburgh, 
Pa.?] : U.S. Dept. of the Interior, Bureau of Mines, 

v. ; 24 cm. 

Annual 1983. 
639 

1. Feldspar — Statistics — Periodicals. 2. Nephelite — Sta- 
tistics — Periodicals. 3. | Syenite — Statistics — Periodicals. 
4. Aplite — Statistics — Periodicals. I. United States. Bureau 
of Mines. OCLC 07828329 


84-21196 


Description based on: 1978-79. @lItem 


1 28.37/a:F 673/983 
Preprint from ithe .. Bureau of Mines Minerals 

yearbook.Fluorspar. [Pittsburgh, Pa.?] : U.S. Dept. of the 
Interior, Bureau of Mines, 

v. ; 24cm. 

Annual 1983. 
639 

1. Fluorspar — Statistics — Periodicals. I. 
Bureau of Mines. OCLC 07828524 


84-21197 


Description based on: 1978-79. @ltem 


United States. 


I 28.37/a:G 137/983 
Preprint from the Bureau of Mines Minerals 

yearbook.Gallium. [Pittsburgh, Pa.?] : U.S. Dept. of the Inte- 
rior, Bureau of Mines, 

v.; 24cm. 

Annual 1983. 
639 

1. Gallium — Statistics — Periodicals. I. 
Bureau of Mines. OCLC 07828559 


84-21198 


Description based on: 1978-79. @lItem 


United States. 


I 28.37/a:L 713/983 
Preprint from the Bureau of Mines Minerals 
yearbook.Lithium. [Pittsburgh, Pa.?] : U.S. Dept. of the Inte- 
rior, Bureau of Mines, 
v. ; 24cm. 
Annual 1983. 
639 


Description based on: 1978-79. @lItem 
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1. Lithium — Statistics — Periodicals. _ I. 
Bureau of Mines. OCLC 07829763 


United States. 


84-21199 
I 28.37/a:M 539/983 
Preprint from _ the Bureau of Mines Minerals 
yearbook.Mercury. [Pittsburgh, Pa.?] : U.S. Dept. of the Inte- 
rior, Bureau of Mines, 
v. ; 24cm. 
Annual 1983. Description based on: 
639 
1. Mercury — Statistics — Periodicals. I. 
Bureau of Mines. OCLC 07829681 


1978-79. @ltem 


United States. 


84-21200 
I 28.37/a:P 696/983 
Preprint from the . Bureau of Mines Minerals 
yearbook.Platinum-group metals. [Pittsburgh, Pa.?] : U.S. 
Dept. of the Interior, Bureau of Mines, 
v. : ill. ; 24 cm. 
Annual Title from cover. 1983. 
1978-79. @ltem 639 
1. Platinum group — Statistics — Periodicals. I. 
States. Bureau of Mines. OCLC 07833161 


Description based on: 


United 


84-21201 
I 28.37/a:T 392/983 
Preprint from _ the . Bureau of Mines Minerals 
yearbook.Thorium. [Pittsburgh, Pa.?] : U.S. Dept. of the Inte- 
rior, Bureau of Mines, 
v.; 24cm. 
Annual 1983. 
639 
1. Thorium — Statistics — Periodicals. I. 
Bureau of Mines. OCLC 07832801 


Description based on: 1978-79. @Item 


United States. 


NATIONAL PARK SERVICE 
Interior Dept. 
Washington, DC 20240 


84-21202 
I 29.2:P 44 
Wallace, Lee A. 

A history of Petersburg National Battlefield to 1956 /by 
Lee A. Wallace, Jr. ; and, A history of Petersburg National 
Battlefield 1957-1982 / by Martin R. Conway. — Washington, 
D.C. : History Division, National Park Service, Dept. of the 
Interior, 1983. 

v, 167, 86 p., 27 leaves of plates : ill., 1 map, ports. ; 28 cm. 
Spine title: Petersburg National Battlefield. Bibliography: p. 
161-167. @ltem 648 

1. Petersburg National Battlefield (Va.) 2. Historic sites — 
Virginia. I. Conway, Martin, 1928- II. United States. Na- 
tional Park Service. History Division. III. Title. IV. Title: 
A history of Petersburg National Battlefield, 1957-1982. V. 
Title: Petersburg National Battlefield. OCLC 10771459 


84-21203 
I 29.9/2:L 41/rel.2 
Law enforcement policy and guideline : release no. 2. — [Wash- 
ington, D.C.?] : National Park Service, Dept. of the Interior, 
1984- 
1 v. (loose-leaf) : ill. ; 28 cm. “April 1984.” “NPS-9.” 
@ltem 648-A 
1. United States. National Park Service. 2. Law enforce- 
ment — United States — Handbooks, manuals, etc. I. United 
States. National Park Service. OCLC 10985077 
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84-21204 
I 29.9/2:Se 5/supp.8 
Camilli, Eileen L. 

Remote sensing : applications to cultural resources in south- 
western North America /Eileen L. Camilli, Linda S. Cor- 
dell. — Washington, D.C. : Cultural Resources Management, 
National Park Service, U.S. Dept. of the Interior 
by the Supt. of Docs., U.S. G.P.O., 1983. 

x, 110 p. : ill. (some col.), 1 form, maps ; 28 cm. — (Supple- 
ment no. 8 to Remote Sensing, a hardbook for archeologists 
and cultural resources managers) Bibliography: p. 103-110. 
@ltem 648-A S/N 024-005-00819-5 @ GPO $6.50 

1. Remote sensing — Southwestern States. 2. Aerial pho- 
tography in archaeology — Southwestern States. 3. Photog- 
raphy in archaeology — Southwestern States. I. Cordell, 
Linda S. II. United States. National Park Service. Cultural 
Resources Management Division. III. Title. IV. Series: 
Remote sensing. Supplement ; no. 8. OCLC 11007471 


84-21205 


: For sale 


I 29.9/5:118 
Lavender, David Sievert, 1910- 

Fort Laramie and the changing frontier : Fort Laramie 
National Historic Site, Wyoming /by David Lavender ; pro- 
duced by the Division of Publications, National Park Serv- 
ice. — Washington, D.C. : U.S. Dept. of the Interior : [Supt. 
of Docs., U.S. G.P.O., distributor], 1983. 

159 p. : ill. (some col.), maps ; 22 cm. — (Handbook ; 118) 
Spine title: Fort Laramie National Historic Site. “Official 
National park handbook’—Cover. Includes bibliography. 
@ltem 649 S/N 024-005-00855-1 @ GPO ISBN 0-9126- 
2720-; (pbk.) : $85.50/50 

1. Fort Laramie (Wyo. : Fort) — History. 2. Fort Laramie 
National Historic Site (Wyo.) I. United States. National 
Park Service. Division of Publications. II. Title. III. Title: 
Fort Laramie National Historic Site. IV. Series: Handbook 
(United States. National Park Service. Division of Publica- 
tions) ; 118. F769.F6L39 1983 82-600401 978.7/18 ¢2 19 
OCLC 09219282 


84-21206 
I 29.9/5:124 
Hopewell Furnace : a guide to Hopewell Village National His- 
toric Site, Pennsylvania /produced by the Division of Publi- 
cations, National Park Service. — Washington, D.C. : U.S. 
Dept. of the Interior : [Supt. of Docs., U.S. G.P.O., distribu- 
tor], 1983. 

95 p. : col. ill., col. maps ; 21 cm.— (Handbook ; 124) 
Contents: Ironmaking in early America / by W. David Lewis 
— Hopewell Furnace, the story of a 19th century ironmaking 
community / by Walter Hugins — Guide to Hopewell. 
@ltem 649 S/N 024-005-00860-8 @ GPO ISBN 0-9126- 
2718-2 : $96.00/100 

1. Hopewell Village National Historic Site (Pa.) 2. Iron 
industry and trade — Pennsylvania — History. I. Lewis, W. 
David (Walter David), 1931- II. Hugins, Walter Edward, 
1925- III. United States. National Park Service. Division of 
Publications. IV. Series: Handbook (United States. National 
Park Service. Division of Publications) ; 124. 
TS229.5.U6H66 1983 83-600130 974.8/16 ¢2 19 OCLC 
09620593 





FISH AND WILDLIFE SERVICE 
Interior Dept. 
Washington, DC 20240 


84-21207 


I 49.6/5:Ec 7/Miss/31090-35090 


U.S. Fish and Wildlife Service. 


Lower Mississippi Valley ecological inventory /compiled in 
1983 by Fish and Wildlife Service. Scale 1:250,000 ; trans- 
verse Mercator proj. (W 92900—W 88°00/N 36°00—N 
30°00). —— [Washington, D.C.?] : The Service ; Denver, 
Colo. : For sale by U.S. Geological Survey, 1983. 

6 maps : col. ; 45 x 77 cm., folded to 21 x 11 cm. Relief 
shown by spot heights. Panel title: 1:250,000-scale map of 
Lower Mississippi Valley ecological inventory. “Base map 
prepared by U.S. Geological Survey 1953.” Includes loca- 
tion diagram and numerically-keyed lists of terrestrial and 
aquatic organisms. Contents: 31090. Natchez, Mississippi- 
Louisiana — 32090. Jackson, Mississippi-Louisiana — 33090. 
Greenwood, Miss.-Ark.-La. — 34090. Helena, Ark.-Miss.- 
Tenn. — 35088. Blytheville, Ark.-Tenn.-Ala.-Mo. — 35090. 
Memphis, Tenn.-Ark.-Mo. 31090-A1-El-250 — 35090-A1-EI- 
250 (Maps [1-6]) 

1. Coastal ecology — Mississippi River Valley — Maps. 2. 
Mississippi River Valley — Maps. I. Geological Survey 
(U.S.) II. Title. III. Title: 1:250,000-scale map of Lower 
Mississippi Valley ecological inventory. OCLC 10980913 


84-21208 


1 49.89:82/32 


Seliskar, Denise M. 


The ecology of tidal marshes of the Pacific Northwest 
coast : a community profile /by Denise M. Seliskar, John L. 
Gallagher ; performed for National Coastal Ecosystems 
Team, Division of Biological Services, Fish and Wildlife 
Service, U.S. Department of the Interior. — Washington, 
D.C. : The Service, 1983. 

ix, 65 p. : ill. ; 28 cm. “October 1983.” Distributed to 
depository libraries in microfiche. Bibliography: p. 60-65. 
“FWS/OBS-82/32.” @lItem 611-R-1 (microfiche) 

1. Wetland ecology — Northwest, Pacific. 2. Tidemarsh 
ecology — Northwest, Pacific. I. Gallagher, John L. II. 
National Coastal Ecosystems Team (U.S.) III. Title. 83- 
600580 OCLC 10812839 


84-21209 


I 49,89:84/08 
Olive, Stewart W. 

Conducting a FERC environmental assessment : a case 
study and recommendations from the Terror Lake Project / 
by Stewart W. Olive and Berton L. Lamb ; performed under 
cooperative agreement with U.S. Department of Energy ... [et 
al.]. — Washington, DC : Western Energy and Land Use 
Team, Division of Biological Services, Research and Devel- 
opment, Fish and Wildlife Service, U.S. Dept. of the Interior, 
1984, 

v, 62 p. : 3 maps ; 28 cm. Distributed to depository librar- 
ies in microfiche. “April 1984.” Bibliography: p. 52-56. 
“FWS/OBS-84/08.” @Item 611-R-1 (microfiche) 

1. Hydroelectric power plants — Alaska — Terror Lake. I. 
Lamb, Berton L. II. United States. Dept. of Energy. III. 
Western Energy and Land Use Team. IV. Title. V. Title: 
Conducting a F.E.R.C. environmental assessment. OCLC 
10977135 
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84-21210 


I 49.98:980/summ., 


A Summary of selected fish and wildlife characteristics of the 


50 states /prepared for use with the 1980 National Survey of 
Fishing, Hunting, and Wildlife-Associated Recreation. — 
(Washington, D.C.?] : U.S. Dept. of the Interior, Fish and 
Wildlife Service, in cooperation with the International Asso- 
ciation of Fish and Wildlife Agencies, [1983] 

vii, 90 p. : forms ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “March 1983”—P. i. 
@ltem 611-M-52 (microfiche) 

1. Animal populations — United States. 2. Fish popula- 
tions — United States. I. U.S. Fish and Wildlife Service. II. 
International Association of Fish and Wildlife Agencies. 
OCLC 09649893 


84-21211 


1 49,.98/2:Al 1 s/980 


National survey of fishing, hunting, and wildlife-associated 


recreation.Alaska. [Washington, D.C.] : U.S. Dept. of the 
Interior, Fish and Wildlife Service : U.S. Dept. of Commerce, 
Bureau of the Census, U.S. Fish and Wildlife Service, Wash- 
ington, D.C., 20240 

v. ; 22 x 28 cm. 

Quinquennial 1980. Description based on: 1980. @Item 
611-M-2 (microfiche) 

1. Hunting — Alaska — Statistics — Periodicals. 2. Hunt- 
ing surveys — Alaska — Statistics — Periodicals. 3. Fish- 
ing — Alaska — Statistics — Periodicals. 4. Fishing  sur- 
veys — Alaska — Statistics — Periodicals. 5. Wildlife watch- 
ing — Alaska — Statistics — Periodicals. I. U.S. Fish and 
Wildlife Service. II. United States. Bureau of the Census. 
OCLC 10951805 


84-21212 


1 49.98/2:Id 1/980 


National survey of fishing, hunting, and wildlife-associated 


recreation.Idaho. [Washington, D.C.] : U.S. Dept. of the Inte- 
rior, Fish and Wildlife Service : U.S. Dept. of Commerce, 
Bureau of the Census, U.S. Fish and Wildlife Service, Wash- 
ington, D.C., 20240 

v. ; 22 x 28 cm. 

Quinquennial -1980. Description based on: 1980. 

1. Hunting — Idaho — Statistics — Periodicals. 2. Hunting 
surveys — Idaho — Statistics — Periodicals. 3. Fishing — 
Idaho — Statistics — Periodicals. 4. Fishing surveys — 
Idaho — Statistics — Periodicals. 5. Wildlife watching — 
Idaho — Statistics — Periodicals. I. U.S. Fish and Wildlife 
Service. II. United States. Bureau of the Census. OCLC 
10951882 


84-21213 


1 49.98/2:M 69 i/980 


National survey of fishing, hunting, and wildlife-associated 


recreation. Mississippi. [Washington, D.C.] : U.S. Dept. of the 
Interior, Fish and Wildlife Service : U.S. Dept. of Commerce, 
Bureau of the Census, U.S. Fish and Wildlife Service, Wash- 
ington, D.C., 20240 

v. ; 22 x 28 cm. 

Quinquennial 1980. Description based on: 1980. @ltem 
611-M-24 (microfiche) 

1, Hunting — Mississippi — Statistics — Periodicals. 2. 
Hunting surveys — Mississippi — Statistics — Periodicals. 3. 
Fishing — Mississippi — Statistics — Periodicals. 4. Fishing 
surveys — Mississippi — Statistics — Periodicals. 5. Wildlife 
watching — Mississippi — Statistics — Periodicals. I. U.S. 
Fish and Wildlife Service. II. United States. Bureau of the 
Census. OCLC 10951979 
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LAND MANAGEMENT BUREAU 
Interior Dept. 
Washington, DC 20240 


84-21214 
I 53.2:T 21/2 
The Taylor Grazing Act, 1934-1984 : 50 years of progress. — 
[Boise, Idaho?] : U.S. Dept. of the Interior, Bureau of Land 
Management, [1984] 
124 p. : ill. ; 28cm. Cover title. 
phy: p. 121-122. @Item 631 
1. Grazing—Idaho. 2. Grazing districts—Idaho. I. 
United States. Bureau of Land Management. Idaho State 
Office. OCLC 10985108 


84-21215 


“June 1984.” Bibliogra- 


1 53.2:W 67/2 
Williams and McKenzie Counties study report : resource & 
potential reclamation evaluation. —[Denver, CO : Bureau of 
Land Management ; Springfield, VA : NTIS, distributor]. 
1983. 

1 v. (various pagings) : ill., maps ; 28 cm. Final. 81-83. 
Cover title. “Published July 1983”—P. [2] of cover. Bibli- 
ography: p. 20. @ltem 631 

1. Reclamation of land—North Dakota — Williams 
County. 2. Reclamation of land — North Dakota — McKen- 
zie County. 3. Coal mines and mining — North Dakota — 
Williams County. 4. Coal mines and mining — North 
Dakota — McKenzie County. I. United States. Bureau of 
Land Management. OCLC 10963112 


84-21216 
1 53.2:W 67/2/sum. 

Williams and McKenzie Counties study report : resource & 
potential reclamation evaluation. — [Denver, Colo. : Bureau 
of Land Management, Denver Service Center) ; Billings, MT 
: Available from Bureau of Land Management, Montana State 
Office, 1984. 

4, 1 p., 9 folded leaves of plates : maps ; 28 cm. Final. 81- 
83. Cover title. At head of title: Summary. “Published 
July 1983”—P. [2] of cover. @Item 631 

1. Reclamation of land—North Dakota— Williams 
County. 2. Reclamation of land — North Dakota — McKen- 
zie County. I. United States. Bureau of Land Management. 
OCLC 11002117 


84-21217 
I 53.22:15 
A cultural resources inventory of the Texas-Missouri-Evacua- 
tion Creeks study area, Rio Blanco County, Colorado /by E. 
Kinzie Gordon ... [et al.].— Denver, Colo. : Bureau of Land 
Management ; Springfield, VA : NTIS Computer Service, 
U.S. Dept. of Commerce, National Technical Information 
Service [distributor], 1983. 
viii, 336 p. : ill., maps ; 28 cm. — (Cultural resources series 
; no. 15) Includes bibliographies. “BLM-CO-PT-83-003- 
8100"—T.p. verso. @ltem 629-E 
1. Historic sites —Colorado— Rio Blanco County. 2. 
Public lands — Colorado — Rio Blanco County. I. Gordon, 
E. Kinzie. II. United States. Bureau of Land Management. 
Il]. Series: Cultural resources series (United States. Bureau of 
Land Management. Colorado State Office) ; no. 15. OCLC 
10211135 


84-21218 
1 53.32/2:Sy 7 
Land sale : one parcel near Synarep, Washington /U.S. Depart- 
ment of the Interior, Bureau of Land Management, Oregon 
State Office. — Portland, Or. : The Office, [1983] 
] sheet : ill., maps ; 46 x 26 cm. folded to 13 x 23 cm. 
“December 7, 1983.” “OR 36316(WA)” @ltem 633-A-2 
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1. Sales promotion. 2. Oregon — Public lands. I. United 
States. Bureau of Land Management. Oregon State Office. 
OCLC 10957371 


UNITED STATES INFORMATION AGENCY 
Washington, DC 20547 


84-21219 
IA 1.2:V 88 
Volunteers for international communication : report of USIA 
private sector committees. — [Washington, D.C.? : U.S. Infor- 
mation Agency, 1984] 
52 p. : ill. ; 28 cm. Cover title. 
@ltem 672-B 
1. United States Information Agency. 2. Communication, 
International. I. United States Information Agency. OCLC 
10963211 


“June 1984"—P. 52. 


UNITED STATES INTERNATIONAL TRADE 
COMMISSION 
Washington, DC 20436 


84-21220 
ITC 1.12:TA-201-49 
United States International Trade Commission. 

Stainless steel table flatware : report to the President on 
investigation no. TA-201-49 under section 201 of the Trade 
Act of 1974. — Washington, D.C. : U.S. International Trade 
Commission, [1984] 

v, 16, 114 p. ; 28 cm.— (USITC publication ; 1536) 
Cover title. “June 1984.” Includes bibliographical refer- 
ences. @lItem 980-E (microfiche) 

1. Tariff on stainless stee) tableware — United States. 1. 
Title. II. Series. OCLC 10966080 


JUSTICE DEPARTMENT 
Washington, DC 20530 


Additional entries follow FBI entries. 


84-21221 
J 1.2:C 11 
Law enforcement report /Cabinet Council on Legal Policy, 
Committee on Drug Supply Reduction. — [Washington, 
D.C.2] : Dept. of Justice, 1983. 
vi, 99 p. ; 28cm. Cover title. @Item 717 
1. Drug abuse — United States— Prevention. 2. Narcot- 
ics, Control of — United States. I. Cabinet Council on Legal 
Policy (U.S.). Committee on Drug Supply Reduction. II. 
United States. Dept. of Justice. OCLC 10985058 


84-21222 
J 1.2:K 25 
Testimony of John C. Keeney before the Subcommittee on 
Commerce, Consumer and Monetary Affairs, Committee on 
Government Operations, House of Representatives regarding 
criminal violations of federal banking laws on May 3, 1984. — 
(Washington, D.C.?7] ; Dept. of Justice, 1984. 
23 p.; 28cm. @Item 717 
1. Banking law — United States — Criminal provisions. I. 
Keeney, John C. II. United States. Dept. of Justice. OCLC 
10986006 





FEDERAL BUREAU OF INVESTIGATION 
Justice Dept. 
Washington, DC 20535 


84-21223 
J 1.14/2:Ur 7 
The Unseen conflict : foreign espionage operations against the 
United States. — [Washington, D.C.?] : U.S. Dept. of Justice, 
Federal Bureau of Investigation, [1983] 
10 p. : 1 ill. ; 28 cm. Cover title. 
@ltem 721 
1. Espionage — United States. I. United States. Federal 
Bureau of Investigation. OCLC 10487144 


84-21224 


“7/83”"—Colophon. 


J 1,14/8 a:Ar 6 
Schofield, Daniel L. 

Entering premises to arrest : an analysis of the warrant 
requirement /by Daniel L. Schofield and Joseph R. Davis. — 
Washington, D.C. : [Federal Bureau of Investigation, U.S. 
Dept. of Justice], 1984. 

13 p. : 2 ports. ; 28 cm. Caption title. At head of title: 
The legal digest. “Reprinted from the FBI Law Enforce- 
ment Bulletin, August and September, 1980”—P. [1) In- 
cludes bibliographical references. @lItem 717-C-5 

1. Arrest (Police methods) 2. Warrants (Law) — United 
States. I. Davis, Joseph R. II. United States. Federal 
Bureau of Investigation. III. Title. OCLC 10953205 


84-21225 
J 1.14/8 a:C 49 
Kelly, Joseph G. 

Civil rights statutes and the law enforcement officer /by 
Joseph G. Kelly. — Washington, D.C. : [Federal Bureau of 
Investigation, U.S. Dept. of Justice, 1984?] 

7 p. : ill. ; 28 cm. Caption title. At head of title: Legal 
matters. “Reprinted from the FBI Law Enforcement Bulle- 
tin, October-December 1977”—P. [1] Includes bibliograph- 
ical references. @lItem 717-C-5 

1. Civil rights — United States. 2. Police — United States. 
I. United States. Federal Bureau of Investigation. II. Title. 
OCLC 10952901 


84-21226 
J 1.14/8 a:D 34 
Boutwell, J. Paul. 
Use of deadly force to arrest a fleeing felon : a constitution- 
al challenge /by J. Paul Boutwell.— Washington, D.C. : 
[Federal Bureau of Investigation, U.S. Dept. of Justice, 19847] 


14 p..; 28 cm. Caption title. At head of title: The legal 


digest. “Reprinted from the FBI Law Enforcement Bulletin, 
September, October, and November 1977”—P. [1] Includes 
bibliographical references. @ltem 717-C-5 

1. Arrest (Police methods) 2. Police discretion — United 
States. I. United States. Federal Bureau of Investigation. 
II. Title. OCLC 10966201 


84-21227 
J 1.14/8 a:D 63 
Ever ready to assist : the FBI disaster squad. — [Washington, 
D.C.? : Federal Bureau of Investigation, U.S. Dept. of Jus- 
tice], 1984. 

5 p. : ill. ; 28 cm. Caption title. At head of title: Identifi- 
cation. “Reprinted from the FBI Law Enforcement Bulletin, 
October, 1976, revised July, 1981"—P. [1] @lItem 717-C-5 

1. Dead — Identification. 2. Disasters — United States. 3. 
United States. Federal Bureau of Investigation. 1. Uniggd 
States. Federal Bureau of Investigation. OCLC 10953323 


Government Publications —- October 1984 


84-21228 
J 1,14/8 a:F 51 
Tasks of field and lab in firearms identification. — [Washington, 
D.C.? : Federal Bureau of Investigation, U.S. Dept. of Jus- 
tice], 1984. 

8 p.: ill. ; 28cm. Caption title. At head of title: Firearms 
training. “Reprinted from the FBI Law Enforcement Bulle- 
tin, May, 1958, revised March, 1981—P. [1] @lItem 717-C-5 

1. Firearms — Identification. 2. Forensic ballistics. I. 
United States. Federal Bureau of Investigation. OCLC 
10954415 


84-21229 
J 1.14/8 a:F 76 
Levine, Lowell J. 

Forensic odontology today : a “new” forensic science /by 
Lowell J. Levine. — [Washington, D.C.? : Federal Bureau of 
Investigation, U.S. Dept. of Justice, 19847] 

7 p.: ill. ; 28cm. Caption title. “Reprinted from the FBI 
Law Enforcement Bulletin, August, 1972”—P. [1] @ltem 
717-C-5 

1. Dental jurisprudence — United States. 
Federal Bureau of Investigation. II. Title. 


84-21230 


I. United States. 
OCLC 10953404 


J 1.14/8 a:F 82 
Campane, Jerome O. 

The fourth amendment at a rock concert /by Jerome O 
Campane. — Washington, D.C. : [Federal Bureau of Investi- 
gation, U.S. Dept. of Justice], 1984. 

8 p.: 1 port. ; 28cm. Caption title. At head of title: The 
legal digest. “Reprinted from the FBI Law Enforcement 
Bulletin, May 1982”--P. [1] Includes bibliographical refer- 
ences. @Item 717-C-5 

1. Searches and seizures— United States. 2. Warrants 
(Law) — United States. 3. Concerts— United States. I. 
United States. Federal Bureau of Investigation. II. Title. 
OCLC 10953070 


84-21231 
J 1.14/8 a:H 79 
Fuselier, G. Wayne. 

A practical overview of hostage negotiations /by G. 
Wayne Fuselier.—[Washington, D.C. : Federal Bureau of 
Investigation, U.S. Dept. of Justice], 1984. 

10 p. : 1 ill, 1 port. ; 28 cm. Caption title. At head of 
title: Crime problems. “Reprinted from the FBI Law En- 
forcement Bulletin, June/July 1981”—P. [1] includes biblio- 
graphical references. @ltem 717-C-5 

1. Hostage negotiations. I. United States. Federal Bureau 
of Investigation. II. Title. OCLC 11005117 


84-21232 
J 1,14/8 a:Of 2 
Offender profiles : a multidisciplinary approach. — [Washington, 
D.C.? : Federal Bureau of Investigation, U.S. Dept. of Jus- 
tice], 1984. 
5 p. : ill., ports. ; 28 cm. Caption title. “Reprinted from 
the FBI Law Enforcement Bulletin, September, 1980"—P. [1] 
Item 717-C-5; ft/vi/vi; Corrected card] @lItem 717-C-5 
1. Sex offenders — Psychology. 2. Criminal psychology. 
I. United States. Federal Bureau of Investigation. OCLC 
10953428 


84-21233 
J 1.14/8 a:P 93 
Rissler, Larry E. 
The Privacy Protection Act of 1980 /by Larry E. 


Rissler. — Washington, D.C. : [Federal Bureau of Investiga- 
tion, U.S. Dept. of Justice], 1984. 
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National Institute of Justice — Justice Dept. 


6 p.: I port. ; 28 cm. Caption title. At head of title: The 
legal digest. “Reprinted from the FBI Law Enforcement 
Bulletin, February, 1981”—P. [1) Includes bibliographical 
references. @lItem 7i7-C-5 

1. Privacy, Right of—United States. 2. Evidence 
(Law) — United States. I. United States. Federal Bureau of 
Investigation. Il. Title. OCLC 10953127 


84-21234 
J 1.14/8 a:P 94 
Problems and practices in fingerprinting the dead. — [Washing- 
ton, D.C.? : Federal Bureau of Investigation, U.S. Dept. of 
Justice], 1984. 

16 p. : ill. ; 28 cm. Caption title. At head of title: Identi- 
fication. “Reprinted from the FBI Law Enforcement Bulle- 
tin, April, 1949, revised November, 1980”—P. [1] @lItem 
717-C-5 

1. Dead — Identification. 2. Fingerprints. I. United 
States. Federal Bureau of Investigation. OCLC 10954438 


84-21235 
J 1.14/8 a:P 96 
Davis, Joseph R. 

Interview of public employees regarding criminal miscon- 
duct allegations : constitutional considerations /by Joseph R. 
Davis. — Washington, D.C. : [Federal Bureau of Investiga- 
tion, U.S. Department of Justice], 1984. 

9 p. ; 28 cm. Caption title. At head of title: The legal 
digest. “Reprinted from the FBI Law Enforcement Bulletin, 
March and April, 1980”—P. [1] Includes bibliographical ref- 
erences. @lItem 717-C-5 

1. Self-incrimination — United States. 2. Misconduct in 
office — United States. I. United States. Federal Bureau of 
Investigation. II. Title. OCLC 10952974 


84-21236 
J 1.14/8 a:Sci 2 
An Outline of the rules for handling physical evidence. — 
(Washington, D.C.? : Federal Bureau of Investigation, U.S. 
Dept. of Justice], 1984. 

6 p. : ill. ; 28cm. Caption title. At head of title: Scientif- 
ic aids. “Reprinted from the FBI Law Enforcement Bulletin 
July, 1954, revised June, 1980”—P. [1] @lItem 717-C-5 

1. Evidence (Law)— United States. 2. Evidence, 
Expert — United States. I. United States. Federal Bureau of 
Investigation. OCLC 10954345 


84-21237 
J 1.14/8 a:Se 1 
Rissler, Larry E. 

Documentary search warrants : a problem of particularity / 
by Larry E. Rissler. — [Washington, D.C. : Federal Bureau of 
Investigation, U.S. Dept. of Justice, 19847] 

5 p. ; 28 cm. Caption title. At head of title: The legal 
digest. “Reprinted from the FBI Law Enforcement Bulletin, 


July, 1980”"—P. [1] Includes bibliographical references. 
@ltem 717-C-5 


1. Warrants (Law) — United States. 
eral Bureau of Investigation. 


84-21238 


I. United States. Fed- 
II. Title. OCLC 10954371 


J 1.14/8 a:T 28 
Burke, John J. 

Testifying in court /by John J. Burke. — [Washington, 
D.C.? : Federal Bureau of Investigation, U.S. Dept. of Jus- 
tice], 1984. 

6 p. : ill. ; 28 cm. Caption title. At head of title: The 
legal digest. “Reprinted from the FBI Law Enforcement 
Bulletin, September 1975”"—P. [1] Bibliography: p. 6. 
@ltem 717-C-5 
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1. Witnesses — United States. 2. Police — United States. 


I. United States. Federal Bureau of Investigation. II. Title. 
OCLC 10953992 


84-21239 
J 1.14/8 a:T 41 
Miron, Murray S. 

Threat analysis : the psycholinguistic approach /by Murray 
S. Miron and John E. Douglas. — [Washington, D.C.? : Fed- 
eral Bureau of Investigation, U.S. Dept. of Justice], 1984. 

5 p. : 1 ill. ; 28 cm. Caption title. At head of title: 
Investigative techniques. “Reprinted from the FBI Law En- 
forcement Bulletin, September, 1979”"—P. [1] Includes bib- 
liographical references. @lItem 717-C-5 

1. Threats. 2. Psycholinguistics. I. Douglas, John E. II. 


United States. Federal Bureau of Investigation. III. Title. 
OCLC 10953660 


84-21240 


J 1.14/8 a:W 25 
Davis, Joseph R. 

The warrant requirement in crime scene searches /by 
Joseph R. Davis. —[Washington, D.C.? : Federal Bureau of 
Investigation, U.S. Dept. of Justice], 1984. 

2 pts. in 1 ; 28cm. Caption title. At head of title: Legal 
digest. “Reprinted from the FBI Law Enforcement Bulletin, 
November & December 1978”—P. [1] Includes bibliograph- 
ical references. @lItem 717-C-5 

1. Warrants (Law) — United States. 2. Searches and sei- 
zures — United States. I. United States. Federal Bureau of 
Investigation. II. Title. OCLC 10954309 


NATIONAL INSTITUTE OF JUSTICE 
Justice Dept. 
Washington, DC 20004 


84-21241 


J 28.2:N 21/3 


National Institute of Justice (U.S.) 


National Institute of Justice/NCJRS : meeting your needs 
for criminal justice information—. — Washington, D.C. : U.S. 
Dept. of Justice, National Institute of Justice, [1984] 

1 folded sheet (6 p.); 15cm. @Item 718-A 

1. National Criminal Justice Reference Service (U.S.) 2. 
Crime and criminals — Information services — United States. 
3. Criminal justice, Administration of — Information serv- 
ices — United States. I. Title. II. Title: National Institute of 
Justice/N.C.J.R.S. OCLC 10953367 


84-21242 
J 28.2:P 75/11 
Understanding police agency performance /edited by Gordon 
P. Whitaker. — Washington, D.C. : U.S. Dept. of Justice, 
National Institute of Justice : For sale by the Supt. of Docs., 
U.S. G.P.O., 1984. 

182 p.: ill. ; 28cm. “February 1984.” Includes bibliogra- 
phies. “Project was supported by grant number 80-IJ-CX- 
0040, awarded to the University of North Carolina, by the 
National Institute of Justice”—T.p. verso. @lItem 718-A S/ 
N 027-000-01188-8 @ GPO $5.50 

1. Police — United States. 2. Police administration — 
United States. I. Whitaker, Gordon P. II. National Insti- 
tute of Justice (U.S.) III. University of North Carolina at 
Chapel Hill. OCLC 10954609 
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84-21243 1. Occupational surveys. 2. Social surveys — Response 


J 28.23:C 49 rate. J. United States. Bureau of Labor Statistics. OCLC 


Whitcomb, Debra. 10979008 


Citation release /by Debra Whitcomb, Bonnie P. Lewin, 
Margaret J. Levine ; prepared for the National Institute of 
Justice, U.S. Department of Justice by Abt Associates Inc., 
under contract number J-LEAA-011-81. — Washington, D.C. 
: U.S. Dept. of Justice, National Institute of Justice, Office of 
Development, Testing and Dissemination : For sale by the 
Supt. of Docs., U.S. G.P.O., 1984. 

ix, 95 p. : ill, forms ; 28 cm.— (Issues and practices) 
“March 1984.” Includes bibliographical references. @lItem 
718-A-7 S/N 027-000-01194-2 @ GPO $4.50 

1. Pre-trial release — United States. 2. Pre-trial proce- 
dure — United States. I. Lewin, Bonnie. II. Levine, Marga- 
ret J. III. National Institute of Justice (U.S.). Office of De- services. 2. Industrial statistics. 3. Consumer price index- 
velopment, Testing, and Dissemination. IV. Abt Associates. es — United States. I. United States. Bureau of Labor Statis- 
V. Title. VI. Series: Issues and practices in criminal justice. tics. II. Title: B.L.S. handbook of methods. III. Series: Bul- 
OCLC 10985002 letin (United States. Bureau of Labor Statistics) ; 2134-2. 

OCLC 09180068 


84-21247 
L 2,3:2134-2 
BLS handbook of methods. — Washington, D.C. : U.S. Dept. of 
Labor, Bureau of Labor Statistics : For sale by the Supt. of 
Docs., U.S. G.P.O., 1982- 

v. : forms ; 28 cm.— (Bulletin ; 2134-2) “April 1984”— 
Vol.2. Vol.2: The consumer price index. Includes bibliog- 
taphies. @lItem 768-A-1 S/N 029-001-02795-8 (v.2) @ 
GPO $2.00 (v.2) 


1. Labor and laboring classes — United States — Statistical 


UNITED STATES COURT OF 
INTERNATIONAL TRADE 
1 Federal Plaza, New York, NY 10007 


84-21244 


84-21248 


L 2.3:2195 
Injuries resulting from falls from elevations. — Washington, 
D.C. : U.S. Dept. of Labor, Bureau of Labor Statistics : For 
sale by the Supt. of Docs., U.S. G.P.O., [1984] 


United States Court of International Trade reports : cases Vo 20.p.5 Mi. forme ; 25 cans. oeitati.; 2199) . “dans 

e : * 

adjudged in the United States Court of International Trade. — @liem_ 768-A-1 S/N 029-001-02813-0 @ GPO 

Washington, D.C. : The Court : F le by the Supt. of . : ; 

Sie Ue. etic 1982. Supt. a eo wlhgg Prt GPO. ’ 1. Falls (Accidents) — United States — Statistics. 2. Indus- 

Washington, D.C. 20402 trial accidents — United States — Statistics. I. United States. 
v.; 24cm. Bureau of Labor Statistics. II. Series: Bulletin (United 
Semiannual States. Bureau of Labor Statistics) ; 2195. OCLC 10972392 


$11.00 
Vol. 1 (Nov. 1980-June 1981)- Vol. 4, July-Dec. 1982, 8421249 
@ltem 736 S/N 028-003-00052-8 ISSN 0740-9540 Contin- 
ues: United States. Customs Court. United States Customs 
Court reports 

1. Tariff— Law and legislation — United States — Cases. 
2. ae a Cea e a a z ao v, 23 p. : ill, forms ; 28 cm.— (Bulletin ; 2203) “June 
eign trade regulation — Unite tates — Cases. I. itle. ” A. 
KF6655.A2U54 83-646501 347.73/28 [347.30728 ¢2 19] pe Sree Et: SAN EE DSS 
Se eae 1. Logging — United States — Accidents — Statistics. 2. 
Industrial accidents — United States — Statistics. I. United 
States. Bureau of Labor Statistics. II. Series: Bulletin 
(United States. Bureau of Labor Statistics) ; 2203. OCLC 
10994916 


Ju 9.5/2:4 
United States. Court of International Trade. 


L 2.3:2203 
Injuries in the logging industry.— Washington, D.C. : U.S. 
Dept. of Labor, Bureau of Labor Statistics : For sale by the 
Supt. of Docs., U.S. G.P.O, 1984. 


LABOR STATISTICS BUREAU 
Labor Dept. 
Washington, DC 20212 


84-21245 


L 2.2:C 33/3 — 


L 2.3:2213 
Employee benefits in medium and large firms /U.S. Department 


Moye, William T. 
BLS centennial album /U.S. Department of Labor, Bureau 


of Labor Statistics. — Washington, D.C. : The Bureau, 1984. 


[16] p. : ill, ports. ; 28 cm. Cover title. “June 1984.” 
@ltem 769 


of Labor, Bureau of Labor Statistics. Washington, D.C. : The 
Bureau : For sale by the Supt. of Docs., U.S. G.P.O., Supt. 
of Docs. U.S. Govt. Print. Off., Washington, D.C. 20402 

v. ; 28 cm. (Bulletin / U.S. Department of Labor, Bureau 


1. United States. Bureau of Labor Statistics. I. United of Labor Statistics ; 2213) 

States. Bureau of Labor Statistics. II. Title. III. Title: Annual 

B.L.S. centennial album. OCLC 10966116 $3.00 1983. Description based on: 1982. @Item 768-A-1 
84-21246 S/N 029-001-02816-4 ISSN 0748-2663 

1. Employee fringe benefits — United States — Statistics — 
Periodicals. 2. Business enterprises — United States — Em- 
ployees — Statistics — Periodicals. I. United States. Bureau 

1 v. (various pagings) : forms ; 28 cm. Cover title. ‘De- of Labor Statistics. II. Series: Bulletin (United States. 
cember 1983.” Includes bibliographical references. @lItem Bureau of Labor Statistics) ; 2213. PAR 84-645409 
769 OCLC 08740050 


L 2.2:P 41 
Employer perception survey of 1981. —[Washington, D.C.?] : 
U.S. Dept. of Labor, Bureau of Labor Statistics, 1983. 
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Labor Statistics Bureau — Labor Dept. 


84-21251 (United States. Bureau of Labor Statistics) ; 3025-16. 
HD8051.A62  subser 1 -66000089 //r812 331.297946 


OCLC 02505779 


L 2.3/2:3025-14 
Area wage survey.Norfolk-Virginia Beach-Portsmouth, Virgin- 
ia-North Carolina, metropolitan area / U.S. Department of 
Labor, Bureau of Labor Statistics. Washington, D.C. : The 
Bureau : For sale by the Supt. of Docs., U.S. G.P.O., Supt. 
of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 


84-21254 
L 2.3/2:3025-17 
Area wage survey.Houston, Texas, metropolitan area / U.S. 


v. ; 20 x 26 cm. (Bulletin / U.S. Department of Labor, 
Bureau of Labor Statistics ; 3025-14) 

$88.00 (U.S., annual subscription) $110.00 (foreign) single 
copies vary in price Title from cover. Previously classed: 
L 2.3: May 1984. Description based on: 1981. Vols. for 
(1984-) distributed to depository libraries in microfiche. 
@ltem 768-B-46 (microfiche) S/N 029-001-81004-1 ISSN 
0360-9596 Continues in part: Area wage survey. Norfolk- 
Virginia Beach-Portsmouth and Newport News-Hampton, 
Virginia, metropolitan area 

1. Wages — Virginia — Norfolk Metropolitan Area — Sta- 
tistics — Periodicals. 2. Wages — Virginia — Virginia Beach 
Metropolitan Area — Statistics — Periodicals. 3. Wages — 
Virginia — Portsmouth Metropolitan Area — Statistics — 
Periodicals. I. United States. Bureau of Labor Statistics. 
II. Series: Bulletin (United States. Bureau of Labor Statistics) 
; 3025-14. HD4976.N85A35 75-649954 //r812 331.2/ 
9755/5 OCLC 02245139 


84-21252 


L 2.3/2:3025-15 
Area wage survey.San Jose, California, metropolitan area / U.S. 
Department of Labor, Bureau of Labor Statistics. Washing- 
ton, D.C. : The Bureau : For sale by the Supt. of Docs., U.S. 
G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 

v. ; 21 x 28 cm. (Bulletin / U.S. Department of Labor, 
Bureau of Labor Statistics ; 3025-15) 

Annual 

$88.00 (U.S., annual subscription) $110.00 (foreign) single 
copies vary in price 

Began Sept. 1965. Title from cover. Previously classed: 
L 2.3: Mar. 1984. Description based on: 1981. Vols. for 
(1984-) distributed to depository libraries in microfiche. 
@ltem 768-B-05 (microfiche) S/N 029-001-81004-1 ISSN 
0197-436X Continues in part: Occupational wage survey 

1. Wages — California— San Jose Metropolitan Area — 
Statistics — Periodicals. I. United States. Bureau of Labor 
Statistics. II. Series: Bulletin (United States. Bureau of 
Labor Statistics) ; 3025-15. HD8051.A62 subser 1 -66000054 
//t812 = 331.2/9794/74 OCLC 02505738 


Department of Labor, Bureau of Labor Statistics. Washing- 
ton, D.C. : The Bureau : For sale by the Supt. of Docs., U.S. 
G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 

v. ; 22 x 28 cm. (Bulletin / U.S. Department of Labor, 
Bureau of Labor Statistics ; 3025-17) 

Annual 

$88.00 (U.S., annual subscription) $110.00 (foreign) single 
copies vary in price 

Began with 1966. Title from cover. Previously classed: 
L 2.3: May 1984. Description based on: 1981. Vols. for 
(1984-) distributed to depository libraries in microfiche. 
@item 768-B-43 (microfiche) S/N 029-001-81004-1 ISSN 
0197-4394 Continues in part: Occupational wage survey 

1. Wages — Texas — Houston Metropolitan Area — Statis- 
tics — Periodicals. I. United States. Bureau of Labor Statis- 
tics. II. Series: Bulletin (United States. Bureau of Labor Sta- 
tistics) ; 3025-17. HD8051.A62 subser 66-062759 //r812 
331.29764235 OCLC 02504756 


84-21255 


L 2.3/2:3025-18 


Area wage survey.Atlanta, Georgia, metropolitan area / U.S. 


Department of Labor, Bureau of Labor Statistics. Washing- 
ton, D.C. : The Bureau : For sale by the Supt. of Docs., U.S. 
G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 

v. ; 22 x 28 cm. (Bulletin / U.S. Department of Labor, 
Bureau of Labor Statistics ; 3025-18) 

Annual 

$88.00 (U.S., annual subscription) $110.00 (foreign) single 
copies vary in price 

Began with 1966. Title from cover. Previously classed: 
L 2.3: May. 1984. Description based on: 1981. Vols. for 
(1984-) distributed to depository libraries in microfiche. 
@ltem 768-B-10 (microfiche) S/N 029-001-81004-1 ISSN 
0197-4432 Continues in part: Occupational wage survey 

1. Wages — Georgia — Atlanta Metropolitan Area — Statis- 
tics — Periodicals. I. United States. Bureau of Labor Statis- 


tics. II. Series: Bulletin (United States. Bureau of Labor Sta- 
tistics) ; 3025-18. HD8051.A62 subser 1 -66000140 //r812 
331.2/9758/231 OCLC 02504897 


84-21253 
L 2.3/2:3025-16 
Area wage survey.San Francisco-Oakland, California, metropol- 


itan area / U.S. Department of Labor, Bureau of Labor Sta- 84-21256 


tistics. Washington, D.C. : The Bureau : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 

v. ; 21 x 28 cm. (Bulletin / U.S. Department of Labor, 
Bureau of Labor Statistics ; 3025-16) 

Annual 

$88.00 (U.S., annual subscription) $110.00 (foreign) single 
copies vary in price 

Began with 1966. Title from cover. Previously classed: 
L 2.3: Mar. 1984. Description based on: 1981. Vols. for 
(1984-) distributed to depository libraries in microfiche. 
@ltem 768-B-05 (microfiche) S/N 029-001-81004-1 ISSN 
0197-4351 Continues in part: Occupational wage survey 

1. Wages —California—San Francisco Metropolitan 
Area — Statistics — Periodicals. 2. Wages — California — 
Oakland Metropolitan Area — Statistics — Periodicals. I. 
United States. Bureau of Labor Statistics. II. Series: Bulletin 
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L 2.3/2:3025-19 


Area wage survey.Greenville-Spartanburg, South Carolina, met- 


ropolitan area / U.S. Department of Labor, Bureau of Labor 
Statistics. Washington, D.C. : The Bureau : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. ; 21 x 28 cm. (Bulletin / U.S. Department of Labor, 
Bureau of Labor Statistics ; 3025-19) 

Annual 

$88.00 (U.S., annual subscription) $110.00 (foreign) single 
copies vary in price 

June 1975- Title from cover. Previously classed: L 2.3: 
June 1984. Vols. for (1984-) distributed to depository librar- 
ies in microfiche. @lItem 768-B-40 (microfiche) S/N 029- 
001-81004-1 ISSN  0361-655X Continues: Area wage 
survey. The Greenville, South Carolina, metropolitan area 
Continues in part: Occupational wage survey 





1. Wages— South Carolina— Greenville Metropolitan 
Area — Statistics — Periodicals. 2. Wages— South Caroli- 
na — Spartanburg Metropolitan Area — Statistics — Periodi- 
cals. I. United States. Bureau of Labor Statistics. II. Series: 
Bulletin (United States. Bureau of Labor Statistics) ; 3025-19. 
HD4976.G7U53a 76-642021 //r812 331.2/9757/2 OCLC 
02247097 


84-21257 


L 2.3/2:3025-20 
Area wage survey.San Antonio, Texas, metropolitan area / U.S. 
Department of Labor, Bureau of Labor Statistics. Washing- 
ton, D.C. : The Bureau : For sale by the Supt. of Docs., U.S. 
G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 

v. ; 22 x 28 cm. (Bulletin / U.S. Department of Labor, 
Bureau of Labor Statistics ; 3025-20) 

Annual 

$88.00 (U.S., annual subscription) $110.00 (foreign) single 
copies vary in price 

Began with 1966. Title from cover. Previously classed: 
L 2.3: May 1984. Description based on: 1981. Vols. for 
(1984-) distributed to depository libraries in microfiche. 
@ltem 768-B-43 (microfiche) S/N 029-001-81004-1 ISSN 
0197-4343 Continues in part: Occupational wage survey 

1. Wages —Texas—San Antonio Metropolitan Area — 
Statistics — Periodicals. I. United States. Bureau of Labor 
Statistics. II. Series: Bulletin (United States. Bureau of 
Labor Statistics) ; 3025-20. HD8051.A62 subser 1 -66000152 
//t812 331.29764351 OCLC 02514689 


84-21258 


L 2.3/2:3025-21 
Area wage survey.Milwaukee, Wisconsin, metropolitan area / 
U.S. Department of Labor, Bureau of Labor Statistics. Wash- 
ington, D.C. : The Bureau : For sale by the Supt. of Docs., 
U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C. 20402 

v. ; 21 x 28 cm. (Bulletin / U.S. Department of Labor, 
Bureau of Labor Statistics ; 3025-21) 

Annual 

$88.00 (U.S., annual subscription) $110.00 (foreign) single 
copies vary in price 

Began with 1966. Title from cover. Previously classed: 
L 2.3: May 1984. Description based on: 1981. Vols. for 
(1984-) distributed to depository libraries in microfiche. 
@ltem 768-A-49 (microfiche) S/N 029-001-81004-1 Contin- 
ues in part: Occupational wage survey 

1. Wages — Wisconsin — Milwaukee Metropolitan Area — 
Statistics — Periodicals. I. United States. Bureau of Labor 
Statistics. II. Series: Bulletin (United States. Bureau of 
Labor Statistics) ; 3025-21. OCLC 02237025 


84-21259 


L 2.3/4:984-85 
Occupational outlook handbook /U.S. Department of Labor, 
Bureau of Labor Statistics. Washington, D.C. : The Bureau ; 
For sale by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., 
U.S. Govt. Print. Off., Washington, D.C. 20402 

v. : ill. ; 28 cm. (Bulletin / U.S. Department of Labor, 
Bureau of Labor Statistics ; 2205) 

Biennial 1959- 

Irregular 1949-1957 

$8.50 

Began with 1949. Issues prior to 1982-83 ed. were classed: 
L 2.3: 1984-85 ed. Description based on: 4th (1959 ed.) 
@ltem 768-C-2 S/N 029-001-02765-6 Has supplement: Oc- 
cupational projections and training data ISSN 0273-382X 
1982- 

1. Labor supply — United States — Periodicals. 
States — Occupations — Periodicals. 3. 


2. United 
Vocational guid- 


Government Publications — October 1984 


ance — United States — Periodicals. 
of Labor Statistics. II. Series: 
Bureau of Labor Statistics) ; 2205. 


I. United States. Bureau 
Bulletin (United States. 
OCLC 01773253 


84-21260 
L 2.71:706 
Rosskopf, Ilma. 

Evaluating your firm's injury & illness record, 1982 : manu- 
facturing industries. — Washington, D.C. : U.S. Dept. of 
Labor, Bureau of Labor Statistics, 1984. 

i, 29 p. : 1 map ; 21 cm.— (Report ; 706) Cover title. 
“April 1984.” @Item 768-G 

1. Industrial accidents — United States — Statistics. 
cupational diseases — United States — Statistics. 
hygiene — United States — Statistics. I. United States. 
Bureau of Labor Statistics. II. Title. III. Series: Report 
(United States. Bureau of Labor Statistics) ; 706. OCLC 
10984543 


2. Oc- 
3. Industrial 


OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


84-21261 
L 35.6/2:3071 
Job hazard analysis : a tool to a safer, more healthful work- 
place. — [Washington, D.C.?] : U.S. Dept. of Labor, Occupa- 
tional Safety and Health Administration, [1984] 
[12] p. : ill., forms ; 21 cm. Cover title. “OSHA 3071”— 
Cover. @lItem 766-D 
1. Accidents — Prevention. 
States. Occupational 
OCLC 10994051 


2. Industrial safety. I. United 
Safety and Health Administration. 


84-21262 
L 35.6/2:3080 
Hand and power tools. —[Washington, D.C.?] : U.S. Dept. of 
Labor, Occupational Safety and Health Administration, 1984. 


12 p. : ill. ; 21 cm. 

1. Tools. 2. Power tools. 
States. Occupational 
OCLC 11002362 


“OSHA 3080.” @Item 766-D 
3. Industrial safety. I. United 


Safety and Health Administration. 


EMPLOYMENT AND TRAINING 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20213 


84-21263 
L 37.8/4:D 54 
Interviewing guides for specific disabilities : diabetes. — Wash- 
ington, D.C. : U.S. Dept. of Labor, Employment and Train- 
ing Administration : [For sale by the Supt. of Docs., U.S. 
G.P.O.], 1984. 
20 p. ; 21 cm. “Generalized or systemic diseases.” 
@ltem 756-A S/N 029-014-00216-0 @ GPO $1.25 
1. Employment interviewing — United States. 2. Diabe- 
tes— United States. 3. Diabetics — Employment — United 
States. I. United States. Employment and Training Adminis- 
tration. OCLC 10953167 
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Library of Congress 


LIBRARY OF CONGRESS 
Washington, DC 20540 


Additional entries follow Copyright Office entries. 


84-21264 
LC 1.2:M 39 
Herbert, Rembert. 

Three masters : the stringed instrument collection in the 
Library of Congress /text by Rembert Herbert. — Washing- 
ton, D.C. : The Library of Congress, 1983. 

28 p. : ill. ; 29 cm. Includes bibliographical references. 

1. Stringed instruments, Bowed — Catalogs and collections. 
2. Stringed instruments, Bowed — History. 3. Library of 
Congress — Catalogs and collections. I. Library of Con- 
gress. II. Title. OCLC 10951846 


84-21265 
LC 1.12/2:F 71/5 
Hickerson, Joseph Charles, 1935- 

Folklife and ethnomusicology archives and related collec- 
tions in the United States and Canada /[compiled by Joseph 
C. Hickerson and Kathleen Condon]. — Washington, D.C. : 
Library of Congress, Archive of Folk Culture, 1982. 

13 p.; 28cm. “1/4/82”—P. 13. @Item 785-A 

1. Folk music — United States — Directories. 2. Ethnomu- 
sicology — Directories. 3. Folk music — Canada — Directo- 
ries. 4. Ethnomusicology — Directories. I. Condon, Kath- 
leen. II. Archive of Folk Culture (U.S.) III. Title. OCLC 
09231512 


84-21266 
LC 1.12/2:S1 1 
Recording of slave narratives and related material in the Ar- 
chive of Folk Song : reference tapes. — Washington, D.C. : 
Library of Congress, Archive of Folk Songs, [1981] 

3 p. ; 28 cm. Caption title. Running title: Slave narra- 
tives in AFS. “2/27/81"—P. 3. “LWO 6297”—P. [1] 
@ltem 785-A 

1. Slaves — United States — Biography — Bibliography. 2. 
Afro-Americans — Bibliography. I. Archive of Folk Song 
(U.S.) II. Title: Slave narratives in AFS. OCLC 10985140 


COPYRIGHT OFFICE 
Library of Congress 
Washington, DC 20559 


84-21267 
LC 3.4/2:4/12 
Library of Congress. Copyright Office. 
Copyright fees effective, January 1, 1978. — Washington, 
D.C. : Copyright Office, Library of Congress, 1984. 
[2] p. ; 28 cm.— (Circular ; R4) Caption title. “June 
1984”—P. [2] @ltem 802-A 
1. Copyright — United States. I. Title. II. Series: Circu- 
lar (Library of Congress. Copyright Office) ; R 4. OCLC 
11002422 


84-21268 
LC 3.4/2:15 2/984 
Library of Congress. Copyright Office. 
Duration of copyright. — Washington, D.C. : 
Office, Library of Congress, 1984. 
3, [1] p. ; 28 cm. — (Circular ; R15a) “April 1984”—P. [4] 
@ltem 802-A 
1. Copyright — Duration — United States. I. Title. II. 
Series: Circular (Library of Congress. Copyright Office) ; R 
15a. OCLC 11026911 


Copyright 
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84-21269 


LC 3.4/2:96/9/983-2 
Library of Congress. Copyright Office. 

Warnings of copyright for use by certain libraries and ar- 
chives : [symbol for section] 201.14, 37 C.F.R. — Washington, 
D.C. : Copyright Office, Library of Congress, 1983. 

[2] p. ; 28 cm. — (Circular ; R96, section 201.14) Caption 
title. “October 1983”—P. [2] @lItem 802-A 

1. Copyright — United States. I. Title. II. Title: Warn- 
ings of copyright for use by certain libraries and archives. 
III. Series: Circular (Library of Congress. Copyright Office) ; 
R 96, section 201.14. OCLC 10985959 


84-21270 


LC 3.4/2:96/9/984 
Library of Congress. Copyright Office. 

Warnings of copyright for use by certain libraries and ar- 
chives : [symbol for section] 201.14, 37 C.F.R. — Washington, 
D.C. : Copyright Office, Library of Congress, 1984. 

[2] p. ; 28 cm. — (Circular ; R 96, section 201.14) Caption 
title. “This final regulation with supplementary information 
was published in the Federal Register (42 Fed. Reg. 59264) 
on November 16, 1977.” “Originally published by the Copy- 
right Office as Announcement ML-173.” “April 1984”°—P. 
[2] @lItem 802-A 

1. Copyright — United States. I. Title. II. Series: Circu- 
lar (Library of Congress. Copyright Office) ; R 96, section 
201.14. OCLC 10989801 


84-21271 


LC 3.4/2:96/14/984 
Library of Congress. Copyright Office. 

Notices of termination of transfers and licenses covering 
extended renewal term : [symbol for section] 201.10, 37 
C.F.R. — Washington, D.C. : Copyright Office, Library of 
Congress, 1984. 

[2] p. ; 28 cm. — (Circular ; R 96, section 201.10) Caption 
title. “This final regulation with supplementary information 
was published in the Federal Register (42 Fed. Reg. 45920) 
on September 13, 1977.” “Originally published in the Copy- 
right Office as Announcement ML-161.” “April 1984”°—P. 
[2] @lItem 802-A 

1. Copyright — United States. 2. Copyright licenses — 
United States. 3. Copyright — Transfer — United States. I. 
Title. II. Series: Circular (Library of Congress. Copyright 
Office) ; R 96, section 201.10. OCLC 10985096 


84-21272 


LC 3.4/2:96/16/984 
Library of Congress. Copyright Office. 

Advance notices of potential infringement of works consist- 
ing of sounds, images, or both : [symbol for section] 201.22, 
37 C.F.R. — Washington, D.C. : Copyright Office, Library of 
Congress, 1984. 

[2] p. ; 28 cm. — (Circular ; R 96, section 201.22) Caption 
title. “This final regulation with supplementary information 
was published in the Federal Register (46 Fed. Reg. 28849) 
on May 29, 1981.” “Originally published by the Copyright 
Office as ML-257.” “April 1984”°—P. [2] @lItem 802-A 

1. Copyright — United States. 2. Copyright infringe- 
ment — United States. I. Title. II. Series: Circular (Library 
of Congress. Copyright Office) ; R 96, section 201.22. 
OCLC 10977189 


84-21273 
LC 3.4/2:96/18/984 
Library of Congress. Copyright Office. 
Recordation of certain contracts by cable systems located 
outside of the forty-eight contiguous states : [symbol for sec- 





tion} 201.12, 37 C.F.R.— Washington, D.C. 
Office, Library of Congress, 1984. 

[2] p. ; 28 cm. — (Circular ; R96, section 201.12) Caption 
title. “April 1984”"—P. [2] @lItem 802-A 

1. Copyright — United States. I. Title. II. Title: Recor- 
dation of certain contracts by cable systems located outside of 
the forty-eight contiguous states. III. Series: Circular (Li- 
brary of Congress. Copyright Office) ; R 96, section 201.12. 
OCLC 10985909 


84-21274 


: Copyright 


LC 3.4/2:96/19/984 
Library of Congress. Copyright Office. 

Material not subject to copyright : [symbol for section] 
202.1, 37 C.F.R. — Washington, D.C. : Copyright Office, Li- 
brary of Congress, 1984. 

[2] p. ; 28 cm. — (Circular ; R 96, section 202.1) Caption 
title. “This final regulation with supplementary information 
was published in the Federal Register (24 Fed. Reg. 4956) on 
June 18, 1959, and amended on February 1, 1973 (38 Fed. 
Reg. 3045)” “Previously published by the Copyright Office 
as Announcement ML-93.” “April 1984°—P. [2] @lItem 
802-H 

1. Copyright — United States. I. Title. II. Series: Circu- 
lar (Library of Congress. Copyright Office) ; R 96, section 
202.1. OCLC 10977172 


84-21275 
LC 3.4/2:96/20/984 
Library of Congress. Copyright Office. 
Corrections and amplifications of copyright registrations; 
applications for supplementary registration : [symbol for sec- 
Copyright 


tion] 201.5, 37 C.F.R.— Washington, D.C. 
Office, Library of Congress, 1984. 
[2] p. ; 28 cm. — (Circular ; R 96, section 201.5) Caption 


title. “This interim regulation with supplementary informa- 
tion was published in the Federal Register (43 Fed. Reg. 773) 
on January 4, 1978.” “Previously published by the Copy- 
right Office as Announcement ML-187.” “April 1984”°—P. 
[2] @ltem 802-A 

1. Copyright — United States. I. Title. II. Series: Circu- 
lar (Library of Congress. Copyright Office) ; R 96, section 
201.5. OCLC 10985091 


84-21276 
LC 3.4/2:96/21 
Library of Congress. Copyright Office. 

Communications with the Copyright Office, information 
given by the Copyright Office : [symbol for section] 201.1, 
201.2, 37 C.F.R. — Washington, D.C. : Copyright Office, Li- 
brary of Congress, 1983. 

[2] p. ; 28 cm.— (Circular ; R96, sections 201.1, 201.2) 
Caption title. ‘These final regulations were published with 
supplementary material in the Federal Register (42 Fed. Reg. 
2962) on January 14, 1977. They were published earlier in the 
Federal Register (24 Fed. Reg. 4955) on June 18, 1959, and as 
amended (32 Fed. Reg. 9315) on June 30, 1967”—P.[1] 
“Printed by the Copyright Office in Announcement ML- 
139"—P. [1] “September 1983”—P. [2] @lItem 802-A 

1. Copyright — United States. I. Title. II. Title: Commu- 
nications with the Copyright Office. III. Title: Information 
given by the Copyright Office. IV. Series: Circular (Library 
of Congress. Copyright Office) : R 96, sections 201.1, 201.2. 
OCLC 10985655 


84-21277 
LC 3.4/2:96/22 
Library of Congress. Copyright Office. 
Recordation of agreements between copyright owners and 
public broadcasting entities : [symbol for section] 201.9, 37 


Government Publications — October 1984 


C.P.R. — Washington, D.C. : Copyright Office, Library of 
Congress, 1983. 

[2] p. ; 28 cm. — (Circular ; R96, section 201.9) Caption 
title. “September 1983"—P. [2] @lItem 802-A 

1. Copyright — United States. I. Title. II. Title: Recor- 
dation of agreements between copyright owners and public 
broadcasting entities. III. Series: Circular (Library of Con- 
gress. Copyright Office) ; R 96, section 201.9. OCLC 
10985936 


84-21278 
LC 3.4/2:96/23 
Library of Congress. Copyright Office. Licensing Division. 

Recordation and certification of coin-operated phonorecord 
players : [symbol for section] 201.16, 37 C.F.R.. — Washing- 
ton, D.C. : Copyright Office, Library of Congress, Licensing 
Division, 1983. 

5, [1] p. ; 28 cm.— (Circular ; R 96, section 201.16) 
Caption title. “This final regulation with supplementary in- 
formation was published in the Federal Register (47 Fed. 
Reg. 25005) on June 9, 1982.” ‘Published by the Copyright 
Office in Announcements ML-181, 214, 216, and 281.” “Sep- 
tember 1983”—P. [6] @ltem 802-A 

1. Copyright — United States. 2. Jukeboxes — Licenses — 
United States. I. Title. II. Series: Circular (Library of 


Congress. Copyright Office) ; R 96, section 201.16. OCLC 
10985040 


84-21279 
LC 3.4/2:96/24 
Library of Congress. Copyright Office. Licensing Division. 

Statements of account covering compulsory licenses for 
secondary transmissions by cable systems : [symbol for sec- 
tion} 201.17, 37 C.F.R.— Washington, D.C. : Copyright 
Office, Library of Congress, Licensing Division, 1983. 

5, [1] p. ; 28 cm.— (Circular ; R 96, section 201.17) 
Caption title. ‘This final regulation was first published with 
supplementary information in the Federal Register (43 Fed. 
Reg. 958) on January 5, 1978.” “Originally published in the 
Copyright Office in Announcements ML-189, 207, 239, and 
279.” “September 1983”—P. [6] @lItem 802-A 

1. Copyright— United States. 2. Broadcasting — Li- 
censes — United States. I. Title. II. Series: Circular (Li- 
brary of Congress. Copyright Office) ; R 96, section 201.17. 
OCLC 10985048 


84-21280 
LC 3.4/2:96/25 
Library of Congress. Copyright Office. Licensing Division. 
Royalties and statements of account under compulsory li- 
cense for making and distributing phonorecords of nondrama- 
tic musical works : [symbol for section] 201.19, 37 C.F.R. — 
Washington, D.C. : Copyright Office, Library of Congress, 
Licensing Division, 1983. 
7, [1] p. ; 28 cm.— (Circular ; R 96, section 201.19) 
Caption title. “September 1983”—P. [8] @ltem 802-A 
1. Copyright — Sound recordings— United States. I. 
Title. II. Series: Circular (Library of Congress. Copyright 
Office) ; R 96, section 201.19. OCLC 10976624 


84-21281 
; LC 3.4/2:96/26 
Library of Congress. Copyright Office. 

Pictorial, graphic, and sculptural works : [symbol for sec- 
tion] 202.10, 37 C.F.R.— Washington, D.C. : Copyright 
Office, Library of Congress, 1983. 

[2] p. ; 28 cm. — (Circular ; R 96, section 202.10) Caption 
title. ‘September 1983”—P. [2] @ltem 802-A 
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Library of Congress 


1. Copyright — Art — United States. I. Title. II. Series: 
Circular (Library of Congress. Copyright Office) ; R 6, 
section 202.10. OCLC 10976637 


84-21282 
LC 3.4/2:96/28/984 
Library of Congress. Copyright Office. Licensing Division. 

Notice of intention to obtain a compulsory license for 
making and distributing phonorecords of nondramatic musical 
works : [symbol for section] 201.18, 37 C.F.R. — Washington, 
D.C. : Copyright Office, Library of Congress, Licensing Di- 
vision, 1984. 

[2] p. ; 28 cm. — (Circular ; R 96, section 201.18) Caption 
title. “This final regulation with supplementary information 
was published in the Federal Register (45 Fed. Reg. 79045) 
on November 28, 1980.” “Originally published by the Copy- 
right Office as Announcement ML-249.” “April 1984”°—P. 
[2] @ltem 802-A 

1. Copyright — Phonorecords — United States. I. Title. 
II. Series: Circular (Library of Congress. Copyright Office) ; 
R 96, section 201.18. OCLC 10977180 


84-21283 
LC 3.4/2:96/29 
Library of Congress. Copyright Office. 

Freedom of Information Act : policies and procedures : 
203, 37 C.F.R. — Washington, D.C. : Copyright Office, Li- 
brary of Congress, 1984. 

[4] p. ; 28 cm. — (Circular ; R 96, pt. 203) Caption title. 
“This final regulation with supplementary information was 
published as amended in the Federal Register (47 Fed. Reg. 
36820) on August 24, 1982.” ‘Previously published on Janu- 
ary 4, 1978, in the Federal Register (43 Fed. Reg. 774) and in 
the Copyright Office in ML-188 and ML-288.” “February 
1984”—P. [4] @ltem 802-A 

1. Copyright — United States. 2. Freedom of informa- 
tion — United States. I. Title. II. Series: Circular (Library 
of Congress. Copyright Office) ; R 96, pt. 203. OCLC 
10985084 


84-21284 
LC 3.4/2:96/30 
Library of Congress. Copyright Office. 

Privacy act, policies and procedures : 204, 37 C.F.R. — 
Washington, D.C. : Copyright Office, Library of Congress, 
1984. 

3, [1] p. ; 28 cm.— (Circular ; R 96, pt. 204) Caption 
title. “February 1984”—P. [4] @lItem 802-A 

1. Library of Congress. Copyright Office. 2. Public 
records — United States— Access control. I. Title. II. 
Series: Circular (Library of Congress. Copyright Office) ; R 
96, pt. 204. OCLC 10976612 


84-21285 
LC 3.4/2:96/31 
Library of Congress. Copyright Office. 

Payment and refund of Copyright Office fees : [symbol for 
section] 201.6, 37 C.F.R.— Washington, D.C. : Copyright 
Office, Library of Congress, 1984. 

[2] p. ; 28 cm. — (Circular ; R96, section 201.6) Caption 
title. “This regulation with supplementary information was 
published in the Federal Register as a final regulation on June 
18, 1959 (24 Fed. Reg. 4955) and republished as amended on 
May 7, 1981 (46 Fed. Reg. 25442)"—P. [1] “Originally pub- 
lished by the Copyright Office as Announcement ML-256”— 
P. [1] “March 1984”"—P. [2] @ltem 802-A 

1. Copyright — United States. I. Title. II. Title: Payment 
and refund of Copyright Office fees. III. Series: Circular 
(Library of Congress. Copyright Office) ; R 96, section 201.6. 
OCLC 10985721 
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84-21286 
LC 3.4/2:96/32 
Library of Congress. Copyright Office. 

Voluntary license to permit reproduction of nondramatic 
literary works solely for use of the blind and physically 
handicapped : [symbol for section] 201.15, 37 C.F.R. — Wash- 
ington, D.C. : Copyright Office, Library of Congress, 1984. 

[2] p. ; 28 em. — (Circular ; R 96, section 201.15) Caption 
title. ‘This regulation, as amended, and with supplementary 
information was published in the Federal Register (45 Fed. 
Reg. 13073) on February 28, 1980.” “Originally published 
by the Copyright Office as ML-233.” “March 1984”—P. [2] 
@ltem 802-A 

1. Copyright — United States. 2. Copyright licenses — 
United States. I. Title. II. Series: Circular (Library of 
Congress. Copyright Office) ; R 96, section 201.15. OCLC 
10989796 


84-21287 
LC 3.4/2:105/2 
In answer to your query : copyright registration of music. — 
Washington, D.C. : Copyright Office, Library of Congress, 
1984. 
[2] p. ; 28 cm. Caption title. 
“RFL 105.” @Item 802-A 
1. Copyright — Music — United States. 
gress. Copyright Office. 
music. OCLC 10953758 


“February 1984”—P. [1] 


I. Library of Con- 
II. Title: Copyright registration of 


84-21288 
LC 3.4/2:106 
In answer to your query : copyright registration of poetry. — 
Washington, D.C. : Copyright Office, Library of Congress, 
1983. 
[2] p. ; 28 cm. Caption title. 
“RFL 106.” @Item 802-A 
1. Copyright — United States. I. 
Copyright Office. 
OCLC 10953754 


“December 1983”—P. [1] 


Library of Congress. 
II. Title: Copyright registration of poetry. 


84-21289 
LC 3.4/2:109/2 
In answer to your query : copyright registration of books, 
manuscripts, and speeches. — Washington, D.C. : Copyright 
Office, Library of Congress, 1983. 
[2] p. ; 28 cm. Caption title. ‘December 1983”—P. [1] 
“RFL 109”"—P. [1] @lItem 802-A 
1. Copyright — United States. I. Library of Congress. 
Copyright Office. II. Title: Copyright registration of books, 
manuscripts, and speeches. OCLC 10985201 


LIBRARY OF CONGRESS 
Washington, DC 20540 


84-21290 
LC 17.9:M 42 
Honda, Shojo, 1929- 

Pre-Meiji works in the Library of Congress : Japanese 
mathematics /compiled by Shojo Honda. — Washington : Li- 
brary of Congress, 1982. 

vii, 64 p. ; 28 cm. — (Asian Division bibliographic series ; 
no. 1) Includes index. @lItem 806-G-1 ISBN 0-8444-0392- 

1. Mathematics, Japanese — Bibliography. I. Library of 
Congress. II. Title. III. Series. Z6651.H66 1982 81- 
023685 [QA27.J3] 016.51 ¢2 19 OCLC 08171025 





84-21291 


LC 19,4/2:84-4 


Redmond, Linda. 


Guide to spoken-word recordings : general nonfiction. — 
Washington, D.C. : National Library Service for the Blind 
and Physically Handicapped, Library of Congress, 1983. 

42, [1] p. ; 28 cm. — (Reference circular ; no. 84-4) Cap- 
tion title. ‘December 1983.” @ltem 806-A-11 

1. Talking books — Bibliography. 2. Sound recordings — 
Bibliography. I. Library of Congress. National Library 
Service for the Blind and Physically Handicapped. II. Title. 
III. Series. OCLC 11002349 


84-21292 


LC 19.11:84-1 
Redmond, Linda. 

Mobility and mobility aids for visually handicapped individ- 
uals. — Washington, D.C. : National Library Service for the 
Blind and Physically Handicapped, The Library of Congress, 
1984. 

40 p. ; 28 cm. — (Bibliography (Library of Congress. Na- 
tional Library Service for the Blind and Physically Handi- 
capped)) “February 1984.” “No. 84-1.” @lItem 806-A-13 

1. Blind — Orientation and mobility — Bibliography. I. Li- 
brary of Congress. National Library Service for the Blind and 
Physically Handicapped. II. Title. III. Series. OCLC 
11041746 


NATIONAL LABOR RELATIONS BOARD 
Washington, DC 20570 


84-21293 


LR 1.8:266 
United States. National Labor Relations Board. 

Decisions and orders of the National Labor Relations 
Board. Washington : The Board : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24-27 cm. 

$23.00 

Began with Dec. 7, 1935/July 1, 1936. Vol. 266, Dec. 29, 
1982 through Aug. 4, 1983. Description based on: Vol. 238 
(Sept. 2 through Oct. 12, 1978) Indices: Table of cases 
decided: Vols. 1-41, Dec. 7, 1935-June 30, 1942, in v. 41; 
Vols. 1-74, Dec. 7, 1935-Aug. 21, 1947. 1 v.; Vols. 75-104, 
Aug. 22, 1947-May 27, 1953. 1 v.; Vols. 105-150, May 22, 
1953-Feb. 12, 1965. 1 v.; Vols. 147-223, May 16, 1964-May 21, 
1976. @lItem 826 S/N 031-000-00247-8 Continues: United 
States. National Labor Relations Board. Decisions of the Na- 
tional Labor Relations Board Related records: Classified 
index of National Labor relations Board decisions and related 
court decisions ISSN 0092-4962 

1. Labor laws and legislation — United States — Cases. I. 
Title. LAW 37-026136 //r555 331.154 OCLC 01768562 


NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION 
Washington, DC 20546 


84-21294 


NAS 1.2:So 4/2 
International Solar-Terrestrial Physics Program : a plan for the 
core spaceflight missions. —[Washington, D.C.?] : National 
Aeronautics and Space Administration, [19847] 

21 p. : ill. (some col.) ; 28 cm. Cover title. “ESA, ISAS, 
NASA.” Bibliography: p. 21. @lItem 830-C 

1. Sun —\™servations. 2. Geophysics — Observations. I. 
United States. National Aeronautics and Space Administra- 
tion. II. European Space Agency. III. Uchu Kagaku Ken- 
kyujo (Japan) OCLC 10985065 
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84-21295 
NAS 1.12/7:400-230 
Voyager at Neptune and Triton, 1989. — Pasadena, Calif. : Na- 
tional Aeronautics and Space Administration, Jet Propulsion 
Laboratory, California Institute of Technology ; [Washington, 
D.C. : Supt. of Docs., U.S. G.P.O., distributor, 1984] 
[14] p. : ill. (some col.) ; 22 cm. Cover title. “JPL 400- 
230 5/84”°—P. [4] of cover. @lItem 830-H-9 S/N 033-000- 
00919-4 @ GPO $1.50 
1. Neptune (Planet) 2. Project Voyager. I. Jet Propul- 
sion Laboratory (U.S.) OCLC 11027049 


84-21296 
NAS 1.13/2:557/x 

Structure and properties of heat-resistant metals and alloys 
Struktura i svoistva zharoprochnykh metallicheskikh materia- 
lov /M.V. Pridantsev, editor ; translated [by Ch. Nisenbaum ; 
edited by D. Slutzkin]. — Jerusalem : Israel Program for Sci- 
entific Translations ; Springfield, Va. : Available from the 
U.S. Dept. of Commerce, Clearinghouse for Federal Scientif- 
ic and Technical Information, c1970. 

viii, 371 p. : ill. ; 24 cm.— (NASA TT ; F-557) At head 
of title: Academy of Sciences of the USSR. A.A. Baikov 
Institute of Metallurgy. “Published pursuant to an agreement 
with the National Aeronautics and Space Administration and 
the National Science Foundation”—T.p. verso. Previous ed.: 
Izdatel’stvo Nauka, Moskva, 1967. Includes bibliographies. 
“TT 69-55020”—T.p. verso. 

1. Heat resistant alloys — Addresses, essays, lectures. 2. 
Steel, Heat resistant — Addresses, essays, lectures. I. Pri- 
dantsev, M. V. (Mikhail Vasilevich) II. Nisenbaum, Ch. 
III. Slutzkin, D. IV. Institut metallurgii im. A.A. Baikova. 
V. United States. National Aeronautics and Space Adminis- 
tration. VI. National Science Foundation (U.S.) VII. 
Series: NASA technical translation ; F-557. TN693.H4S813 
70-607061 //r71 669.9/5 OCLC 00120312 


84-21297 
NAS 1.19:182 
United States. National Aeronautics and Space Administration. 

NASA, the first 25 years, 1958-1983 : a resource for teach- 
ers : a curriculum project. — Washington, D.C. : NASA : For 
sale by the Supt. of Docs., U.S. G.P.O., 1983. 

132 p. : ill. (some col.) ; 28 cm.— (EP ; 182) “25th 
anniversary, 1958-1983”—P. [4] of cover. @lItem Item 830- 
G_ S/N 033-000-00909-7 @ GPO $8.00 

1. United States. National Aeronautics and Space Adminis- 
tration — Study and teaching. 2. Space sciences — United 
States — Study and teaching. I. Title. II. Series: NASA EP 
; 182. OCLC 10963191 


84-21298 
NAS 1.26:3792 
Goldberg, Uriel C. 

Scaling and modeling of three-dimensional, end-wall, turbu- 
lent boundary layers /Uriel C. Goldberg and Eli Reshotko ; 
prepared for Lewis Research Center. — Washington, D.C. : 
National Aeronautics and Space Administration, Scientific 
and Technical Information Branch ; Springfield, Va. : For 
sale by the National Technical Information Service, 1984. 

viii, 126 p. : ill. ; 28 cm.— (NASA contractor report ; 
3792) “Case Western Reserve University.” Distributed to 
depository libraries in microfiche. “June 1984”—Cover. In- 
cludes bibliographical references. Contract No.: NAG3-270. 
STAR category 34. @lItem 830-H-14 (microfiche) 

1. Turbulent boundary layer — Mathematical models. I. 
Reshotko, Eli. II. Lewis Research Center. Ili. United 
States. National Aeronautics and Space Administration. Scien- 
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National Credit Union Administration 


tific and Technical Information Branch. IV. Case Western 
Reserve University. V. Title. VI. Series. OCLC 10984600 


84-21299 


NAS 1.26:3793 

Dynamics of planetary gear trains /R. August ... [et al.] ; pre- 
pared for Lewis Research Center. — Washington, D.C. : Na- 
tional Aeronautics and Space Administration, Scientific and 
Technical Information Branch ; Springfield, Va. : For sale by 
the National Technical Information Service, 1984. 

iv, 228 p. : ill. ; 28 cm.— (NASA contractor report ; 3793) 
“Cleveland State University.” Distributed to depository li- 
braries in microfiche. “June 1984”—Cover. Includes biblio- 
graphical references. Contract No.: NAG3-186. STAR cat- 
egory 37. @ltem 830-H-14 (microfiche) 

1. Gearing, Planetary. I. August, R. II. Lewis Research 
Center. III. United States. National Aeronautics and Space 
Administration. Scientific and Technical Information Branch. 


IV. Cleveland State University. V. Series. OCLC 10984513 


84-21300 


NAS 1.26:3801 


Comstock, James R. 


Oculometric indices of simulator and aircraft motion / 
James R. Comstock, Jr. ; prepared for Langley Research 
Center. — Washington, D.C. National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch ; [Springfield, Va. : For sale by the National Techni- 
cal Information Service], 1984. 

ix, 132 p. : ill. ; 28 cm. — (NASA contractor report ; 3801) 
Final report. “Old Dominion Univers‘ty.” Distributed to 
depository libraries in microfiche. “June 1984”°—Cover. 
Bibliography: p. 55-58. Contract No.: NGT 47-003-800. 
Subject category 53. @ltem 830-H-14 (microfiche) 

1. Eye — Movements — Regulation. 2. Instrument flying. 
3. Instrument landing systems. I. Langley Research Center. 
II. United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Branch. III. Old 
Dominion University. IV. Title. V. Series. OCLC 
10984593 


84-21301 


NAS 1.26:174640 
Riley, James J. (James Joseph), 1944- 

Direct simulations of chemically reacting turbulent mixing 
layers /James J. Riley and Ralph W. Metcalfe ; prepared for 
National Aeronautics and Space Administration, Lewis Re- 
search Center.— Washington, D.C. : The Administration ; 
[Springfield, Va. : For sale by the National Technical Infor- 
mation Service, 1984] 

i, 146 p. : ill. ; 28 cm.— (NASA contractor report ; 
174640) Final report. Cover title. “Flow Research Com- 
pany.” Distributed to depository libraries in microfiche. 
“March 1984.” Bibliography: p. 65-70. Contract No.: NAS 


Branch ; [Springfield, Va. : For sale by the National Techni- 
cal Information Service, distributor, 1984] 

xii, 318 p. : ill. ; 28 cm. — (NASA conference publication ; 
2311) Distributed to depository libraries in microfiche. In- 
cludes bibliographies. Subject category 39. @lItem 830-H- 
10 (microfiche) 

1. Aerospace industries — United States — Congresses. 2. 
Aeronautics — United States — Technological innovations — 
Congresses. I. California Institute of Technology. II. 
Lockheed Missiles and Space Company. III. United States. 
National Aeronautics and Space Administration. Scientific 
and Technical Information Branch. IV. Title. V. Series. 
OCLC 10989813 


84-21303 


NAS 1.60;2337 


Howell, Leonard W. 


A stochastic model for photon noise induced by charged 
particles in multiplier phototubes of the space telescope fine 
guidance sensors /Leonard W. Howell and Hans F. 
Kennel. — Washington, D.C. : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch ; [Springfield, Va. : For sale by the National Techni- 
cal Information Service], 1984. 

vi, 60 p. : ill. ; 28 cm.— (NASA technical paper ; 2337) 
Distributed to depository libraries in microfiche. ‘June 
1984”—Cover. Bibliography: p. 60. STAR category 73. 
Project No.: M-454. . @Item 830-H-15 (microfiche) 

1. Telescope. 2. Cherenkov radiation. 3. Photons — Scat- 
tering. I. Kennel, Hans F. II. United States. National Aero- 
nautics and Space Administration. Scientific and Technical 
Information Branch. III. Title. IV. Series. OCLC 
10985733 


NATIONAL CREDIT UNION 
ADMINISTRATION 
Washington, DC 20456 


84-21304 


NCU 1.2:F 31/984 


Federal credit unions : America’s credit unions building on our 


past for a secure future.— Rev. Mar. 1984. — [Washington, 
D.C.2] : National Credit Union Administration, 1984. 

1 folded sheet (8 p.): ill. ; 22 cm. At head of title: NCUA. 
“NCUA 8005.” @Item 526 

1. Credit unions — United States. I. United States. Nation- 
al Credit Union Administration. OCLC 10966124 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


3-23531. STAR category 07. @Item 830-H-14 (microfiche) 

1. Chemica) reactions. 2. Turbulence. 3. Numerical anal- 
ysis — Mathematical models. I. Metcalfe, Ralph W. II. 
Lewis Research Center. Ill. Flow Research Company. IV. 
Title. V. Series. OCLC 10984535 


84-21302 


84-21305 
NS 1.92:D 313/x 

Transition from deflagration to detonation in condensed phases 
Perekhod goreniya kondensirovannykh sistem vo vzryv /A.F. 
Belyaev ... [et al.] ; [translated by R. Kondor ; edited by P. 
Greenberg). — Jerusalem : Israel) Program for Scientific 
Translations ; Springfield, Va. : Available from the U.S. Dept. 
of Commerce, National Technical Information Service, c1975. 


NAS 1.55:2311 
Aerospace Mechanisms Symposium (18th : 1984 : Goddard 
Space Flight Center) 
18th Aerospace Mechanisms Symposium : proceedings of a 


symposium sponsored by National Aeronautics and Space 
Administration, the California Institute of Technology, and 
Lockheed Missiles and Space Company, Inc., and held at 
Goddard Space Flight Center, Greenbelt, Maryland, May 2-4, 
1984. — Washington, D.C. : The National Aeronautics and 
Space Administration, Scientific and Technical Information 
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viii, 245 p. : ill. ; 24 cm. At head of title: Academy of 
Sciences of the USSR, Institute of Chemical Physics. “Sup- 
ported by the United States-Israel Binational Science Founda- 
tion”—T.p. verso. Previous ed.: Izdatel’stvo Nauka, 
Moskva, 1973. ‘‘Translated from Russian.”” Includes biblio- 
graphical references. “TT 74-50028"—T.p. verso. ISBN 0- 
7065-1496- 





1. Explosives. I. Beliaev, A. F. (Aleksandr Fedorovich) 
II. Kondor, R. III. Greenberg, P. IV. Institut khimicheskoi 
fiziki (Akademiia nauk SSSR) V. United States-Israel Bina- 
tional Science Foundation. OCLC 04319669 


UNITED STATES POSTAL SERVICE 
Washington, DC 20260 


84-21306 
P 1.2:In 7/6 
United States Postal Service. 
Instruction booklet for mailers of third-class bulk rate 
mail. — [Washington, D.C.?] : U.S. Postal Service, [1984- 
1 v. (loose-leaf) : ill. ; 28 cm. Caption title. “Apr 1984.” 
@ltem 837 
1. Postal service — United States — Third-class matter. I. 
Title. OCLC 10989752 


PEACE CORPS 
Washington, DC 20525 


84-21307 
PE 1.2:Ag 8/984 
Peace Corps, agriculture. — (Washington, D.C.] : Peace Corps, 
[19847] 
1 folded sheet (8 p.) : ill. ; 23 x 10 cm. “PC 5010.” 
@ltem 900-D 
1. Peace Corps (U.S.) — Recruiting. 2. Agriculture — De- 
veloping countries. 3. Agricultural assistance, American. I. 
Peace Corps (U.S.) OCLC 11033456 


84-21308 
PE 1.2:Ed 8/984 
Peace Corps, education. —[Washington, D.C.] : Peace Corps, 
[1984?] 
1 folded sheet (8 p.) : ill. ; 23 x 10cm. “PC 5011”—P. [8] 
@ltem 900-D 
1. Peace Corps (U.S.) — Recruiting. 2. Volunteer workers 
in education — Developing countries. 3. American teachers 
in foreign countries — Recruiting. I. Peace Corps (U.S.) 
OCLC 11034960 


84-21309 
PE 1.2:H 75/984 
Peace Corps, home economics and nutrition. — [Washington, 
D.C.] : Peace Corps, [19847] 
1 folded sheet (8 p.) : ill. ; 23 x 10 cm. 
@ltem 900-D 
1. Peace Corps (U.S.)— Recruiting. 2. Home econom- 
ics — Developing countries. 3. Nutrition. I. Peace Corps 
(U.S.) Il. Title: Home economics and nutrition. OCLC 
11031617 


84-21310 


“PC 5047”—P. [8] 


PE 1.2:Sci 2/984 
Peace Corps, science & math.—[Washington, D.C.) : Peace 
Corps, [19847] 

1 folded sheet (8 p.) : ill. ; 23 x 10cm. “PC 5046”—P. [8] 
@ltem 900-D 

1. Peace Corps (U.S.) — Recruiting. 2. Volunteer workers 
in science — Developing countries. 3. Volunteer workers in 
education — Developing countries. I. Peace Corps (U.S.) 
Il. Title: Science & math. OCLC 11034910 

84-21311 
PE 1.10:R-23 B 
Ronan, Michael W. 

Accounting for the micro business : a teaching manual /by 
Michael W. Ronan ; assisted and edited by Augusto A. Nor- 
onha. — Washington, D.C. : Peace Corps, Information Collec- 
tion and Exchange, 1984. 
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47, [46] p. : ill. forms ; 28 cm.— (Appropriate technol- 
ogies for development) (Reprint ; R-23B) “A handbook for 
volunteers"—Cover. “October 1976; September 1982.” 
@ltem 74-E 

1. Accounting — Colombia. 2. Small business — Colombia. 
3. Business education — Colombia. I. Noronha, Augusto A. 
II. Peace Corps (U.S.). Information Collection and Exchange. 
III. Title. IV. Series. V. Series: Reprint (Peace Corps 
(U.S.). Information Collection and Exchange) ; R 23 B. 
OCLC 11033331 


PERSONNEL MANAGEMENT OFFICE 
Washington, DC 20415 


84-21312 
PM 1.2:M 31/4/student 
Elements of management analysis : student manual. — Washing- 
ton, DC : Management Sciences Training Institute, Office of 
Personnel Management (Code WDM), 1984. 

114 p. : ill., forms ; 28 cm. Cover title: Elements of man- 
agement analysis: student workbook. ‘4-84”—Cover. 
“WDM 23GH”—Cover. @Item 295 

1. Management — Study and teaching — United States. I. 


Management Sciences Training Institute (U.S.) OCLC 
11002872 


CENTRAL INTELLIGENCE AGENCY 
Executive Office of the President 
Washington, DC 20505 


84-21313 
PrEx 3.10/4:Ar 7 
[United States. Central Intelligence Agency] 

Arctic region. Scale 1:43,000,000 ; (W 180°—E 180°/N 
60°—N 90°). ——[Washington, D.C. : Central Intelligence 
Agency, 1982] 

1 map : col. ; on sheet 23 x 17 cm. “505075 (545666) 4- 
82.” @Item 856-A-1 

1. Arctic regions — Maps. I. Title. OCLC 08810634 


84-21314 
PrEx 3.10/4:N 81 a 
[United States. Central Intelligence Agency] 
North America. Scale 1:38,700,000 (W 180°—E 20°/N 80°— 
N 20°) —— [Washington, D.C. : Central Intelligence Agency, 
1982] 
1 map : col. ; 23 x 19 cm. 
@ltem 856-A-1 
1. North America— Maps. I. Title. OCLC 09462097 


84-21315 


505066 (545526) 4-82.” 


PrEx 3.15:984 
World factbook (Washington, D.C.) 

The World factbook. Washington, D.C. : Central Intelli- 
gence Agency : Supt. of Docs., U.S. G.P.O., [distributor], 
1981- Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 

v. : maps (some col.) ; 27 cm. 

Annual 

$11.00 

1981- “CR WF 84-001" 1984. Vol. for 1981 was pro- 
duced by the National Foreign Assessment Center; 1982- by 
the Central Intelligence Agency. @lItem 856-A-7 S/N 041- 
015-00157-4 ISSN 0277-1527 Continues: National basic in- 
telligence factbook ISSN 0098-2091 

1. Geography — Periodicals. I. United States. Central In- 
telligence Agency. II. National Foreign Assessment Center 
(U.S.) G122.U56a 81-641760 //t82 910/.5 OCLC 
07390695 
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Council on Environmental Quality — Executive Office of the President 


COUNCIL ON ENVIRONMENTAL QUALITY 
Executive Office of the President 
Washington, DC 20006 


84-21316 
PrEx 14.1:983 
Environmental quality (Washington, D.C.) 

Environmental quality : the ... annual report of the Council 
on Environmental Quality. Washington, D.C. : (Executive 
Office of the President, Council on Environmental Quality] : 
For sale by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., 
U.S. Govt. Print. Off., Washington, D.C., 20402 

v. : ill. ; 24 cm. 

Annual 

$8.00 

Began with 1970. 14th, 1983. Description based on: llth 
(1980). Energy research abstracts June 1980- ISSN 0160- 
3604 @Item 856-E-1 S/N 041-011-00077-7 ISSN 0095- 
2044 

1. Environmental protection — United States — Periodicals. 
I. Council on Environmental Quality (U.S.). Key Title: En- 
vironmental quality (Washington) TD169.U53a 75-608885 
//t81 301.31 OCLC 01797988 


STATE DEPARTMENT 
Washington, DC 20520 


84-21317 
S 1.71/4:570 
Middendorf, John William, 1924- 
An expanding private sector : key to unprecedented growth 
: March 1984.— Washington, D.C. : U.S. Dept. of State, 
Bureau of Public Affairs, Office of Public Communication, 
Editorial Division, 1984. 
5 p. ; 28 cm.— (Current policy ; no. 570) Caption title. 
@ltem 877-C 
1. Commerce — Addresses, essays, lectures. 2. Organiza- 
tion of American States — Economic aspects — Addresses, 
essays, lectures. I. United States. Dept. of State. Office of 
Public Communication. Editorial Division. II. Title. III. 
Series: United States. Dept. of State. Bureau of Public Affairs. 
Current policy ; no. 570. OCLC 11026927 


84-21318 
S 1.71/4:571 
Purcell, James N. 

Refugees, overseas aid and domestic admissions : March 30, 
1984. — Washington, D.C. : U.S. Dept. of State, Bureau of 
Public Affairs, Office of Public Communication, Editorial Di- 
vision, 1984. 

3 p. ; 28 cm. — (Current policy ; no. 571) Caption title. 
@ltem 877-C 

1. Refugees — Addresses, essays, lectures. 2. Admission of 
nonimmigrants — Addresses, essays, lectures. 3. Economic 
assistance, American — Addresses, essays, lectures. I. United 
States. Dept. of State. Office of Public Communication. Edi- 
torial Division. II. Title. III. Series: United States. Dept. of 
State. Bureau of Public Affairs. Current policy ; no. 571. 
OCLC 11026850 


84-21319 
S 1.71/4:577 
Shultz, George Pratt, 1920- 

Realism and responsibility : the U.S. approach to arms 
control : May 14, 1984. — Washington, D.C. : U.S. Dept. of 
State, Bureau of Public Affairs, Office of Public Communica- 
tion, Editorial Division, 1984. 

5 p. ; 28 em. — (Current policy ; no. 577) Caption title. 
@ltem 877-C 
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1. Arms control — Addresses, essays, lectures. 2. Nuclear 
nonproliferation — Addresses, essays, lectures. 3. Chemical 
warfare — Addresses, essays, lectures. I. United States. 
Dept. of State. Office of Public Communication. Editorial 
Division. Il. Title. III. Series: United States. Dept. of 
State. Bureau of Public Affairs. Current policy ; no. 577. 
OCLC 11026857 


84-21320 


S 1.71/4:578 


Wallis, W. Allen (Wilson Allen), 1912- 


The near west, America and the Pacific : May 9, 1984. — 
Washington, D.C. : U.S. Dept. of State, Bureau of Public 
Affairs, Office of Public Communication, Editorial Division, 
1984. 

4 p. ; 28 cm.— (Current policy ; no. 578) Caption title. 
@ltem 877-C 

1. United States — Foreign relations — Japan — Addresses, 
essays, lectures. 2. Japan—Foreign relations — United 
States — Addresses, essays, lectures. 3. ASEAN — Address- 
es, essays, lectures. I. United States. Dept. of State. Office of 
Public Communication. Editorial Division. II. Title. III. 
Series: United States. Dept. of State. Bureau of Public Affairs. 
Current policy ; no. 578. OCLC 11026931 


84-21321 


S 1.71/4:580 


Kirkpatrick, Jeane J. 


Doctrine of moral equivalence : April 9, 1984. — Washing- 
ton, D.C. : U.S. Dept. of State, Bureau of Public Affairs, 
Office of Public Communication, Editorial Division, 1984. 

6 p. ; 28 cm. — (Current policy ; no. 580) Caption title. 
@ltem 877-C 

1. United States — Foreign relations — Europe —- Address- 
es, essays, lectures. 2. Europe — Foreign relations — United 
States — Addresses, essays, lectures. I. United States. Dept. 
of State. Office of Public Communication. Editorial Division. 
II. Title. III. Series: United States. Dept. of State. Bureau of 
Public Affairs. Current policy ; no. 580. OCLC 11026934 


84-21322 


S 1.71/4:581 


Kirkpatrick, Jeane J. 


The Atlantic alliance and the American national interest : 
April 30, 1984.— Washington, D.C. : U.S. Dept. of State, 
Bureau of Public Affairs, Office of Public Communication, 
Editorial Division, 1984. 

5 p. ; 28 cm.— (Current policy ; no. 581) Caption title. 
@ltem 877-C 

1. North Atlantic Treaty Organization. 2. United States — 
Foreign relations — Europe — Addresses, essays, lectures. 3. 
Europe — Foreign relations — United States — Addresses, 
essays, lectures. I. United States. Dept. of State. Office of 
Public Communication. Editorial Division. II. Title. III. 
Series: United States. Dept. of State. Bureau of Public Affairs. 
Current policy ; no. 581. OCLC 11026942 


84-21323 
S 1.71/4:582 
Adelman, Kenneth L. 

Arresting the nuclear genie : May 2, 1984. — Washington, 
D.C. : U.S. Dept. of State, Bureau of Public Affairs, Office of 
Public Communication, Editorial Division, 1984. 

3, [1] p. ; 28 cm.— (Current policy ; no. 582) Caption 
title. @ltem 877-C 

1. Nuclear nonproliferation — Addresses, essays, lectures. 
2. Arms control — Addresses, essays, lectures. I. United 
States. Dept. of State. Office of Public Communication. Edi- 
torial Division. II. Title. III. Series: United States. Dept. of 
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State. Bureau of Public Affairs. Current policy ; no. 582. Bibliography: p. 5. @ltem 862-B S/N 044-000-93561-9 @ 
OCLC 11026867 GPO $1.00 
84-21324 1. Ireland — Description and travel. I. United States. 
§ 1.71/4:584 Dept. of State. Office of Public Communication. Editorial 
Malones Janes L. : c Division. II. Series: Department of State publication ; 7974. 
The role of science and technology in foreign affairs : April _ Rotion aa State publication. Background 
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. , State, Bureau of Public Affairs, Office of Publi ica- 
+ i gary % cere Cectaticcal setae “a tion, Editorial Division ; For sale i ie gt: cf toe 8 
Neh BES Ba ve tay oy G.P.O., 1984, 
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Shultz, George Pratt, 1920- Il. Series: Department of State publication ; 8301. III. Series: 
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Public Affairs, Office of Public Communication, Editorial Di- 
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@ltem 877-C 


S 1,123:N 83/984 
1. United States — Foreign relations — Japan. 2. Japan — 
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Foreign relations — United States. I. United States. Dept. of of State, Bureau of Public Affairs, Office of Public Communi- 
State. Office of Public Communication. Editorial Division. cation, Editorial Division : For sale by the Supt. of Docs., 
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OCLC 11033039 : fiance F of State, Bureau of Public Affairs, Office of Public Communi- 
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tion, Editorial Division : For sale by the Supt. of Docs., U.S. 
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III. Series: Department of State publication. Background 
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III. Series: Department of State publication. Background 
notes series. OCLC 11025840 
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mission to the United Nations, post report. III. Series: De- 
partment of State publication ; 9193. IV. Series: Department 
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U.S.-Mexican relations. III. Series. OCLC 10962801 


“May 1984.” 


relations — Mexico. 2. 


84-21341 
S 1.128:Un 3/29 
US-Japanese trade. —[Washington, D.C.?] : Bureau of Public 
Affairs, Dept. of State, [1984] 
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Washington, D.C. : The Dept. : [For sale by the Supt. of 
Docs., U.S. G.P.O., 1984] 

2, [10], 41 p. ; 28 cm. “May 1984’”—Cover. 
S/N 048-000-00364-8 @ GPO $2.25 

1. Foreign exchange problem — United States. 2. Foreign 
exchange problem — Japan. I. United States. Dept. of the 
Treasury. II. Title. OCLC 10963038 


@ltem 925 


84-21349 
T 1.4/3:7-84 
United States. Dept. of the Treasury. Office of the Secretary. 

United States of America, treasury notes of March 31, 1986, 
series S-1986. — Washington : Dept. of the Treasury, Office 
of the Secretary, 1984. 

4 p. ; 27 cm.— (Department circular, public debt series ; 
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phies and index. @lItem 956 
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Revenue Service) Continues: Statistics of income. Corpora- 
tion income tax returns, source book Related records: Statis- 
tics of income. Corporation income tax returns ISSN 0160- 
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CAB Sunset Seminar (1983 : Washington, D.C.) 
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portation Safety Board ; [Springfield, Va. : National Techni- 
cal Information Service, distributor, 1984] 

iv, 58 p., 2 folded leaves of plates : ill. ; 28 cm. May 5, 
1983. Cover title. Distributed to depository libraries in 
microfiche. NTIS: PB84-910404. “NTSB/AAR-84/04.” 
Project No.: 3731-A. @lItem 982-I-19 (microfiche) 

1. Aeronautics — Florida — Miami — Accidents — 1983. I. 
Title. OCLC 10840392 


84-21361 
TD 1,112:84/05 
United States. National Transportation Safety Board. 
Aircraft accident report : Las Vegas Airlines flight 88 Piper 
PA-31-350, Grand Canyon, Arizona, August 17, 1983 /Na- 
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tional Transportation Safety Board. — Washington, D.C. : 
The Board ; [Springfield, Va. : National Technical Informa- 
tion Service, distributor], 1984. 

ii, 22 p.: ill, 1 map ; 28 cm. Aircraft accident report. 
August 17, 1983. Cover title. Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
“PB84-910405." “NTSB/AAR-84/05." Project No.: 3795B. 
@ltem 982-1-9 (microfiche) 

1. Aeronautics — Arizona— Grand Canyon — Accidents. 
2. Aeronautics — Arizona — Grand Canyon — Safety meas- 
ures. I. Title. II. Title: Las Vegas Airlines flight 88, Piper 
PA-31-350. OCLC 11025559 


84-21362 
TD 1.117:84/02 
United States. National Transportation Safety Board. 

Highway accident report : Samual Coraluzzo Company, 
Inc., tractor cargo tank semitrailer mechanical failure, over- 
turn, and fire Interstate 76 (Schuylkill Expressway), Philadel- 
phia, Pennsylvania, October 7, 1983 /National Transportation 
Safety Board. — Washington, D.C. : The Board ; [Springfield, 
Va. : National Technical Information Service, distributor], 
1984. 

ii, 14 p.: ill. ; 28cm. Highway accident report. October 7, 
1983. Cover title. Distributed to depository libraries in 
microfiche. Includes bibliographical references. “NTSB/ 
HAR-84/02.” “PB84-916202.” Project No.: 3884A 
@ltem 982-1-20 (microfiche) 

1. Traffic accident — Pennsylvania — Philadelphia. 2. 
Tank trucks — Pennsylvania — Philadelphia — Accidents. I. 
Title. II. Title: Samual Coraluzzo Company, Inc., tractor 
cargo tank semitrailer mechanical failure, overturn. OCLC 
11022113 


84-21363 
TD 1.118:84/01 
United States. National Transportation Safety Board. 

Pipeline accident report : Mid-America Pipeline System, 
liquefied petroleum gas pipeline rupture, West Odessa, Texas, 
March 15, 1983 /National Transportation Safety Board. — 
Washington, D.C. : The Board ; [Springfield, Va. : National 
Technical Information Service, distributor], 1984. 

ii, 47 p. : ill, maps ; 28 cm. Pipeline accident report. 
March 15, 1983. Cover title. Distributed to depository li- 
braries _—in microfiche. “NTSB/PAR-84/01.” “PB83- 
916501.” Project No.: 3721A. @ltem 982-I-10 (microfiche) 

1. Pipe lines —Texas— West Odessa — Accidents. I. 
Title. II. Title: Mid-America Pipeline System liquefied pe- 
troleum gas pipeline rupture, West Odessa, Texas, March 15, 
1983. OCLC 11021560 


FEDERAL HIGHWAY ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


84-21364 
TD 2.8:P 28/3 
Construction and rehabilitation of concrete pavement : manual 
& training course /prepared for the U.S. Department of 
Transportation, Federal Highway Administration. — Arling- 
ton Heights, IL. : American Concrete Pavement Association, 
1984- 

1 v. (looseleaf) : ill., forms ; 28 cm. 
ical references. “Contract no. DTFH-61-81-C-00051.” 
“HHI-22/4-84(1M)P”—Cover. @Item 982-G-2 

1. Pavements, Concrete— Design and construction. 2. 
Pavements, Concrete —- Maintenance and repair. I. United 
States. Federal Highway Administration. II. American Con- 
crete Pavement Association. OCLC 10832489 


Includes bibliograph- 
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Federal Highway Administration — Transportation Dept. 


84-21365 tents: v. 1. Summary report. “Report no. FHWA/RD-83/ 
004” (v.1). “HRD-10/3-84(200)P"—P. [4] of cover. Con- 


tract No.: DOT-FH-11-9474, Project No.: 31W1022. @Item 


TD 2.30:82/092 
Prestressed pavement. — Washington, DC : Dept. of Transpor- 


tation, Federal Highway Administration ; Springfield, Va. : 
National Technical Information Service, [distributor, 1983- ] 


v. : ill. ; 28 cm. Cover title. “Portland Cement Associa- 
tion, Research & Development, Construction Technology 
Laboratories”—Ist prelim. p. Final report. 2-76 to 11-82. 
Distributed to depository libraries in microfiche. “June 
1983"—Vol. 3. Contract No.: DOT-FH-11-8894. Project 
No.: FCP 35E3-032. “Report no. FHWA/RD-82-092”— 
Vol. 3. Includes bibliographical references. Contents: v. 3. 
Construction manual. @lItem 982-G-11 

1. Pavements, Prestressed concrete. 2. Joints (Engineer- 
ing) 3. Pavements, Prestressed concrete — Data processing. 
I. United States. Federal Highway Administration. II. Con- 
struction Technology Laboratories (Portland Cement Asso- 
ciation) OCLC 10353915 


84-21366 


TD 2.30:82/105 
United States. Federal Highway Administration. 

Accident surrogates for use in analyzing highway safety 
hazards. — [Washington, D.C.] : U.S. Dept. of Transportation, 
Federal Highway Administration ; Springfield, Va. : National 
Technical Information Service, [distributor], 1983- 

v. : ill. ; 28 cm. Final report. Sept. 1978 - July 1982. 
Cover title. “Research, Development, and Technology, 
Turner-Fairbank Highway Research Center.” ‘“Goodell- 
Grivas, Inc.”—Tech. rept. doc. p. Distributed to depository 
libraries in microfiche. “August 1983.” Includes bibliogra- 
phies. Contents: v. 3. Appendices A-G. “Report no. 
FHWA/RD-82/105.”  “HRD-10/8-83(150)"—P. [4] | of 
cover. Contract No.: DOT-FH-11-9492, Project No.: 31X3- 
062. @ltem 982-G-11 (microfiche) 

1. Roads — United State: — Safety measures. 2. Traffic 
accidents — United States. 3. Traffic safety — United States. 
I. Turner-Fairbank Highway Research Center. II. Goodell- 
Grivas, Inc. III. Title. OCLC 10574682 


84-21367 


TD 2.30:82/165 

Earthquake resistant bridge bearings. —[Washington, D.C.] : 
U.S. Dept. of Transportation, Federal Highway Administra- 
tion ; Springfield, Va. : National Technical Information Serv- 
ice [distributor], 1983. 

2 v. : ill. ; 28 cm. Final report. 1978 - 1982. Cover title. 
“Engineering Computer Corporation”’—T.p. verso. Distrib- 
uted to depository libraries in microfiche. “May 1983.” 
Bibliography: p. 212-219 (v.1). Contents: v. 1. Concepts. 
“FHWA/RD-82/165” (v.1). “HRD-10/7-83(100)”—P. [4] of 
cover. Contract No.: DOT-FH-11-9527, Project No.: FCP 
35A1. @ltem 982-G-11 (microfiche) 

1. Bridges — Bearings — Computer programs. 2. 
Bridges — Earthquake effects Computer _ programs. I. 
United States. Federal Highway Administration. II. Engi- 
neering Computer Corporation. OCLC 10367679 


84-21368 


TD 2.30:83/004 

Predictor model for seasonal variations in skid resistance. — 
McLean, Va. : U.S. Dept. of Transportation, Federal High- 
way Administration : Turner-Fairbank Highway Research 
Center ; Springfield, Va. : National Technical Information 
Service [distributor], 1984. 

2 v. : ill. ; 28cm. Final report. 8/25/78 - 8/31/83. Cover 
title. ‘Pennsylvania Transportation Institute’—Tech. rept. 
std. t.p. Distributed to depository libraries in microfiche. 
“April 1984." Includes bibliographical references. Con- 
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982-G-11 (microfiche) 
1. Pavements — Skid resistance — Mathematical models. 
2. Automobile driving in rain. I. Turner-Fairbank Highway 


Research Center. II. Pennsylvania Transportation Institute. 
OCLC 10738655 


84-21369 


TD 2.30:83/049 


Matkovic, B. 


Development of strength in cements. —[Washington, 
D.C.?] : U.S. Dept. of Transportation, Federal Highway Ad- 
ministration ; Springfield, Va. : National Technical Informa- 
tion Service [distributor, 1984] 

iv, 36 p. : ill. ; 28 cm. September 1981-September 1982. 
Cover title. Distributed to depository libraries in microfiche. 
“Interim report.” “Institute "Rudjer Boskovi’’—Ist prelim. 
p. Distributed to depository libraries in microfiche. “May 
1984.” Includes bibliographical references. “Report no. 
FHWA/RD-83/049.”  “HRD-11/5-84(200)EW”"—P. [4] of 
cover. Contract No.: Agreement no. 4(PL 480) @lItem 
982-G-11 (microfiche) 

1. Portland cement— United States— Additives. 2. 
Cement clinkers. I. United States. Federal Highway Admin- 
istration. II. Institut Rudder Boskovic. III. Title. OCLC 
11021615 


84-21370 


TD 2.30:83/097 


Synthesis study of nondestructive testing devices for use in 


overlay thickness design of flexible pavements. — [Washing- 
ton, D.C.] : U.S. Dept. of Transportation, Federal Highway 
Administration ; Springfield, Va. : National Technical Infor- 
mation Service [distributor], 1984. 

x, 122 p. : ill, forms ; 28 cm. Final report. September 
1982-September 1983. Cover title. “ERES Consultants, 
Inc.”—Tech. rept. standard t.p. Distributed to depository 
libraries in microfiche. ‘April 1984.” Includes bibliograph- 
ical references. “FHWA/RD-83/097.” “HNR-20/4- 
84(50)P”—P. [4] of cover. “HRD-10/4-84(350)P”—P. [4] of 
cover. Contract No.: DTFH61-82-C-00073, Project No.: 
FCP-36D 1-452. @lItem 982-G-11 (microfiche) 

1. Pavements, Asphalt — United States — Evaluation. 2. 
Pavements, Asphalt — United States — Testing — Equipment 
and supplies. I. United States. Federal Highway Administra- 
tion. II. ERES Consultants, Inc. OCLC 10909869 


84-21371 


TD 2.30/5:83/007 


Computer programs for urban transportation planning : PLAN- 


PAC2 user documentation. —[Washington, D.C.] : U.S. 
Dept. of Transportation, Federal Highway Administration, 
1984- 

1 v. (loose-leaf) : ill. ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “May 1984.” “HHP-22/ 
4-84(500)EW"—P. [4] of cover. “FHWA/PL/83/007"— 
Tech. rept. doc. p. @lItem 982-G-21 (microfiche) 

1. Urban transportation — United States — Planning — Data 
processing. 2. Computer programs. I. United States. Feder- 
al Highway Administration. OCLC 10963030 





84-21372 
TD 2.60:984 

Cost of owning and operating automobiles and vans /U.S. De- 
partment of Transportation, Federal Highway Administration, 
Office of Highway Planning, Highway Statistics Division. 
[Washington, D.C.?] : The Division, U.S. Dept. of Transpor- 
tation, Federal Highway Administration, Office of Highway 
Planning, Highway Statistics Division, Washington, D.C. 
20590 

v. ; 28 cm. 

Began with 1979. Title from cover. Previously classed: 
TD 2.2:Au 8/ 1984. Description based on: 1982. @Item 
982-G-36 Continues: Cost of owning and operating an auto- 
mobile 

1. Automobiles — United States — Cost of operation — Sta- 
tistics — Periodicals. 2. Vans — United States — Cost of op- 
eration — Statistics — Periodicals. I. United States. Office of 
Highway Planning. Highway Statistics Division. OCLC 
06664057 


SAFETY OFFICE 
Transportation Dept. 
Washington, DC 20590 


84-21373 
TD 3.109:982 
Rail-highway crossing accident/incident and inventory bulletin. 
Washington, D.C. : U.S. Dept. of Transportation, Federal 
Railroad Administration, Office of Safety, U.S. Dept. of 
Transportation, Federal Railroad Administration, Washington, 
D.C., 20590 

v. : ill. ; 28 cm. 

Annual 

Began with no. 1, 1978. Title from cover. No. 5, calen- 
dar year 1982. Description based on: No. 2 (calendar year 
1979) @Item 681-B ISSN 0197-5315 Continues: Rail- 
highway grade-crossing accidents/incidents bulletin for the 
year ended December 3], ... 

1. Railroads — United States — Accidents — Statistics — 
Periodicals. 2. Railroads — Crossings — Accidents — Statis- 
tics — Periodicals. I. United States. Federal Railroad Ad- 
ministraion. Office of Safety. HE1780.U53a 80-642184 // 
182 312/.44/0973 OCLC 06034449 


FEDERAL AVIATION ADMINISTRATION 
Transportation Dept. 
Washington, DC 20591 


84-21374 
TD 4.2:F 31/3 
Federal Aviation Administration, Department of Transporta- 
tion. — Washington, D.C. : The Administration, [1984?] 
18, [1] p. : ill. (some col.) ; 21 x 21 cm. @lItem 431-C-8 
1. United States. Federal Aviation Administration. 2. Aer- 
onautics — United States. I. United States. Federal Aviation 
Administration. OCLC 10983154 


84-21375 
TD 4.8/5:00-44 V 
United States. Federal Aviation Administration. 

Status of federal aviation regulations. — Washington, D.C. : 
U.S. Dept. of Transportation, Federal Aviation Administra- 
tion, [1984] 

1 v. (loose-leaf) ; 28 cm.— (Advisory circular ; 
44V) Caption title. 4/24/84.” 
June 1, 1°83. @ltem 431-A-27 

1. Aeronautics — Law and legislation — United States. 2. 
Aeronautics — United States — Safety measures. I. Title. 
II. Series: United States. Federal Aviation Administration. 
Advisory circular ; AC 00-44 V. OCLC 10962177 


AC 00- 
Cancels AC 00-44U, dated 
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84-21376 


TD 4.8/5:20-110 B 
United States. Federal Aviation Administration. 

Index of aviation technical standard orders. — Washington, 
D.C. : U.S. Dept. of Transportation, Federal Aviation Ad- 
ministration, 1984. 

1 v. (loose-leaf) ; 28 cm.— (Advisory circular ; AC 20- 
110B) Caption title. “4/12/84.” Cancels AC 20-110A, 
dated January 12, 1983. @lItem 431-A-27 

1. Aeronautics — United States — Indexes. 2. Airplanes — 
Parts — Standards — United States — Indexes. I. Title. II. 
Series: United States. Federal Aviation Administration. Advi- 
sory circular ; AC 20-110 B. OCLC 10962170 


84-21377 
TD 4.8/5:21-15 C 
United States. Federal Aviation Administration. 

Aircraft, aircraft engines and propeller type certificate data 
sheets and specifications. — Washington, D.C. : U.S. Dept. of 
Transportation, Federal Aviation Administration, 1984. 

1 v. (loose-leaf) ; 28 cm.— (Advisory circular ; AC 21- 
15C) Caption title. “4/25/84.” Cancels AC 21-15B, dated 
March 30, 1983. @lItem 431-A-27 

1. Airplanes — Motors — Certification — United States. 2. 
Propellers, Aerial — Certification — United States. I. Series: 
United States. Federal Aviation Administration. Advisory cir- 
cular ; AC 21-15 C. OCLC 10962185 


84-21378 
TD 4.8/5:150/5210-7 B 
United States. Federal Aviation Administration. 

Aircraft fire and rescue communications. — Washington, 
D.C. : U.S. Dept. of Transportation, Federal Aviation Ad- 
ministration, [1984] 

6 p. ; 28 cm.— (Advisory circular ; AC 150/5210-7B) 
Caption title. “4/30/84.” Cancels AC 150/5210-7A, dated 
March 16, 1972. @lItem 431-A-27 

1. Airports — United States — Accidents. 
United States— Fires and fire prevention. 3. Airports — 
United States— Communication systems. I. Title. II. 
Series: United States. Federal Aviation Administration. Advi- 
sory circular ; AC 150/5210-7 B. OCLC 10907493 


84-21379 


2. Airports — 


TD 4.8/5:150/5345-44 D 
United States. Federal Aviation Administration. 

Specification for taxiway and runway signs. — Washington, 
D.C. : U.S. Dept. of Transportation, Federal Aviation Ad- 
ministration, 1984. 

6, 7 p. : ill. ; 28 cm.— (Advisory circular ; AC 150/5345- 
44D) Caption title. ‘4/30/84." Cancels AC 150/5345- 
44C, dated January 14, 1983. @lItem 431-A-27 

1. Airways— United States. 2. Aids to navigation — 
United States. I. Title. II. Series: United States. Federal 
Aviation Administration. Advisory circular ; AC 150/5345-44 
D. OCLC 10962189 


84-21380 
TD 4.32/20:83/33 
Zrnic, Dusan. 

Investigation of the detectability and lifetime of gust fronts 
and other weather hazards to aircraft /Dusan S. Zrnic, Jean 
T. Lee. — Washington, D.C. : U.S. Dept. of Transportation, 
Federal Aviation Administration, Program Engineering & 
Maintenance Service ; Springfield, Va. : Nationa! Technical 
Information Service, distributor, [1983] 

viii, 50 p. : ill. (some col.) ; 28 cm. Final report. February 
1982 to October 1983. Cover title. “U.S. Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, 
National Severe Storms Laboratory”—Tech. rept. doc. p. 
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Coast Guard — Transportation Dept. 


“October 1983.” 
83/33.” 
45 

1. Doppler radar. 2. Aeronautics — United States — Acci- 
dent investigation. I. Lee, J. T. (Jean Theodore), 1922- II. 
United States. Federal Aviation Administration. Program En- 
gineering & Maintenance Service. III. National Severe 
Storms Laboratory. IV. Title. OCLC 10859452 


Bibliography: p. 33-34. 
Project No.: DTFA01-81-Y-10521. 


“DOT/FAA/PM- 
@ltem 431-A- 


84-21381 
TD 4.32/20:83/37 
Trotter, B. L. 

Comparison of airborne turbulence-indicating doppler radar 
systems with ground-based doppler radar systems /B.L. Trot- 
ter. — Washington, D.C. : U.S. Dept. of Transportation, Fed- 
eral Aviation Administration, Program Engineering & Main- 
tenance Service ; Springfield, Va. : National Technical Infor- 
mation Service [distributor, 1983] 

vii, 42 p. : ill. (some col.) ; 28 cm. Final report. May 15, 
1981 to March 15, 1982. Cover title. “U.S. Department of 
Commerce, National Oceanic and Atmospheric Administra- 
tion.” “January 1983.” Bibliography: p. 42. “DOT/FAA/ 
PM-83/37.” Contract No.: DTFA0I-81-Y-10557. @lItem 
431-A-45 

1. Doppler radar. 2. Atmospheric turbulence. I. United 
States. Federal Aviation Administration. Program Engineer- 
ing & Maintenance Service. II. United States. National Oce- 
anic and Atmospheric Administration. III. Title. OCLC 
10763238 


COAST GUARD 
Transportation Dept. 
Washington, DC 20590 


84-21382 
TD 5.2:C 63/10 
Things to remember when you visit your Coast Guard recruit- 
er! —[Washington, D.C.?] : United States Coast Guard, 
[19797] 
1 folded sheet (6 p.) ; 21 cm. 
934 
1. United States. Coast Guard — Recruiting. 
States. Coast Guard. OCLC 04656383 


“PMR-24”—P. [6) @ltem 


I. United 


84-21383 
TD 5.8:Ac 8 
Action manual : a guide to developing, planning, and executing 
a successful National Safe Boating Week campaign. — [Wash- 
ington, D.C.) : National Safe Boating Council, Inc., [1984] 
64 p.: ill. ; 28cm. @Item 934-A 
1. Nationa) Safe Boating Week. 2. Boats and boating — 
United States — Safety measures. I. National Safe Boating 


Council, Inc. OCLC 10963046 


84-21384 
TD 5.8:Ac 8/press kit 
Think before you drink : be a responsible boat operator : press 
kit : Nationa) Safe Boating Week. —]Washington, D.C.? : 
U.S. Coast Guard, 19847] 
{13} p.; 28cm. @ltem 934-A 
1. National Safe Boating Week. 2. Boats and boating — 
United States — Safety measures. I. United States. Coast 
Guard. OCLC 10963020 
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84-21385 
TD 5.8:N 22/5/984 
Aids to navigation manual and chart updating manual. — Sth 
ed. — [Washington, D.C.?} : U.S. Coast Guard Auxiliary : 
National Ocean Service, Charting and Geodetic Services, 
1984. 

1 v. (various pagings) : ill. ; 28 cm. At head of title: U.S. 
Coast Guard Auxiliary. Cover title. “June 1984”—P. [2] of 
cover. @ltem 934-A 

1. Aids to navigation — United States — Handbooks, manu- 
als, etc. I. United States. Coast Guard Auxiliary. II. United 
States. National Ocean Service. Office of Charting and Geo- 
detic Services. OCLC 10951852 


84-21386 


TD 5.8:P 96/2 
United States. Coast Guard. 

Coast Guard Auxiliary Public Affairs Officer’s guide. — 
[Washington, DC]. : U.S. Dept. of Transportation, U.S. Coast 
Guard, [1984?]- 

1 v. (loose-leaf) : ill., forms ; 26 cm. — (COMDTINST ; M 
5728.3) Cover title. @lItem 934-A 

1. United States. Coast Guard Auxiliary — Public rela- 
tions — Handbooks, manuals, etc. I. Title. II. Series. 
OCLC 11008561 


84-21387 


TD 5.49:M 69 


United States. Coast Guard. Marine Board of Investigation. 


Marine casualty report : MV Inca Tupac Yupanqui, TB 
Panama City, Tug Capt. Norman; collision in the lower Mis- 
sissippi River on 30 August 1979 with loss of life /U.S. Coast 
Guard Marine Board of Investigation Report. — [Washington, 
D.C.] : U.S. Dept. of Transportation, U.S. Coast Guard ; 
[Springfield, Va. : National Technical Information Service, 
distributor, 19847] 

1 v. (loose-leaf) ; 28 cm. 19 August 1979. “Report no. 
USCG 16732/01281.” @lItem 931-A-07 

1. Marine accidents. 2. Mississippi River. I. 
OCLC 10962861 


Title. 


84-21388 


TD 5.116/2:984-85 


United States Coast Guard Academy. 


Bulletin of information /the U.S. Coast Guard Academy. 
New London, Conn. : Dept. of Transportation, U.S. Coast 
Guard, U.S. Coast Guard Academy, Dept. of Transporta- 
tion, U.S. Coast Guard, U.S. Coast Guard Academy, New 
London, Conn. 06320 

v. : ill. : 23 cm. 

Annual “CG 147 (rev 4-84)”—P. 4 of cover. 
Description based on: 1981-1982. @lItem 930-B 

1. United States Coast Guard Academy — Curricula — | 
Periodicals. I. Title. OCLC 03285378 


1984-85. 


NATIONAL HIGHWAY TRAFFIC SAFETY 
ADMINISTRATION 
Transportation Dept. 

Washington, DC 20590 


84-21389 
TD 8.2:Sa 1/39 
Progress and assessment report on the national safety belt usage 
program. — [Washington, D.C.?] : U.S. Dept. of Transporta- 
tion, National Highway Traffic Safety Administration, 1984. 


ii, 49 p. : ill. ; 28 cm. Cover title: National safety belt 
usage program: progress and assessment report. ‘‘September 





1983.” “October 1983”—P. [4] of cover. 
478"—P. [4] of cover. @lItem 982-D-1 

1. Automobiles — United States — Seat belts. 2. Traffic 
safety — United States. I. United States. National Highway 
Traffic Safety Administration. II. Title: National safety belt 
usage program: progress and assessment report. OCLC 
10614569 


84-21390 


“DOT HS 806 


TD 8.8:B 41/2 
Safety belt usage : lesson plans and instructor’s guide /U.S. 
Department of Transportation, National Highway Traffic 
Safety Administration. — [Washington, D.C.?] : The Adminis- 
tration, [1984] 

1 v. (loose-leaf) : ill. ; 28 cm. Cover title. “June 1984”— 
P. 4 of cover. Includes bibliographical references. “DOT 
HS 806 565"—P. 4 of cover. @Item 982-D-3 

1. Traffic safety— Study and teaching — Handbooks, 
manuals, etc. 2. Automobile driver education — Handbooks, 
manuals, etc. 3. Automobiles — Seat belts. I. United States. 
National Highway Traffic Safety Administration. OCLC 
11005771 


84-21391 
TD 8.8:Sa 1/10/984-2 
The Profit in safety belts : a handbook for employers. — [Wash- 
ington, D.C.? : U.S. Dept. of Transportation?], 1984- 
1 v. (loose-leaf) : ill., forms ; 28 cm. Cover title. 
1984”—P. [4] of cover. Bibliography: p. 36. 
493”—P. [4] of cover. @Item 982-D-3 
1. Automobiles — United States — Seat belts — Handbooks, 
manuals, etc. 2. Automobiles — United States — Safety ap- 
pliances — Handbooks, manuals, etc. I. United States. Dept. 
of Transportation. OCLC 11033049 


84-21392 


“March 
“DOT HS 806 


TD 8.27:982 
Fatal accident reporting system (Washington, D.C. : 1979) 

Fatal accident reporting system /United States Department 
of Transportation, National Highway Traffic Safety Adminis- 
tration, National Center for Statistics and Analysis. Washing- 
ton, D.C. : The Center, 1981- U.S. Dept. of Transportation, 
National Highway Traffic Safety Administration, 400 Seventh 
St., S.W., Wash., D.C. 20590 

v. : ill. ; 28 cm. 

Annual 

1979- Title from cover. 


@ltem 982-D-19 (microfiche) 
ISSN 0732-9792 Continues: FARS, fatal accident reporting 
system. Annual report ISSN 0195-6930 

1. Traffic accidents — United States — Statistics — Periodi- 
cals. 2. Mortality — United States — Statistics — Periodicals. 


3. United States — Statistics, Vital — Periodicals. I. National 
Center for Statistics and Analysis (U.S.) HE5614.2.U58b 
82-643414 312/.279/0973 OCLC 07211598 


84-21393 
TD 8.32:982 
National accident sampling system /U.S. Department of Trans- 
portation, National Highway Safety Administration. Washing- 
ton, D.C. : National Center for Statistics and Analysis, Na- 
tional Highway Traffic Safety Administration, Washington, 
D.C., 20590 

v. ; 28 cm. 

Annual “DOT HS 806 530”°—P. 4 of cover. 1982. De- 
scription based on: 1981. @ltem 982-D-35 (microfiche) 
ISSN 0741-1723 

1. Traffic accidents — United States — Statistics — Periodi- 
cals. 1. United States. National Highway Traffic Safety Ad- 
ministration. II. National Center for Statistics and Analysis 
(U.S) HES614.2.N25 83-640907 //r84  312/.445/0973 ¢2 
19 OCLC 10082632 
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MATERIALS TRANSPORTATION BUREAU 
Transportation Dept. 
Washington, DC 20590 


84-21394 
TD 9.2:H 33/2/984 
United States. Dept. of Transportation. Research and Special 
Programs Administration. 

Hazardous materials definitions. — Washington, D.C. : U.S. 
Dept. of Transportation, Research and Special Programs Ad- 
ministration, [1984] 

3, [1] p. ; 28 cm.— (Hazardous materials transportation) 
“May 1984”—P. [4] @lItem 982-J-1 

1. Hazardous substances — United States — Terminology. 
I. Title. II. Series: Hazardous materials transportation 
(Washington, D.C.) OCLC 10962891 


RESEARCH AND SPECIAL PROGRAMS 
ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


84-21395 
TD 10.11:50/83/11 
Interaction and load transfer through track support systems. — 
Washington, D.C. : U.S. Dept. of Transportation, Research 
and Special Programs Administration, Office of University 
Research ; Springfield, Va. : National Technical Information 
Service [distributor, 1983- ] 

v. : ill. ; 28cm. Final report. September 1981 - September 
1982. Cover title. “Department of Civil Engineering and 
Engineering Mechanics, University of Arizona”—Tech. rept. 
doc. p. Distributed to depository libraries in microfiche. 
“January 1983.” Bibliography: p. 300-310 (pt.1) Contents: 
pt. 1. One-, two- and three-dimensional nonlinear soil-struc- 
ture interaction, finite element procedures and verification. 
“DOT/RSPA/DMA-S50/83/11.” Contract No.: DOT-OS- 
80013. @ltem 982-K-5 (microfiche) 

1. Railroads — United States— Tracks. I. United States. 
Dept. of Transportation. Office of University Research. II. 
University of Arizona. Dept. of Civil Engineering. OCLC 
10360917 


MARITIME ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


84-21396 
TD 11.28:981 
TD 11.28:981/rev. 

U.S. exports & imports transshipped via Canadian ports /Office 
of Market Development, Market Analysis Program. [Wash- 
ington, D.C.] : U.S. Dept. of Transportation, Maritime Ad- 
ministration, 

v. ; 28 cm. 

Annual Description based on: 1980. Issue for 1980 lacks 
year designation. 1981; 1981 [rev.] Vols. for (1981)- dis- 
tributed to depository libraries in microfiche. @ltem 235-B-1 
(microfiche) ISSN 0742-0455 

1. United States — Commerce — Statistics — Periodicals. 
2. Harbors — Canada — Statistics — Periodicals. I. United 
States. Maritime Administration. Market Analysis Program. 
HF3000.U17 83-647113 //r84 382/.0973/00212 ¢2 19 
OCLC 10111029 
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Veterans Administration 


VETERANS ADMINISTRATION 
Washington, DC 20420 


84-21397 
VA 1,1:983 
United States. Veterans Administration. 

Annual report /Administrator of Veterans Affairs. [Dept. 
ed.) Washington, D.C. : U.S. G.P.O., 1959- Veterans Ad- 
ministration, Washington, D.C. 20420 

v. 2 ill. ; 24-28 cm. 

Annual 

1958- Report covers fiscal year 1983. @lItem 983 ISSN 
0083-3533 Continues: United States. Veterans Administra- 
tion. Annual report for fiscal year ending ... 

1. United States. Veterans Administration — Periodicals. 
2. Veterans — United States — Periodicals. I. United States. 
Veterans Administration. Office of the Administrator of Vet- 
erans Affairs. II. Title. [DNLM 1. Veterans — United 
States — periodicals. W2 A V49A] UB373.A423 31- 
028720 353.8 [351.50973] OCLC 02305885 


84-21398 
VA 1.2:M 46/7 
DM&S ADP plan, fiscal years 1984-1989. — Washington, D.C. : 
Veterans Administration, Dept. of Medicine and Surgery, 
Medical Information Resources, Management Office, [1984] 
1 v. (various pagings) : ill, forms ; 28 cm. “February 
1984.” @Item 985 
1. Veterans — Medical care — United States. I. United 
States. Veterans Administration. Dept. of Medicine and Sur- 
gery. Medical Information Resources Management Office. 
II. Title: D.M. and S. A.D.P. plan, fiscal years 1984-1989. 
OCLC 10962811 


84-21399 
VA 1.19:26-4/13 
VA-guaranteed home loans for veterans. — Rev. Jan. 1984. — 
Washington, DC : Veterans Administration, Dept. of Veter- 
ans Benefits, 1984. 
ili, 23 p. : ill. ; 21 cm.— (VA pamphlet ; 26-4) Cover 
title. @Item 988 
1. Veterans — Loans — United States. I. United States. 
Dept. of Veterans Benefits. II. Series. OCLC 10993521 


84-21400 
VA 1.19:26-6/14 
To the home-buying veteran : a guide for veterans planning to 
buy or build homes with a VA loan. — Rev. Jan. 1984. — 
(Washington, D.C.?] : Veterans Administration, Dept. of Vet- 
erans Benefits, 1984. 
ii, 34 p. : ill. ; 21 cm.— (VA pamphlet ; 26-6) @Item 988 
1. Veterans — Loans — United States. 2. House buying — 
United States. I. United States. Dept. of Veterans Benefits. 
II. Series. OCLC 11037318 


84-21401 
VA 1.20/2:H 41/v.4 
Review of literature on herbicides, including phenoxy herbicides 
and associated dioxins /submitted by Clement Associates, 
Inc. — Washington, DC : Veterans Administration, Dept. of 
Medicine and Surgery : For sale by Supt. of Docs, U.S. 
G.P.O., [1984- 

v.; 28cm. “VA contract number: V101 (93)P-953” (v. 4) 
Contents: v. 4. Annotated bibliography of recent literature on 
health effects. “April 1984”°—P. [4] of cover (v. 4) @Item 
983-A S/N 051-000-00165-6 (v. 4) @ GPO $3.75 (v. 4) 

1. Chemical warfare — Bibliography. 2. Herbicides — War 
use — Bibliography. 3. Herbicides — Toxicology — Bibliog- 
raphy. 4. Agent Orange — Bibliography. I. United States. 
Veterans Administration. Dept. of Medicine and Surgery. II. 
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Clement Associates. 26724.C5248 1981 8)-604073 //r84 
[UG447] 016.358/34 ¢2 19 OCLC 08046961 


84-21402 
VA 1,59:N 93/final 
Final environmental impact statement : 120 bed nursing home 
care unit and parking structure, Medical Center, San Francis- 
co, California. — Washington, DC : Veterans Administration, 
Office of Construction, 1984. 


1 v. (various pagings) : maps ; 28 cm. “June 1982.” 
@ltem 983-A-6 

1. Nursing homes — Environmental aspects — California — 
San Francisco. I. United States. Veterans Administration. 
Office of Construction. Il. Title: 120 bed nursing home care 
unit and parking structure. OCLC 10966480 


84-21403 
VA 1.60:984 
United States. Veterans Administration. Central Office. 
Telephone directory. Washington, D.C. : Central Office, 
Veterans Administration, Central Office, 810 Vermont Ave., 
NW, Washington, DC 20420 
v. : ill., map ; 28 cm. 
Irregular Title from cover. Previously classed: VA 1.2:T 
23/ June 1984. Description based on: Feb. 1982. @Item 
983-A-4 
1. United States. Veterans Administration — Directories — 
Telephone. I. Title. OCLC 09957285 


CONGRESSIONAL SERIAL SET 


84-21404 
Y 1,1/2:Serial 13417 
United States Congressional serial set. Washington : US. 
GRO; 

Spine title: U.S. Congressional serial set Prior to the 
97th Congress, the serial set had no official name; it was 
popularly known as the Congressional serial set. HOUSE 
DOCUMENTS. ..... nos. 59-65, 97th Congress, Ist session, 
1981. @Item 996-C 

OCLC 03888071 


84-21405 
Y 1.1/2:Serial 13420 
United States Congressional serial set. Washington : U.S. 
G.P.O., 

Spine title: U.S. Congressional serial set Prior to the 
97th Congress, the serial set had no official name; it was 
popularly known as the Congressional serial set. HOUSE 
DOCUMENTS. ... nos. 80-88, 97th Congress, Ist session, 
1981. @ltem 996-C 

OCLC 03888071 


84-21406 
Y 1.1/2:Serial 13440 
United States Congressional serial set. Washington : U.S. 
G20., 

Spine title: U.S. Congressional serial set Prior to the 
97th Congress, the serial set had no official name; it was 
popularly known as the Congressional serial set. SENATE 
DOCUMENTS. ... nos. 30-35, 97th Congress, 2nd session, 
1982. @Item 996-C 

OCLC 03888071 





SENATE TREATY DOCUMENTS 


Senate documents are available from the Senate Document 
Room unless otherwise indicated. 


84-21407 
Y 1.1/4:98-21 
France. 

[Treaties, etc. United States, 1967 July 28. Protocols, etc. 
1984 Jan. 17] A protocol to the 1967 Tax Convention with 
France : message from the President of the United States 
transmitting a protocol, signed at Paris on January 17, 1984, 
to the convention between the United States of America and 
the French Republic with respect to taxes on income and 
property July 28, 1967, as amended by the protocols of Octo- 
ber 12, 1970, and November 24, 1978.— Washington : U.S. 
G.P.O., 1984. 

v, 9 p. ; 24 cm. — (Treaty doc. ; no. 98-21) At head of 
title: 98th Congress, Ist session. Senate. “Referred to the 
Committee on Foreign Relations.” Distributed to some de- 
pository libraries in microfiche. “April 24, 1984.” @Item 
996-A, 996-B (microfiche) 

1. Taxation, Double — United States — Treaties. 2. Tax- 
ation, Double — France — Treaties. 3. Foreign tax credit — 
United States. 4. Foreign tax credit— France. I. United 
States. President (1981- : Reagan) II. United States. Con- 
gress. Senate. Committee on Foreign Relations. III. United 
States. Treaties, etc. France, 1967 July 28. Protocols, etc., 
1984 Jan. 17. IV. Title. V. Series. OCLC 10956109 


SENATE REPORTS 


Senate reports are available from the Senate Document Room 
unless otherwise indicated. 


84-21408 
Y 1.1/5:98-356 
United States. Congress. Senate. Committee on Governmental 
Affairs. 

Commission on the centennial review of the civil service : 
report (to accompany S. 803).—[Washington, D.C.? : U.S. 
G.P.O., 1984] 

6 p. ; 24cm. — (Report / 98th Congress, 2d session, Senate 
; 98-356) Caption title. Distributed to some depository li- 
braries in microfiche. ‘February 21 ... 1984.” @lItem 1008- 
C, 1008-D (microfiche) 

1. Civil service — Employees — Training of — United 
States. I. Title. II. Series: United States. Congress (98th, 
2nd session : 1984). Senate. Report ; no. 98-356. OCLC 
10980923 


84-21409 
Y 1,1/5:98-377 
United States. Congress. Senate. Committee on the Judiciary. 

James P. Purvis : report (to accompany S. Res. 48). — 
(Washington, D.C.? : U.S. G.P.O., 1984] 

10 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-377) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “April 3 ... 1984.” @lItem 
1008-C, 1008-D (microfiche) 

1. Purvis, James P. 2. Claims — United States. I. Title. 
II. Series: United States. Congress (98th, 2nd session : 1984). 
Senate. Report ; no. 98-377. OCLC 10979823 


84-21410 
Y 1.1/5:98-424 
United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. 
Motor Carrier Safety Act of 1984 : report (to accompany 
S. 2174). — [Washington, D.C.? : U.S. G.P.O., 1984] 
24 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-424) Caption title. Distributed to some deposi- 
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tory libraries in microfiche. “May 2... 1984." @ltem 1008- 
C, 1008-D (microfiche) 

1. United States. Bureau of Motor Carrier Safety. 2. 
Trucks — United States— Safety measures. 3. Buses — 
United States— Safety measures. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). Senate. 
Report ; no. 98-424. OCLC 10976844 


84-21411 


Y 1,1/5:98-442 


United States. Congress. Senate. Committee on Commerce, Sci- 


ence, and Transportation. 

National Telecommunications and Information Administra- 
tion authorization : report (to accompany S. 2535). — [Wash- 
ington, D.C.? : U.S. G.P.O., 1984 i.e. 1984] 

19 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-442) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 14, 1982.” @Item 1008- 
C, 1008-D (microfiche) 

1. United States. National Telec« ications and Infor- 
mation Administration — Appropriations and expenditures. 
I. Title. II. Series: United States. Congress (98th, 2nd session 
: 1984). Senate. Report ; no. 98-442. OCLC 10976722 





84-21412 


Y 1.1/5:98-444 


United States. Congress. Senate. Committee on Commerce, Sci- 


ence, and Transportation. 

U.S. Travel and Tourism Administration authorization : 
report together with additional views (to accompany S. 
2520). — [Washington, D.C.? : U.S. G.P.O., 1982 ie. 1984] 

11 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-444) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 14, 1982.” @lItem 1008- 
C, 1008-D (microfiche) 

1. United States Travel and Tourism Administration — Ap- 
propriations and expenditures. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). Senate. Report ; 
no. 98-444. OCLC 10966112 


84-21413 


Y 1.1/5:98-457 


United States. Congress. Senate. Committee on Commerce, Sci- 


ence, and Transportation. 

Railroad Authorization Act : report (to accompany S. 
2537). — [Washington, D.C.? : U.S. G.P.O., 1984] 

30 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-457) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 17 ... 1984.” @Item 
1008-C, 1008-D (microfiche) 

1. United States. Federal Railroad Administration — Appro- 
priations and expenditures. 2. Amtrak — Finance. I. Title. 
II. Series: United States. Congress (98th, 2nd session : 1984). 
Senate. Report ; no. 98-457. OCLC 10980953 


84-21414 


Y 1,1/5:98-458 


United States. Congress. Senate. Committee on Commerce, Sci- 


ence, and Transportation. 

Land Remote-Sensing Commercialization Act : report (to 
accompany H.R. 5155). —[Washington, D.C.? : U.S. G.P.O., 
1984] 

35 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-458) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 17 ... 1984.” @Item 
1008-C, 1008-D (microfiche) 

1. Remote sensing. 2. Landsat satellites. 3. United 
States — Foreign relations — Treaties. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). Senate. 
Report ; no. 98-458. OCLC 10990359 
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Senate Reports 


84-21415 
Y 1.1/5:98-459 
United States. Congress. Senate. Select Committee on Indian 
Affairs. 

Amending the Indian Financing Act of 1974, S. 2614 : 
report (to accompany S. 2614). — [Washington, D.C.? : U.S. 
G.P.O., 1984] 

9 p. ; 24cm. — (Report / 98th Congress, 2d session, Senate 
; 98-459) Caption title. Distributed to some depository li- 
braries in microfiche. “May 18 ... 1984.” @lItem 1008-C, 
1008-D (microfiche) 

1. Indians of North America — Reservations — Appropria- 
tions and expenditures. I. Title. II. Series: United States. 
Congress (98th, 2nd session : 1984). Senate. Report ; no. 98- 
459. OCLC 10990366 


84-21416 
Y 1.1/5:98-465 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. 

The Oregon Wilderness Act of 1984 : report (to accompany 
H.R. 1149). — [Washington, D.C.? : U.S. G.P.O., 1984] 

37 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-465) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 18 ... 1984.” @lItem 
1008-C, 1008-D (microfiche) 

1. Wilderness areas — Oregon. 2. Wilderness areas — Law 
and _ legislation— United States. 3. Forest reserves — 
Oregon. I. Title. II. Series: United States. Congress (98th, 
2nd session : 1984). Senate. Report ; no. 98-465. OCLC 
11032579 


84-21417 
Y 1.1/5:98-467 
United States. Congress. Senate. Committee on Labor and 
Human Resources. 

Older Americans Act amendments of 1984 : report (to 
accompany S. 2603).—[Washington, D.C.? : U.S. G.P.O., 
1984] 

92 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-467) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 18 ... 1984.” Includes 
bibliographical references. @lItem 1008-C, 1008-D (micro- 
fiche) 

1. Old age assistance — United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). Senate. 
Report ; no. 98-467. OCLC 10990296 


84-21418 
Y 1.1/5:98-469 
United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. 

In-Flight Medical Emergencies Act : report (to accompany 
S. 314). — [Washington, D.C.? : U.S. G.P.O., 1984] 

4 p. ; 24cm. — (Report / 98th Congress, 2d session, Senate 
; 98-469) Caption title. Distributed to some depository li- 
braries in microfiche. “May 21, 1984.” @Item 1008-C, 
1008-D (microfiche) 

1. United States. Federal Aviation Administration. 2. 
Emergency medical services— United States. I. Title. II. 
Series: United States. Congress (98th, 2nd session : 1984). 
Senate. Report ; no. 98-469. OCLC 10990373 


84-21419 
Y 1.1/5:98-470 
United States. Congress. Senate. Committee on Finance. 
Authorization of appropriations to the U.S. International 
Trade Commission, the U.S. Customs Service, and the Office 
of the U.S. Trade Representative : report (to accompany H.R. 
5188). — [Washington, D.C.? : U.S. G.P.O., 1984] 
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1S p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-470) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 22 ... 1984." @lItem 
1008-C, 1008-D (microfiche) 

1. United States International Trade Commission — Appro- 
priations and expenditures. 2. U.S. Customs Service — Ap- 
propriations and expenditures. 3. United States. Office of the 
U.S. Trade Representative -—— Appropriations and expendi- 
tures. 4. United States— Appropriations and expenditures, 
1985. I. Title. II. Series: United States. Congress (98th, 2nd 
session : 1984). Senate. Report ; no. 98-470. OCLC 10966117 


84-21420 


Y 1.1/5:98-471 


United States. Congress. Senate. Select Committee on Indian 


Affairs. 
Indian Health Care Amendments of 1984 : report (to ac- 
company S. 2166). — [Washington, D.C.? : U.S. G.P.O., 1984] 


86 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-471) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 22 ... 1984.” @Item 
1008-C, 1008-D (microfiche) 

1. Indians of North America — Medical care — Finance. I. 
Title. II. Series: United States. Congress (98th, 2nd session : 
1984). Senate. Report ; no. 98-471. OCLC 10990299 


84-21421 


Y 1,.1/5:98-477 


United States. Congress. Senate. Committee on Labor and 


Human Resources. 

Alcohol abuse, alcoholism, and drug abuse amendments of 
1984 : report (to accompany S. 2615). — [Washington, D.C.? : 
U.S. G.P.O., 1984] 

41 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-477) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 23 ... 1984.” @Item 
1008-C, 1008-D (microfiche) 

1. National Institute on Alcohol Abuse and Alcoholism 
(U.S.) — Appropriations and expenditures. 2. National Insti- 
tute on Drug Abuse — Appropriations and expenditures. I. 
Title. II. Series: United States. Congress (98th, 2nd session : 
1984). Senate. Report ; no. 98-477. OCLC 10990382 


84-21422 


Y 1,1/5:98-478 


United States. Congress. Senate. Committee on Commerce, Sci- 


ence, and Transportation. 

Motor Vehicle Theft Law Enforcement Act of 1984 : 
report (to accompany S. 1400). —[Washington, D.C.? : U.S. 
G.P.O., 1984] 

46 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-478) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 23 ... 1984.” @lItem 
1008-C, 1008-D (microfiche) 

1. Automobile theft — United States. 2. Automobiles — 
United States— Parts. 3. Crime and criminals — United 
States. I. Title. II. Series: United States. Congress (98th, 
2nd session : 1984). Senate. Report ; no. 98-478. OCLC 
10990306 


84-21423 


Y 1.1/5:98-479 


United States. Congress. Senate. Committee on Commerce, Sci- 


ence, and Transportation. 

The Hazardous Materials Transportation Act amendments 
of 1984 : report (to accompany S. 2706). — [Washington, 
D.C.? : U.S. G.P.O., 1984] 

10 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-479) Caption title. Distributed to some deposi- 





tory libraries in microfiche. “May 23 ... 1984.” @lItem 
1008-C, 1008-D (microfiche) 

1. United States. Materials Transportation Bureau — Appro- 
priations and expenditures. 2. Hazardous substances — Law 
and legislation — United States. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). Senate. Report ; 
no. 98-479. OCLC 10990390 


84-21424 


Y 1.1/5:98-482 
United States. Congress. Senate. Committee on Agriculture, Nu- 
trition, and Forestry. 

Colorado River basin agricultural conservation program : 
report together with additional views (to accompany H.R. 
3903). — [Washington, D.C.? : U.S. G.P.O., 1984] 

24 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-482) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 24 ... 1984.” @lItem 
1008-C, 1008-D (microfiche) 

1. Soil conservation — Law and legislation — United States. 
2. Salinity — Colorado River (Colo.-Mexico) 3. Watershed 
management — Colorado River (Colo.-Mexico) 4. Federal 
aid to water quality management — United States. I. Title. 
II. Series: United States. Congress (98th, 2nd session : 1984). 
Senate. Report ; no. 98-482. OCLC 10990313 


84-21425 


Y 1.1/5:98-483 
United States. Congress. Senate. Committee on Environment 
and Public Works. 

Public Buildings Authorization Act of 1984 : report (to 
accompany S. 2635). —[Washington, D.C.? : U.S. G.P.O., 
1984] 

23 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-483) Distributed to some depository libraries in 
microfiche. “May 24 ... 1984.” @lItem 1008-C, 1008-D 
(microfiche) 

1. United States. General Services Administration — Ap- 
propriations and expenditures. 2. United States — Public 
buildings — Maintenance and repair. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). Senate. 
Report ; no. 98-483. OCLC 10990393 
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1. Tariff preferences— Developing countries. 2. Pat- 
ents — United States. 3. Trade-marks— United States. 4. 
Copyright — United States. I. Title. II. Series: United 
tates. Congress (98th, 2nd session : 1984). Senate. Report ; 
no. 98-485. OCLC 11040857 


84-21428 


Y 1.1/5:98-487 


United States. Congress. Senate. Committee on Veterans’ Af- 


fairs. 

Veterans’ Administration Health Care Amendments of 1984 
: report of the Committee on Veterans’ Affairs, United States 
Senate, to accompany S. 2514. — Washington : U.S. G.P.O., 
1984. 

iii, 136 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-487) Distributed to some depository libraries in 
microfiche. “May 25, 1984.” @lItem 1008-C, 1008-D 
(microfiche) 

1. United States. Veterans Administration. 2. Veterans — 
Medical care — United States. 3. Veterans — Legal status, 
laws, etc.— United States. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). Senate. Report ; 
no. 98-487. OCLC 11041561 


84-21429 


Y 1.1/5:98-489 


United States. Congress. Senate. Committee on Agriculture, Nu- 


trition, and Forestry. 

National School Lunch and Child Nutrition Programs Re- 
authorization Act of 1984 : report together with additional 
views (to accompany S. 2722). —[Washington, D.C.? : U.S. 
G.P.O., 1984] 

77 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-489) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 25, 1984.” @lItem 1008- 
C, 1008-D (microfiche) 

1. National school lunch program. 2. Children — Nutri- 
tion — Law and legislation — United States. 3. School chil- 
dren — Food — United States. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). Senate. Report ; 
no. 98-489. OCLC 11034160 


84-21430 
84-21426 Y 1.1/5:98-490 
United States. Congress. Senate. Committee on Labor and 
Human Resources. 
Primary health care amendments of 1984 : report (to ac- 


company S. 2308). — [Washington, D.C.? : U.S. G.P.O., 1984] 


Y 1.1/5:98-484 
United States. Congress. Senate. Committee on Labor and 

Human Resources. 

Human Services Reauthorization Act : report (to accompa- 
ny S. 2565). —[Washington, D.C.? : U.S. G.P.O., 1984] 

40 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-484) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 24 ... 1984.” @lItem tory libraries in microfiche. ‘May 25, 1984.” @Item 1008- 
1008-C, 1008-D (microfiche) C, 1008-D (microfiche) 

1. Federal aid to community development — United States. 1. Federal aid to community health services — United 
2. Federal aid to education— United States. 3. Poor — States. 2. Health facilities —- Law and legislation — United 
United States — Energy assistance. 4. Economic assistance, States. I. Title. II. Series: United States. Congress (98th, 


Domestic — United States. I. Title. II. Series: United 2nd session : 1984). Senate. Report ; no. 98-490. OCLC 
States. Congress (98th, 2nd session : 1984). Senate. Report ; 11026992 
no. 98-484. OCLC 11006060 

84-21431 


84-21427 


37 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-490) Caption title. Distributed to some deposi- 


Y 1.1/5:98-495 
United States. Congress. Senate. Committee on Labor and 
Human Resources. 


Y 1,1/5:98-485 
United States. Congress. Senate. Committee on Finance. 


Renewal of the generalized system of preferences : report 
(to accompany S. 1718). — [Washington, D.C.? : U.S. G.P.O., 
1984] 

25 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-485) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 24 ... 1984." @lItem 
1008-C, 1008-D (microfiche) 


Authorizing appropriations for the National Science Foun- 
dation, fiscal year 1985 : report (to accompany S. 2521). — 
(Washington, D.C.? : U.S. G.P.O., 1984] 

27 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-495) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “May 25, 1984.” @lItem 1008- 
C, 1008-D (microfiche) 
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Senate Reports 


1. National Science Foundation (U.S.)— Appropriations 84-21436 
and expenditures. 2. United States — Appropriations and ex- 
penditures, 1985. I. Title. II. Series: United States. Con- 
gress (98th, 2nd session : 1984). Senate. Report ; no. 98-495. 


OCLC 10976728 


Y 1.1/5:98-503 
United States. Congress. Senate. Committee on Labor and 
Human Resources. 
Adult Education Act amendments of 1984 : report (to ac- 
company S. 2496). — [Washington, D.C.? : U.S. G.P.O., 1984] 


84-21432 
Y 1.1/5:98-496 25 p. ; 24 cm.— (Report / 98th Congress, 2d session, 

United States. Congress. Senate. Committee on Labor and Senate ; 98-503) Caption title. Distributed to some deposi- 
Human Resources. tory libraries in microfiche. “June 6, 1984.” @lItem 1008-C, 

The Adolescent Family Life Act : report (to accompany S. 1008-D (microfiche) 

2616). — [Washington, D.C.? : U.S. G.P.O., 1984] 1. Adult education — Law and legislation — United States. 

21 p. ; 24 cm.— (Report / 98th Congress, 2d session, 2. Federal aid to education— United States. I. Title. II. 
Senate ; 98-496) Caption title. Distributed to some deposi- Series: United States. Congress (98th, 2nd session : 1984). 
tory libraries in microfiche. “May 25, 1984.” @Item 1008- Senate. Report ; no. 98-503. OCLC 10990403 
C, 1008-D (microfiche) 

1. Adolescent mothers— United States. 2. Pregnant 84-21437 
schoolgirls — United States. I. Series: United States. Con- 
gress (98th, 2nd session : 1984). Senate. Report ; no. 98-496. 
OCLC 11026998 


Y 1,1/5:98-504 
United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. 

Consumer protection from fraudulent automobile odometer 
modifications : report (to accompany S. 1407). — [Washing- 
ton, D.C.? : U.S. G.P.O., 1984] 

8 p. ; 24cm. — (Report / 98th Congress, 2d session, Senate 
; 98-504) Caption title. Distributed to some depository li- 
braries in microfiche. ‘June 6, 1984.” @ltem 1008-C, 1008- 
D (microfiche) 


84-21433 
Y 1.1/5:98-499 
United States. Congress. Senate. Committee on the Judiciary. 
Missing Children’s Assistance Act of 1983 : report of the 
Committee on the Judiciary, United States Senate, on S. 
2014. — Washington : U.S. G.P.O., 1984. 


iii, 70 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-499) Distributed to some depository libraries in 
microfiche. “May 25, 1984.” @lItem 1008-C, 1008-D 
(microfiche) 

1. Runaway children — Legal status, laws, etc. — United 
States. 2. Missing persons— Legal status, laws, etc. — 
United States. 3. Kidnapping, Parental — United States. I. 
Title. II. Series: United States. Congress (98th, 2nd session : 
1984). Senate. Report ; no. 98-499. OCLC 11032592 


84-21434 


Y 1.1/5:98-501 
United States. Congress. Senate. Committee on the Judiciary. 

Organized Crime Commission subp[o]ena power : report (to 
accompany S.J. Res. 233).—([Washington, D.C.? : US. 
G.P.O., 1984] 

12 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-501) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “June 4 ... 1984.” Includes bib- 
liographical references. @lItem 1008-C, 1008-D (microfiche) 

1. Criminal procedure— United States. 2. Organized 
crime — United States. I. Title. II. Series: United States. 
Congress (98th, 2nd session : 1984). Senate. Report ; no. 98- 
501. OCLC 10990398 


84-21435 


Y 1.1/5:98-502 
United States. Congress. Senate. Committee on Appropriations. 

Energy and Water Development Appropriation Bill, 1985 : 
report (to accompany H.R. 5653). —[Washington, D.C.? : 
U.S. G.P.O., 1984] 

236 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-502) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “June 5, 1984.” @lItem 1008-C, 
1008-D (microfiche) 

1. Water resources development — Law and legislation — 
United States. 2. Energy development — Law and legisla- 
tion — United States. 3. Federal aid to water resources de- 
velopment — United States. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). Senate. Report ; 
no. 98-502. OCLC 11027004 
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1. Automobiles — Odometers — Standards — United States. 
2. United States. National Highway Traffic Safety Adminis- 
tration. 3. Motor vehicles— United States — Maintenance 
and repair. I. Title. II. Series: United States. Congress 
(98th, 2nd session : 1984). Senate. Report ; no. 98-504. 
OCLC 10981003 


84-21438 


Y 1.1/5:98-505 


United States. Congress. Senate. Committee on Commerce, Sci- 


ence, and Transportation. 

Tandem Truck Safety Act of 1984 : report (to accompany 
S. 2217). — [Washington, D.C.? : U.S. G.P.O., 1984] 

20 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-505) Caption title. Distributed to some deposi- 
tory libraries in microfiche. ‘June 6, 1984.” @lItem 1008-C, 
1008-D (microfiche) 

1. Truck driving — Safety regulations — United States. 2. 
Traffic regulations — United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). Senate. 
Report ; no. 98-505. OCLC 10990407 


84-21439 


Y 1.1/5:98-507 


United States. Congress. Senate. Committee on Labor and 


Human Resources. 

The Vocational Education Act of 1984 : report together 
with additional and supplemental views (to accompany S. 
2341). — [Washington, D.C.? : U.S. G.P.O., 1984] 

42 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-507) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “June 7 ... 1984.” @lItem 1008- 
C, 1008-D (microfiche) 

1. Federal aid to vocational education — United States. I. 
Title. II. Series: United States. Congress (98th, 2nd session : 
1984). Senate. Report ; no. 98-507. OCLC 11027014 


84-21440 


Y 1,.1/5:98-509 


United States. Congress. Senate. Committee on Finance. 


Water Resources Development Act of 1983 : report togeth- 
er with additional views (to accompany S. 1739) (including 





cost estimate of the Congressional Budget Office). — [Wash- 
ington, D.C.? : U.S. G.P.O., 1984] 

9 p. ; 24cm. — (Report / 98th Congress, 2d session, Senate 
; 98-509) Caption title. Distributed to some depository li- 
braries in microfiche. “June 8, 1984.” @lItem 1008-C, 1008- 
D (microfiche) 

1. Water resources development — Law and legislation — 
United States. I. Title. II. Series: United States. Congress 
(98th, 2nd session : 1984). Senate. Report ; no. 98-509. 
OCLC 10990412 


84-21441 
Y 1,1/5:98-510 
United States. Congress. Senate. Committee on Finance. 

Authority for trade agreements with Israel and Canada : 
report (to accompany S. 2746). —[Washington, D.C.? : U.S. 
G.P.O., 1984] 

23 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-510) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “June 12 ... 1984.” @lItem 
1008-C, 1008-D (microfiche) 

1. Israel — Commercial treaties. 2. Canada — Commercial 
treaties. 3. Foreign trade regulation — Canada. 4. Foreign 
trade regulation—Israel. 5. Foreign trade regulation — 
United States. I. Title. II. Series: United States. Congress 
(98th, 2nd session : 1984). Senate. Report ; no. 98-510. 
OCLC 10981013 


84-21442 
Y 1,1/5:98-511 
United States. Congress. Senate. Committee on Governmental 
Affairs. 


Amending Chapter 37, Title 31, United States Code, to 
authorize contracts retaining private counsel to furnish collec- 
tion services in the case of indebtness owed the United States 
: report (to accompany S. 1668). — [Washington, D.C.? : U.S. 
G.P.O., 1984] 

12 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-511) Caption title. Distributed to some deposi- 


tory libraries in microfiche. 
1008-C, 1008-D (microfiche) 

1. Collecting of accounts— United States. 2. Finance, 
Public — United States. 3. Government attorneys — United 
States. 4. Collection agencies — United States. I. Title. II. 
Series: United States. Congress (98th, 2nd session : 1984). 
Senate. Report ; no. 98-511. OCLC 11040923 


84-21443 


“June 12 ... 1984.” @Item 


Y 1,1/5:98-545 
United States. Congress. Senate. Committee on Agriculture, Nu- 
trition, and Forestry. 

Rural Electrification and Telephone Revolving Fund Self- 
Sufficiency Act of 1984 : report together with additional 
views (to accompany S. 1300). —[Washington, D.C.? : U.S. 
G.P.O., 1984] 

96 p. : ill. ; 24 cm. — (Report / 98th Congress, 2d session, 
Senate ; 98-545) Caption title. Distributed to some deposi- 
tory libraries in microfiche. “June 29 ... 1984." @lItem 
1008-C, 1008-D (microfiche) 

1. Rural electrification— Law and _ legislation — United 
States. 2. Rural telephone — United States — Finance. 3. 
Revolving funds— United States. 4. Finance, Public — 
United States. I. Title. II. Series: United States. Congress 
(98th, 2nd session : 1984). Senate. Report ; no. 98-545. 
OCLC 11032585 
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84-21444 


Y 1.1/5:98-560 
United States. Congress. Senate. Committee on Banking, Hous- 
ing, and Urban Affairs. 

The Financial Services Competitive Equity Act : report of 
the Committee on Banking, Housing, and Urban Affairs, 
United States Senate, to accompany S. 2851, together with 
additional views. — Washington : U.S. G.P.O., 1984. 

iii, 114 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
Senate ; 98-560) Distributed to some depository libraries in 
microfiche. “July 17, 1984.” @lItem 1008-C, 1008-D 
(microfiche) 

1. Banks and banking — United States. 2. Bank mergers — 
United States. 3. Securities — United States. I. Title. . II. 
Series: United States. Congress (98th, 2nd session : 1984). 
Senate. Report ; no. 98-560. OCLC 11033805 


HOUSE DOCUMENTS 


House documents are available from the House Documents 
Room unless otherwise indicated. 


84-21445 
Y 1.1/7:98-152 
Reports to be made to Congress : communication from the 
Clerk, U.S. House of Representatives, transmitting a list of 
reports which it is the duty of any officer or department to 
make to Congress, pursuant to rule III, clause 2, of the rules 
of the House of Representatives. Washington : U.S. G.P.O., 

v. ; 24 cm. (House document / 98th Congress, 2d session ; 
no. 98-152) 

Annual Jan. 23, 1984. Description based on: 1981. 
Vols. for (1981-) distributed to some depository libraries in 
microfiche. @lItem 996-A, 996-B (microfiche) Main series: 
House document (United States. Congress. House) 

1. United States — Executive departments — Records and 
correspondence — Periodicals. I. United States. Congress. 
House. Office of the Clerk. IJ. Series: House document 
(United States. Congress (98th, 2nd session : 1984). House) ; 
no. 98-152. OCLC 06128042 


84-21446 
Y 1,1/7:98-179 
United States. Office of the Assistant Secretary of the Army 
(Civil Works) 

Interim report on Perry Creek, Iowa : communication from 
the Assistant Secretary of the Army (Civil Works) transmit- 
ting a letter from the Chief of Engineers, Department of the 
Army, dated February 4, 1982, submitting a report, together 
with accompanying papers and illustrations, on interim report 
on Perry Creek, Iowa ....— Washington : U.S. G.P.O., 1984. 


xvii, 523 p. : ill., forms, maps ; 24 cm. — (House document 
; no. 98-179) “Referred to the Committee on Public Works 
and Transportation.” Distributed to some depository librar- 
ies in microfiche. “March 6, 1984.” Bibliography: p. 456- 
458. @ltem 996-A, 996-B (microfiche) 

1. Perry Creek (Plymouth County-Woodburry County, 
Iowa) 2. Stream channelization— Perry Creek (Plymouth 
County-Woodburry County, Iowa) 3. Flood control — 
Perry Creek (Plymouth County-Woodburry County, Iowa) 
I. United States. Congress. House. Committee on Public 
Works and Transportation. II. Title. III. Series: House 
document (United States. Congress (98th, 2nd session : 1984). 
House) ; no. 98-179. OCLC 11041597 
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84-21447 
Y 1.1/7:98-195 
United States. Office of the Assistant Secretary of the Army 
(Civil Works) 

Horn Lake Creek and tributaries, including Cow Pen 
Creek, Tennessee and Mississippi : communication from the 
Assistant Secretary of the Army (Civil Works) transmitting a 
letter from the Chief of Engineers, Department of the Army, 
dated January 4, 1983, submitting a report together with ac- 
companying papers and illustration, on Horn Lake Creek and 
tributaries, including Cow Pen Creek, Tennessee and Missis- 
sippi .... — Washington : U.S. G.P.O., 1984. 

xviii, 658 p. : ill, maps ; 24 cm.— (House document ; no. 
98-195) “Referred to the Committee on Public Works and 
Transportation.” Distributed to some depository libraries in 
microfiche. “April 2, 1984.” Includes bibliographies. 
@ltem 996-A, 996-B (microfiche) 

1. Horn Lake Creek (Tenn. and Miss.) 2. Cow Pen Creek 
(De Soto County, Miss.) 3. Channels (Hydraulic engineer- 
ing)— Design and construction. 4. Recreation areas — 
United States. I. United States. Congress. House. Commit- 
tee on Public Works and Transportation. II. Title. III. 
Series: House document (United States. Congress (98th 2nd 
session : 1984). House) ; no. 98-195. OCLC 10782892 


84-21448 
Y 1.1/7:98-200 
United States. Board of Trustees of the Federal Old-age and 

Survivors Insurance and Disability Insurance Trust Funds. 

[Annual report of the Board of Trustees of the Federal 
Old-age and Survivors Insurance and Disability Insurance 
Trust Funds (1984)} Annual report of the Board of Trustees 
of the Federal Old-age and Survivors Insurance and Disabil- 
ity Insurance Trust Funds : communication from the Board of 
Trustees, Federal Old-age and Survivors Insurance and Dis- 
ability Insurance Trust Fund transmitting the annual report of 
the Board, pursuant to SSA, sec.201(c)(2). Washington : U.S. 
G.P.O., 1984- 

v. ; 24 cm. (House document / 98th Congress, 2d session ; 
98-200) 

Annual 

1984- 1984. Vols. for 1984- distributed to some deposito- 
ry libraries in microfiche. @lItem 996-A, 996-B (microfiche) 
Main series: House document (United States. Congress. 
House) Continues: United States. Board of Trustees of the 
Federal Old-age and Survivors Insurance and Disability In- 
surance Trust Funds. Annual report 

1. United States. Board of Trustees of the Federal Old-age 
and Survivors Insurance and Disability Insurance Trust 
Funds — Periodicals. 2. Old age pensions — United States — 
Periodicals. 3. Survivors’ benefits — United States — Peri- 
odicals. 4. Insurance, Disability — United States — Periodi- 
cals. 5. Trusts and trustees— United States — Periodicals. 
I. Title. II. Series: House document (United States. Congress 
(98th, 2nd session : 1984). House) ; no. 98-200. OCLC 
10953887 


84-21449 
Y 1.1/7:98-201 
Veterans of Foreign Wars of the United States. 

Proceedings of the ... National Convention of the Veterans 
of Foreign Wars of the United States. Washington : U.S. 
G.P.O., 

v. : ports. ; 24 cm. (House document / 98th Congress, 2d 
session ; no. 98-201) 

Began with 59th, 1958. Spine title: National Convention of 
the Veterans of Foreign Wars 84th, New Orleans, La., Aug. 
12-19, 1983. Description based on: 81st (1980) Vols. for 
{1980-) distributed to some depository libraries in microfiche. 
@ltem 996-A, 996-B (microfiche) ISSN 0160-1474 Main 
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series: House document (United States. Congress. House) 
Continues: Veterans of Foreign Wars of the United States. 
Proceedings of the national encampment of the Veterans of 
Foreign Wars of the United States 

1. Veterans of Foreign Wars of the United States — Peri- 
odicals. I. Title. II. Series: House document (United States. 
Congress (98th, 2nd session : 1984). House) ; no. 98-201. 
E181V473 77-647000 //r82  369/.18 OCLC 02870747 


84-21450 
Y 1.1/7:98-202 
Veterans of World War I of the U.S.A. 

Proceedings of the ... National Convention of the Veterans 
of World War I of the United States, Inc. Washington : U.S. 
G.P.O., 

v. : ports. ; 24 cm. (House document / 98th Congress, 2d 
session ; no. 98-202) 

Annual Cover title: Proceedings of the ... annual National 
Convention of the Veterans of World War I of the United 
States, Inc. 1981- Spine title: National Convention of the 
Veterans of World War I 1981- 31st, Fort Worth, Tex., 
Aug. 28-Sept. 1, 1983. Description based on: 28th (1980) 
Vols. for (1981-) distributed to some depository libraries in 
microfiche. @lItem 996-A, 996-B (microfiche) Main series: 
House document (United States. Congress. House) 

1. Veterans of World War I of the U.S.A. — Periodicals. 
I. Title. II. Series: House document (United States. Congress 
(98th, 2nd session : 1984). House) ; no. 98-202. OCLC 
02870880 


84-21451 


Y 1.1/7:98-220 
Great Britain. 

[Treaties, etc. United States, 1984 Feb. 13] Social security 
agreement between the United States of America and the 
Kingdom of Great Britain and Northern Ireland : message 
from the President of the United States transmitting the 
agreement between the United States of America and the 
government of the United Kingdom of Great Britain and 
Northern Ireland, which consists of two separate instruments, 
pursuant to SSA, sec. 233(e) (91 Stat. 1538). Washington : 
U.S. G.P.O., 1984. 

85 p. ; 24 cm. — (House document ; 98-220) “Referred to 
the Committee on Ways and Means.” “May 10, 1984.” 
@ltem 996-A, 996-B (microfiche) 

1. Social security — Law and legislation — United States. 
2. Social security — Law and legislation — Great Britain. I. 
United States. President (1981- : Reagan) II. United States. 
Congress. House. Committee on Ways and Means. III. 
United States. Treaties, etc. Great Britain, 1984 Feb. 13. IV. 
Title. V. Series: House document (United States. Congress 
(98th, 2nd session : 1984). House) ; no. 98-220. OCLC 
10979897 


84-21452 


Y 1.1/7:98-228 
United States. President (1981- : Reagan) 

Cooperation on the uses of atomic energy between the 
United States and the United Kingdom of Great Britain and 
Northern Ireland for mutual defense purposes : message from 
the President of the United States, transmitting the text of an 
amendment to the agreement between the government of the 
United States of America and the government of the Kingd- 
gom of Great Britain and Northern Ireland for cooperation 
on the uses of atomic energy ....— Washington : U.S. G.P.O., 
1984. 

8 p. ; 24. cm. — (House document ; 98-228) Distributed to 
some depository libraries in microfiche. “June 6, 1984.” 
@ltem 996-A, 996-B (microfiche) 





1. Atomic power — Government policy — United States. 
2. Atomic power — Government policy — Great Britain. 3. 
United States — Defenses. 4. Great Britain — Defenses. I. 
Reagan, Ronald. II. Title. III. Series: House document 
(United States. Congress (98th, 2nd session : 1984). House) ; 
no. 98-228. OCLC 11017045 


84-21453 
Y 1.1/7:98-235 
United States. Congress. House. 

Financial disclosure reports of members of the U.S. House 
of Representatives of the ... Congress from ... submitted to the 
Clerk of the House pursuant to 2 U.S.C. [section] 703(a). 
Washington : U.S. G.P.O., 

v. ; 26 cm. (House document / 98th Congress, 2d session ; 
98-235) 

Annual 98th Congress, Jan. 1-Dec. 31, 1983. Description 
based on: 97th Congress (Jan. 1, 1980 to Dec. 31, 1980) 
Vols. for (1981-) distributed to some depository libraries in 
microfiche. @lItem 996-A, 996-B (microfiche) ISSN 0272- 
6211 Main series: House document (United States. Congress. 
House) 

1. United States. Congress. House — Periodicals. 2. Finan- 
cial disclosure — United States — Periodicals. Key Title: Fi- 
nancial disclosure reports of members of the U.S. House of 
Representatives I. Title. II. Series: House document 
(United States. Congress (98th, 2nd session : 1984). House) ; 
no. 98-235. JK1308.U54a 80-648707 //r812 328.73/0766 
OCLC 04800514 


HOUSE REPORTS 


House reports are available from the House Documents Room 
unless otherwise indicated. 


84-21454 
Y 1,1/8:98-384/pt.2 
United States. Congress. House. Committee on Armed Services. 

Establishment of commission on Merchant Marine and de- 
fense : report (to accompany H.R. 3289 ... referred jointly to 
the Committee on Armed Services and the Committee on 
Merchant Marine and Fisheries) (including cost estimate of 
the Congressional Budget Office). —[Washington, D.C.? : 
U.S. G.P.O., 1983-1984] 

2 v. : ill. ; 24 cm.— (Report / 98th Congress, Ist session, 
House of Representatives ; 98-384, pt. 1) (Report / 98th 
Congress, 2d session, House of Representatives ; 98-384, pt. 2) 
Caption title. Distributed to some depository libraries in 
microfiche. “September 27, 1983”—Pt. 1. “May 15, 
1984”"—Pt. 2. @lItem 1008-C, 1008-D (microfiche) 

1. Merchant marine — United States — Defense measures. 
2. Ships — United States — Maintenance and repair. 3. Ship- 
building — Contracts and specifications — United States. I. 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. II. Title. III. Series: United States. 
Congress (98th, Ist session : 1983). House. Report ; no. 98- 
384, pt. 1. IV. Series: United States. Congress (98th, 2nd 
session : 1984). House. Report ; no. 98-384, pt. 2. OCLC 
10539274 


84-21455 
Y 1,1/8:98-633 
United States. Congress. House. Committee on Education and 
Labor. 

Extending and improving the National School Lunch Act 
and Child Nutrition Act of 1966 : report together with sup- 
plemental and minority views (to accompany H.R. 7) (includ- 
ing cost estimate of the Congressional Budget Office). — 
(Washington, D.C.? : U.S. G.P.O., 1984] 

48 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-633) Caption title. Distribut- 
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ed to some depository libraries in microfiche. 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. National school lunch program — Finance. 2. Nutrition 
policy — United States. 3. Children— United States — Nu- 
trition — Psychological aspects. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). House. Report ; 
no. 98-633. OCLC 10966126 


“March 22, 


84-21456 
Y 1.1/8:98-637 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 5154 : report (to 
accompany H. Res. 469).—[Washington, D.C.? : USS. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-637) Caption title. Distribut- 
ed to some depository libraries in microfiche. ‘March 27, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. 
United States. Congress (98th, 2nd session 
Report ; no. 98-637. OCLC 11026966 


Il. Series: 
: 1984). House. 


84-21457 
Y 1,1/8:98-638 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 4706 : report (to 
accompany H. Res. 470).—[Washington, D.C.? : USS. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-638) Caption title. Distribut- 
ed to some depository libraries in microfiche. “March 27, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. 
United States. Congress (98th, 2nd session 
Report ; no. 98-638. OCLC 11026969 


II. Series: 
: 1984). House. 


84-21458 
Y 1,1/8:98-643/pt.I 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Designating certain national forest lands in the state of 
Arizona as wilderness, and for other purposes : report (to 
accompany H.R. 4707) (including the cost estimate of the 
Congressional Budget Office). —[Washington, D.C.? : U.S. 
G.P.O., 1984- ] 

v. ; 24 cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-643, part I) Caption title. Distribut- 
ed to some depository libraries in microfiche. “March 30, 
1984”"—Pt. I. @ltem 1008-C, 1008-D (microfiche) 

1. Wilderness areas — Arizona. 2. Wilderness areas — Law 
and legislation — United States. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). House. Report ; 
no. 98-643, pt. I. OCLC 11006069 


84-21459 
Y 1,1/8:98-666 
United States. Congress. House. Committee on Rules. 

Waiving certain points of order against the conference 
report on S . 1852 : report (to accompany H. Res. 479). — 
[Washington, D.C.? : U.S. G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-666) Caption title. Distribut- 
ed to some depository libraries in microfiche. “April 9, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-666. OCLC 11005989 
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84-21460 
Y 1.1/8:98-691 
United States. Congress. House. Committee on Armed Services. 

Department of Defense Authorization Act, 1985 : report of 
the Committee on Armed Services together with additional 
and dissenting views on H.R. 5167 (including cost estimate of 
the Congressional Budget Office).— Washington : U.S. 
G.P.O., 1984. 

xiii, 399 p. : ill. ; 24 cm.— (Report / 98th Congress, 2d 
session, House of Representatives ; 98-691) Distributed to 
some depository libraries in microfiche. “April 19, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. United States. Dept. of Defense — Appropriations and 
expenditures. 2. United States. Dept. of Defense — Procure- 
ment. 3. United States — Appropriations and expenditures, 
1985. I. Title. II. Series: United States. Congress (98th, 2nd 
session : 1984). House. Report ; no. 98-691. OCLC 11006073 


84-21461 
Y 1.1/8:98-695 
United States. Congress. House. Committee on Banking, Fi- 
nance, and Urban Affairs. 

Federal Reserve Bank Directors Act of 1984 : report to- 
gether with dissenting views (to accompany H.R. 5278) (in- 
cluding cost estimate of the Congressional Budget Office). — 
(Washington, D.C.? : U.S. G.P.O., 1984] 

9 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-695) Caption title. Distributed to 
some depository libraries in microfiche. “April 24, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Federal Reserve banks — Officials and employees. I. 
Title. II. Series: United States. Congress (98th, 2nd session : 
1984). House. Report ; no. 98-695. OCLC 10990318 


84-21462 
Y 1.1/8:98-702 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Office of Environmental Quality and Council on Environ- 
mental Quality authorizations for fiscal years 1985, 1986, and 
1987 : report (to accompany H.R. 4585) (including cost esti- 
mate of the Congressional Budget Office). — [Washington, 
D.C.? : U.S. G.P.O., 1984) 

8 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-702) Caption title. Distributed to 
some depository libraries in microfiche. “April 25, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. United States. Office of Environmental Quality — Appro- 
priations and expenditures. 2. Council on Environmental 
Quality (U.S.)— Appropriations and expenditures. I. Title. 
II. Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-702. OCLC 10976713 


84-21463 
Y 1.1/8:98-703 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Additions to Bon Secour National Wildlife Refuge : report 
(to accompany H.R. 492}) (including cost estimate ot [i.e. of] 
the Congressional Budget Office). —[Washington, D.C.? : 
U.S. G.P.O., 1984) 

11 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-703) Caption title. Distribut- 
ed to some depository libraries in microfiche. “April 25, 
1984." @ltem 1008-C, 1008-D (microfiche) 

1. Bon Secour Nationa) Wildlife Refuge (Ala.) 1. Title. 
II. Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-703. OCLC 10981028 
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84-21464 
Y 1.1/8:98-709 
United States. Congress. House. Permanent Select Committee 
on Intelligence. 

Resolution of inquiry concerning the Central Intelligence 
Agency and death squads in El Salvador : adverse report (to 
accompany H. Res. 467).—[Washington, D.C.? : U.S. 
G.P.O., 1984] 

4 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-709) Caption title. Distributed to 
some depository libraries in microfiche. “April 25, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. United States. Central Intelligence Agency. 2. United 
States — Foreign relations — El Salvador. 3. El Salvador — 
Foreign relations— United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-709. OCLC 10976735 


84-21465 
Y 1.1/8:98-712/pt.1 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Designating certain national forest system lands in the state 
of Virginia as wilderness, and for other purposes : report (to 
accompany H.R. 5121 which on March 14, 1984 was referred 
jointly to the Committees on Interior and Insular Affairs and 
Agriculture). — [Washington, D.C.? : U.S. G.P.O., 1984- ] 

v. ; 24cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-712, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “April 26, 1984”— 
Pt. 1. @ltem 1008-C, 1008-D (microfiche) 

1. Jefferson National Forest. 2. Wilderness areas — Virgin- 
ia. 3. Forest reserves— Virginia. I. United States. Con- 
gress. House. Committee on Agriculture. II. Title. III. 
Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-712, pt. 1. OCLC 11005933 


84-21466 
Y 1.1/8:98-713/pt.1 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Designating certain areas in the Allegheny National Forest 
as wilderness and recreation areas : report (to accompany 
H.R. 5076). —[Washington, D.C.? : U.S. G.P.O., 1984- ] 

v. ; 24cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-713, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “April 26, 1984°— 
Pt. 1. @ltem 1008-C, 1008-D (microfiche) 

1. Allegheny National Forest (Pa.) 2. Wilderness areas — 
Pennsylvania. 3. Recreation areas — Pennsylvania. I. Title. 
II. Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-713, pt. 1. OCLC 11005937 


84-21467 
Y 1.1/8:98-717 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Amending the Wild and Scenic Rivers Act to permit the 
control of the lamprey eel in the Pere Marquette River : 
report (to accompany H.R. 3472) (including the cost estimate 
of the Congressional Budget Office). —[Washington, D.C.? : 
U.S. G.P.O., 1984] 

16 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-717) Caption title. Distribut- 
ed to some depository libraries in microfiche. “April 26, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Wild and scenic rivers — Michigan. 2. Pere Marquette 


River (Mich.) 3. Lampreys. I. Title. Il. Series: United 





States. Congress (98th, 2nd session : 
no. 98-717. OCLC 10990325 


84-21468 


1984). House. Report ; 


Y 1.1/8:98-718 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Amending the Wild and Scenic Rivers Act to designate 
Wildcat Brook in the state of New Hampshire for potential 
addition to the national wild and scenic rivers system, and for 
other purposes : report (to accompany H.R. 4406) (including 
the cost estimate of the Congressional Budget Office). — 
(Washington, D.C.? : U.S. G.P.O., 1984] 

9 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-718) Caption title. Distributed to 
some depository libraries in microfiche. “April 26, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Wild and scenic rivers ——-New Hampshire. 2. Wildcat 
Brook (N.H.) I. Title. II. Series: United States. Congress 
(98th, 2nd session : 1984). House. Report ; no. 98-718. 
OCLC 10990327 


84-21469 
Y 1.1/8:98-719 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Amending the Nationa! Trails System Act by adding the 
Oregon-California Trail to the study list : report (to accompa- 
ny H.R. 3787) (including the cost estimate of the Congression- 
al Budget Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 


15 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-719) Caption title. Distribut- 
ed to some depository libraries in microfiche. “April 26, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. Pony Express Trail. 2. California Immigrant Trail. 3. 
I. Title. II. Series: 
1984). House. 


Daniel Boone National Heritage Trail. 
United States. Congress (98th, 2nd session : 
Report ; no. 98-719. OCLC 11005998 


84-21470 


Y 1.1/8:98-720 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Redesignating the Saint Croix Island National Mosument in 
the state of Maine as the “Saint Croix Island International 
Historic Site” : report (to accompany S.J. Res. 25). — [Wash- 
ington, D.C.? : U.S. G.P.O., 1984] 

6 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-720) Caption title. Distributed to 
some depository libraries in microfiche. @lItem 1008-C, 
1008-D (microfiche) 

1. Historic sites— Maine. 2. Saint Croix Island Interna- 
tional Historic Site (Saint Croix, Me.) I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-720. OCLC 10976748 


84-21471 
Y 1,1/8:98-721 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Eastern Pacific ocean tuna fishing agreement : report (to 
accompany H.R. 5147) (including cost estimate of the Con- 
gressional Budget Office). —[Washington, D.C.2 : US. 
G.P.O., 1984] 

8 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-721) Caption title. Distributed to 
some depository libraries in microfiche. “April 26, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Tuna fisheries — United States. 
eign relations — Central America. 


2. United States — For- 
3. Central America — 


Government Publications — October 1984 


Foreign relations— United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-721. OCLC 10966133 


84-21472 


Y 1,1/8:98-722 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Amending section 160(d) of Public Law 96-607 to permit 
the Secretary of the Interior to acquire title in fee simple to 
McClintock House at 16 East Williams Street, Waterloo, New 
York : report (to accompany H.R. 4596) (including the cost 
estimate of the Congressional Budget Office). — [Washington, 
D.C.? : U.S. G.P.O., 1984] 

6 p. ; 24 cm. — (Report / 9:th Congress, 2d session, House 
of Representatives ; 98-722) Caption title. Distributed to 
some depository libraries in microfiche. “April 26, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Historic sites — New York (State) 2. McClintock House 
(Waterloo, N.Y.) I. Title. II. Series: United States. Con- 
gress (98th, 2nd session : 1984). House. Report ; no. 98-722. 
OCLC 11005945 


84-21473 
Y 1,1/8:98-723 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Authorizing appropriations to the executive director, 
United States Holocaust Memorial Council, for services nec- 
essary to perform the functions of the United States Holo- 
caust Memorial Council : report (to accompany H.R. 5100) 
(including the cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 

4 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-723) Caption title. Distributed to 
some depository libraries in microfiche. “April 26, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. United States Holocaust Memorial Council — Appropria- 
tions and expenditures. I. Title. Il. Series: United States. 
Congress (98th, 2nd session : 1984). House. Report ; no. 98- 
723. OCLC 10990336 


84-21474 
Y 1,1/8:98-726/pt.1 
United States. Congress. House. Permanent Select Committee 
on Intelligence. 

Central Intelligence Agency Information Act : report (to 
accompany H.R. 5164 which on March 15, 1984, was referred 
jointly to the Permanent Select Committee on Intelligence 
and the Committee on Government Operations). — [Washing- 
ton, D.C.? : U.S. G.P.O., 1984- ] 

v. ; 24cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-726, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “May 1, 1984”—Pt. 
1. @tem 1008-C, 1008-D (microfiche) 

1. Intelligence service — United States. 2. Freedom of in- 
formation — United States. I. United States. Congress. 
House. Committee on Government Operations. I]. Title. 
III. Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-726, pt. 1. OCLC 10981036 


84-21475 
Y 1.1/8:98-730/pt.1 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Designating various areas as components of the national 
wilderness preservation system in the national forests in the 
state of Texas : report (to accompany H.R. 3788) (including 
the cost estimate of the Congressional Budget Office). — 


(Washington, D.C.? : U.S. G.P.O., 1984- ] 
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v. ; 24. cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-730, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “May 2, 1984°—Pt. 
1. @ltem 1008-C, 1008-D (microfiche) 

1. Forest reserves — Texas. 2. Wilderness areas — Texas. 
I. Title. II. Series: United States. Congress (98th, 2nd session 
: 1984). House. Report ; no. 98-730, pt. 1. OCLC 11006006 

84-21476 
Y 1.1/8:98-732 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Allowing William R. Gianelli to continue to serve on the 
Board of the Panama Canal Commission : report (to accompa- 
ny H.R. 5404) (including cost estimate of the Congressional 
Budget Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 

4p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-732) Caption title. Distributed to 
some depository libraries in microfiche. “May 3, 1984.” 
@item 1008-C, 1008-D (microfiche) 

1. Gianelli, William R. 2. United States. Panama Canal 
Commission — Officials and employees. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-732. OCLC 10976121 


84-21477 
Y 1,1/8:98-734 
United States. Congress. House. Committee on the Judiciary. 

Organized crime commission subp[oJena power : report (to 
accompany H.J. Res. 548) (including cost estimate of the 
Congressional Budget Office). — [Washington, D.C.? : U.S. 
G.P.O., 1984] 

16 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-734) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 7, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Organized crime investigation — United States. I. Title. 
II. Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-734. OCLC 10966140 


84-21478 
Y 1.1/8:98-737 
United States. Congress. House. Committee on Education and 
Labor. 

Older Americans Act amendments of 1984 : report together 
with supplemental and additional views (to accompany H.R. 
4785) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 

75 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-737) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 19, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Old age assistance — United States. 2. Aged — Govern- 
ment policy — United States. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). House. Report ; 
no. 98-737. OCLC 10966151 


84-21479 
Y 1.1/8:98-739 
United States. Congress. House. Committee on Small Business. 

Small Business Development Center Improvement Act of 
1984 : report (to accompany H.R. 5334) (including cost esti- 
mate of the Congressional Budget Office). — [Washington, 
D.C.? : U.S. G.P.O., 1984] 

35 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-739) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 10, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. Small Business Development Center (U.S.) — Appropria- 
tions and expenditures. I. Title. II. Series: United States. 
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Congress (98th, 2nd session : 


1984). House. Report ; no. 98- 
739. OCLC 10976824 


84-21480 


Y 1.1/8:98-740 


United States. Congress. House. Committee on Education and 


Labor. 

Human services amendments of 1984 : report together with 
Republican, separate, and additional views (to accompany 
H.R. 5145) (including cost estimate of the Congressional 
Budget Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 

44 p. , 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-740) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 10, 
1984." @lItem 1008-C, 1008-D (microfiche) 

1. Federal aid to public welfare — United States. 
al aid to education — United States. 
development — United States. I. Title. 
States. Congress (98th, 2nd session 
no. 98-740. OCLC 10976754 


2. Feder- 
3. Federal aid to child 
II. Series: United 
: 1984). House. Report ; 


84-21481 


Y 1.1/8:98-741 


United States. Congress. House. Committee on Education and 


Labor. 

Juvenile Justice, Runaway Youth, and Missing Children’s 
Amendments of 1984 : report together with supplemental 
views (to accompany H.R. 4971) (including cost estimate of 
the Congressional Budget Office). —[Washington, D.C.? : 
U.S. G.P.O., 1984] 

75 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-741) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 10, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. Juvenile delinquency — United States — Prevention. 2. 
Children — Law — United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-741. OCLC 10966158 


84-21482 


Y 1,1/8:98-743/pt.2 


United States. Congress. House. Committee on Armed Services. 


Intelligence Authorization Act for fiscal year 1985 : report 
(to accompany H.R. 5399).—[Washington, D.C.? : U.S. 
G.P.O., 1984- ] 

v. ; 24 cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-743, pt. 2) Caption title. Description 
based on part 2. Distributed to some depository libraries in 
microfiche. “May 23, 1984.” @Item 1008-C, 1008-D 
(microfiche) 

1. United States. Dept. of Defense — Appropriations and 
expenditures. 2. Intelligence service— United States. I. 
Title. II. Series: United States. Congress (98th, 2nd session : 
1984). House. Report ; no. 98-743, pt. 2. OCLC 10976764 


84-21483 
Y 1.1/8:98-744 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Amending Title XII of the Merchant Marine Act, 1936 : 
report (to accompany H.R. 5505) (including cost estimate of 
the Congressional Budget Office).— (Washington, D.C.? : 
U.S. G.P.O., 1984] 

6 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-744) Caption title. Distributed to 
some depository libraries in microfiche. “May 11, 1984.” 
@item 1008-C, 1008-D (microfiche) 

1. Merchant marine — United States. 2. Insurance, War 
risk — United States I. Title. II. Series: United States. 





Congress (98th, 2nd session : 
744. OCLC 10976816 


84-21484 


1984). House. Report ; no. 98- 


Y 1,1/8:98-747/pt.1 
United States. Congress. House. Committee on Education and 
Labor. 

Low-income home energy assistance amendments of 1984 : 
report together with additional and supplemental views (to 
accompany H.R. 5620 which on May 8, 1984, was referred 
jointly to the Committee on Education and Labor and the 
Committee on Energy and Commerce) (including cost esti- 
mate and comparison of the Congressiona) Budget Office). — 
(Washington, D.C.? : U.S. G.P.O., 1984- ] 

v. ; 24cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-747, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “May 15, 1984°— 
Pt. 1. @ltem 1008-C, 1008-D (microfiche) 

1. Poor — United States — Energy assistance. I. Title. II. 
Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-747, pt. 1. OCLC 11005951 


84-21485 
Y 1.1/8:98-753/pt.1 
United States. Congress. House. Committee on Education and 
Labor. 

National Educational Software Act of 1984 : report togeth- 
er with minority views (to accompany H.R. 4628, which on 
January 24, 1984, was referred jointly to the Committees on 
Education and Labor and Science and Technology) (includ- 
ing cost estimate of the Congressional Budget Office). — 
(Washington, D.C.? : U.S. G.P.O., 1984- ] 

v. ; 24cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-753, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “May 15, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Educational technology — United States. 2. Computer- 
assisted instruction— United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-753, pt. 1. OCLC 11027020 


84-21486 


Y 1,1/8:98-754 
United States. Congress. House. Committee on Education and 
Labor. 

American Defense Education Act : report together with 
minority views (to accompany H.R. 5609) (including cost 
estimate of the Congressional Budget Office). — [Washington, 
D.C.? : U.S. G.P.O., 1984] 

11 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-754) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 15, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Civil defense. 2. United States— Civil defense. I. 
Title. II. Series: United States. Congress (98th, 2nd session : 
1984). House. Report ; no. 98-754. OCLC 10976774 


84-21487 
Y 1,1/8:98-757 


United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 


National Defense Shipyard Protection Act of 1984 : report 
(to accompany H.R. 5220) (including cost estimate of the 
Congressional Budget Office). — (Washington, D.C.? : U.S. 
G.P.O., 1984] 


23 p. ; 24 cm.— (Report / 98th Congress, 2d session, 


House of Representatives ; 98-757) Caption title. 
ed to some depository libraries in microfiche. 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Ship-building subsidies — Law and legislation — United 
States. 2. Ship-building— United States — Finance. I. 


Distribut- 
“May 15, 


Government Publications — October 1984 


Title. II. Series: United States. Congress (98th, 2nd session : 
1984). House. Report ; no. 98-757. OCLC 11006010 


84-21488 


Y 1.1/8:98-758 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Marine Mammal Protection Act authorization for fiscal 
years 1985-1988 : report (to accompany H.R. 4997) (including 
cost estimate of the Congressional Budget Office). — [Wash- 
ington, D.C.? : U.S. G.P.O., 1984] 

17 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-758) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 15, 
1984." @ltem 1008-C, 1008-D (microfiche) 

1. Marine mammals — Law and legislation — United States. 
2. Tuna fisheries — Licenses. 1. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). House. Report ; 
no. 98-758. OCLC 11034166 


84-21489 


¥ 1,1/8:98-761 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

National Historic Preservation Act amendments : report (to 
accompany H.R. 2889) (including cost estimate of the Con- 
gressional Budget Office).—[Washington, D.C.? : US. 
G.P.O., 1984] 

ll p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-761) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 15, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. National Building Museum (U.S.)— Appropriations and 
expenditures. 2. National Building Museum (U.S.) — Preser- 
vation. I. Title. II. Series: United States. Congress (98th, 
2nd session : 1984). House. Report ; no. 98-761. OCLC 
10981071 


84-21490 
Y 1,.1/8:98-762/pt.1 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Increasing the percentage of national forest receipts payable 
to states, and to expand the purposes for which such receipts 
may be expanded for the benefit of counties, and for other 
purposes : report together with dissenting views (to accompa- 
ny H.R. 5315) (including the cost estimate of the Congression- 
al Budget Office). — [Washington, D.C.? : U.S. G.P.O., 1984- 
] 


v. ; 24cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-762, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “May 15, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Revenue sharing — Law and legislation — United States. 
2. Forest management — United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-762, pt. 1. OCLC 11027059 


84-21491 
Y 1,1/8:98-763/pt.1 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Reauthorizing and amending the Indian Health Care Im- 
provement Act, and for other purposes : report (to accompa- 
ny H.R. 4567) (including the cost estimate of the Congression- 
al Budget Office). — [Washington, D.C.? : U.S. G.P.O., 1984- 
] 

v. : ill. ; 24 cm.— (Rept. / 98th Congress, 2d session, 
House of Representatives ; 98-763, pt. 1) Caption title. Dis- 
tributed to some depository libraries in microfiche. “May 15, 
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1984.” Includes bibliographical references. @lItem 1008-C, 
1008-D (microfiche) 

1. Federal aid to medical education — United States. 2. 
Indians of North America — Health and hygiene. 3. Federal 
aid to health facilities — United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-763, pt. 1. OCLC 10976803 


84-21492 
Y 1.1/8:98-763/pt.2 
United States. Congress. House. Committee on Energy and 
Commerce. 

Indian health care amendments of 1984 : report together 
with minority, separate, and dissenting views (to accompany 
H.R. 4567 which on November 18, 1983, was referred jointly 
to the Committee on Interior and Insular Affairs and the 
Committee on Energy and Commerce) (including cost esti- 
mate and comparison of the Congressional Budget Office). — 
[Washington, D.C.? : U.S. G.P.O., 1984- ] 

v. ; 24cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-763, pt. 2) Caption title. Description 
based on v. 2. Distributed to some depository libraries in 
microfiche. “May 21, 1984”"—Pt. 2. @ltem 1008-C, 1008-D 
(microfiche) 

1. Federal aid to medical education — United States. 2. 
Indians of North America — Medical care — Law and legisla- 
tion. 3. Federal aid to health facilities — United States. I. 
United States. Congress. House. Committee on Interior and 
Insular Affairs. II. Title. III. Series: United States. Con- 
gress (98th, 2nd session : 1984). House. Report ; no. 98-763, 
pt. 2. OCLC 11005957 


84-21493 
Y 1.1/8:98-766/pt.1 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Ocean Dumping Amendments Act of 1984 : report together 
with additional views (to accompany H.R. 4829) (including 
cost estimates of the Congressional Budget Office). — [Wash- 
ington, D.C.? : U.S. G.P.O., 1984- ] 

v. ; 24cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-766, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “May 15, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Waste disposal in the ocean — Law and legislation — 
United States. 2. Sewage disposal — United States. I. Title. 
II. Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-766, pt. 1. OCLC 11006014 


84-21494 
Y 1.1/8:98-767/pt.1 
United States. Congress. House. Committee on the Judiciary. 

United States Marshals Service and Witness Security 
Reform Act of 1984 : report (to accompany H.R. 4249). — 
(Washington, D.C.? : U.S. G.P.O., 1984- ] 

v. ; 24 cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-767, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “May 15, 1984”— 
Pt. 1. Includes bibliographical references. @Item 1008-C, 
1008-D (microfiche) 

1. United States. Marshals Service. 2. Witnesses — Protec- 
tion — United States. I. Title. II. Series: United States. 
Congress (98th, 2nd session : 1984). House. Report ; no. 98- 
767, pt. 1. OCLC 11006021 


84-21495 
Y 1.1/8:98-768 


United States. Congress. House. Committee on Public Works 
and Transportation. 


Surface Transportation and Uniform Relocation Assistance 
Act of 1984 : report (to accompany H.R. 5504) (including 
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cost estimate of the Congressional Budget Office). — [Wash- 
ington, D.C.? : U.S. G.P.O., 1984] 

101 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-768) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 15, 
1984." @lItem 1008-C, 1008-D (microfiche) 

1. Highway engineering — United States. 
struction — United States. I. Title. 
Congress (98th, 2nd session : 
768. OCLC 10990339 


84-21496 


2. Road con- 
II. Series: United States. 
1984). House. Report ; no. 98- 


¥ 1.1/8:98-770 
United States. Congress. House. Committee on Energy and 
Commerce. 

Authorizations for National Telecommunications and Infor- 
mation Administration : report together with additional views 
(to accompany H.R. 5497) (including cost estimate of the 
Congressional Budget Office). —[Washington, D.C.? : U.S. 
G.P.O., 1984] 

11 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-770) Caption title. Distribut- 
ed to some depository libraries in microfiche. ‘May 15, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. United States. National Telecommunications and Infor- 
mation Administration — Appropriations and expenditures. 
I. Title. II. Series: United States. Congress (98th, 2nd session 
: 1984). House. Report ; no. 98-770. OCLC 10966168 


84-21497 
Y 1.1/8:98-771 
United States. Congress. House. Committee on Public Works 
and Transportation. 

Acquisition of property for United States Capitol grounds : 
report together with minority views (to accompany H.R. 
2896) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 

7 p. ; 24 cm. — (Report / 98th Congress, 2d session, House 
of Representatives; 98-771) Caption title. Distributed to 
some depository libraries in microfiche. “May 15, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Capitol (Washington, D.C.) 2. Land titles — Registra- 
tion and transfer — Capitol Hill (Washington, D.C.) I. Title. 
II. Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-771. OCLC 10971599 


84-21498 
Y 1,1/8:98-772 
United States. Congress. House. Committee on Energy and 
Commerce. 

Public Broadcasting Amendments Act of 1984 : report to- 
gether with minority views (to accompany H.R. 5541) (in- 
cluding cost estimate of the Congressional Budget Office). — 
(Washington, D.C.? : U.S. G.P.O., 1984] 

20 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-772) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 15, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. United States. Dept. of Commerce — Appropriations and 
expenditures. 2. Telecommunication—Law and _legisla- 
tion — United States. I. Title. II. Series: United States. 
Congress (98th, 2nd session : 1984). House. Report ; no. 98- 
772. OCLC 11006027 


84-21499 
Y 1.1/8:98-773 
United States. Congress. House. Committee on Public Works 
and Transportation. 
Nonperforming arts functions of the John F. Kennedy 
Center : report (to accompany H.R. 5281) (including cost 
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estimate of the Congressional Budget Office). — [Washington, 
D.C.? : U.S. G.P.O., 1984] 

6 p. ; 24 cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-773) Caption title. Distributed to 
some depository libraries in microfiche. “May 15, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. John F. Kennedy Center for the Performing Arts 
(U.S.)— Appropriations and expenditures. I. Title. II. 
Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-773. OCLC 10976813 


84-21500 


Y 1.1/8:98-774/pt.1 
United States. Congress. House. Committee on Public Works 
and Transportation. 

Hazardous materials transportation : report (to accompany 
H.R. 5530 which on April 26, 1984, was referred jointly to 
the Committee on Energy and Commerce and the Committee 
on Public Works and Transportation) (including cost estimate 
of the Congressional Budget Office). — [Washington, D.C.? : 
U.S. G.P.O., 1984- ] 

10 p. : ill. ; 24 cm. — (Report / 98th Congress, 2d session, 
House of Representatives ; 98-774, pt. 1) Caption title. Dis- 
tributed to some depository libraries in microfiche. “May 15, 
1984.” @Item 1008-C, 1008-D (microfiche) 

1. United States. Dept. of Transportation — Appropriations 
and expenditures. 2. Hazardous substances — United 
States — Transportation. I. United States. Congress. House. 
Committee on Energy and Commerce. II. Title. III. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-774, pt. 1. OCLC 10966173 


84-21501 


Y 1,1/8:98-775 
United States. Congress. House. Committee on Veterans’ Af- 
fairs. 

Veterans’ education and employment amendments of 1984 : 
report (to accompany H.R. 5398) (including cost estimate of 
the Congressional Budget Office). —[Washington, D.C.? : 
U.S. G.P.O., 1984] 

32 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-775) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 15, 
1984.” @Item 1008-C, 1008-D (microfiche) 

1. Veterans — Education — Law and legislation — United 
States. 2. Veterans — Employment — Law and legislation — 
United States. I. Title. II. Series: United States. Congress 
(98th, 2nd session : 1984). House. Report ; no. 98-775. 
OCLC 11006034 


84-21502 


Y 1.1/8:98-776 
United States. Congress. House. Committee on Veterans’ Af- 
fairs. 

Veterans Housing Amendments of 1984 : report (to accom- 
pany H.R. 5617) (including cost estimate of the Congressional 
Budget Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 

16 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-776) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 15, 
1984.” @Item 1008-C, 1008-D (microfiche) 

1. Veterans— United States. 2. Pensions, 
United States. 
States. I. Title. 
2nd session : 
10981083 


Military — 
3. Housing — Law and legislation — United 

II. Series: United States. Congress (98th, 
1984). House. Report ; no. 98-776. OCLC 
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84-21503 
Y 1,1/8:98-777 
United States. Congress. House. Committee on Veterans’ Af- 
fairs. 

Naming of Veterans’ Administration Medical Center at Mil- 
waukee, Wis., for Clement J. Zablocki : report (to accompany 
H.R. 4734). — [Washington, D.C.? : U.S. G.P.O., 1984] 

3 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-777) Caption title. Distributed to 
some depository libraries in microfiche. “May 15, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Clement J. Zablocki Veterans’ Administration Medical 
Center (Milwaukee, Wis.) I. Title. II. Series: United States. 
Congress (98th, 2nd session : 1984). House. Report ; no. 98- 
777. OCLC 10976781 


84-21504 
Y 1.1/8:98-779 
United States. Congress. House. Committee on Veterans’ Af- 
fairs. 

Veterans’ Health Care and Facilities Improvement Act of 
1984 : report (to accompany H.R. 5618) (including cost esti- 
mate of the Congressional Budget Office). — [Washington, 
D.C.? : U.S. G.P.O., 1984] 

39 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-779) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 15, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. Veterans — Medical care — Puerto Rico. 2. Veterans — 
Medical care — Virgin Islands of the United States. I. Title. 
II. Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-779. OCLC 10966175 


84-21505 
Y 1,1/8:98-780/pt.1 
United States. Congress. House. Committee on Public Works 
and Transportation. 

Pipeline safety : report (to accompany H.R. 5313 ... re- 
ferred jointly to the Committee on Energy and Commerce 
and the Committee on Public Works and Transportation) 
(including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1984- ] 

v. ; 24cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-780, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “May 15, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Hazardous substances — Transportation — Law and leg- 
islation — United States. 2. Pipe lines — Safety regulations — 
United States. I. United States. Congress. House. Commit- 
tee on Energy and Commerce. II. Title. III. Series: United 
States. Congress (98th, 2nd session : 1984). House. Report ; 
no. 98-780, pt. 1. OCLC 11027025 


84-21506 
Y 1,1/8:98-781/corr. 
United States. Congress. House. Committee on the Judiciary. 

Semiconductor Chip Protection Act of 1984 : report (to 
accompany H.R. 5525) (including cost estimate of the Con- 
gressional Budget Office).—([Corr. print.] — [Washington, 
D.C.? : U.S. G.P.O., 1984] 

41 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-781) Star print. Caption title. 
Distributed to some depository libraries in microfiche. “May 
15, 1984.” Includes bibliographical references. @Item 
1008-C, 1008-D (microfiche) 

1. Computer industry — United States. 2. Copyright — 
United States. I. Title. II. Series: United States. Congress 
(98th, 2nd session : 1984). House. Report ; no. 98-781. 
OCLC 11006041 
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84-21507 
Y 1.1/8:98-782/pt.1 
United States. Congress. House. Committee on Agriculture. 

Hunger Relief Act of 1984 : report together with additional 
and supplemental views (to accompany H.R. 5151 which on 
March 15, 1984, was referred jointly to the Committees on 
Agriculture and Education and Labor). — [Washington, D.C.? 
: U.S. G.P.O., 1984- ] 

v. ; 24cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-782, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “May 15, 1984”°— 
Pt. 1. @ltem 1008-C, 1008-D (microfiche) 

1. Nutrition policy — United States. 2. Food relief — 
United States. I. United States. Congress. House. Commit- 
tee on Education and Labor. II. Title. III. Series: United 
States. Congress (98th, 2nd session : 1984). House. Report ; 
nc. 98-782, pt. 1. OCLC 11005966 


84-21508 
Y 1.1/8:98-785 
United States. Congress. House. Committee on Ways and 
Means. 

Increase of public debt limit : report (to accompany H.R. 
5665) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 

20 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-785) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 16, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Debts, Public— United States. I. Title. 
United States. Congress (98th, 2nd session : 
Report ; no. 98-785. OCLC 10990346 


84-21509 


II. Series: 
1984). House. 


Y 1.1/8:98-787/pt.1 
United States. Congress. House. Committee on Energy and 
Commerce. 

Department of Energy Civilian Applications Authorization 
Act, fiscal years 1985 and 1986 : report together with supple- 
mental, dissenting, and additional views (to accompany H.R. 
5048 which on March 7, 1984, was referred jointly to the 
Committee on Energy and Commerce, the Committee on 
Interior and Insular Affairs, and the Committee on Science 
and Technology) (including cost estimate of the Congression- 
al Budget Office). — [Washington, D.C.? : U.S. G.P.O., 1984- 
] 


v. ; 24cm.— (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-787, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “May 17, 1984”— 
Pt. 1. @ltem 1008-C, 1008-D (microfiche) 

1. United States. Dept. of Energy — Appropriations and 
expenditures. 2. Energy development — Law and legisla- 
tion — United States. I. United States. Congress. House. 
Committee on Interior and Insular Affairs. II. United States. 
Congress. House. Committee on Science and Technology. 
Ill. Title. IV. Series: United States. Congress (98th, 2nd 
session : 1984). House. Report ; no. 98-787, pt. 1. OCLC 
11005971 


84-21510 
Y 1.1/8:98-796 
United States. Congress. House. Committee on Government Op- 
erations. 

Pay equity : EEOC’s handling of sex-based wage discrimi- 
nation complaints : thirty-ninth report /by the Committee on 
Government Operations, together with additional views. — 
Washington : U.S. G.P.O., 1984. 

v. 12 p. ; 24. cm. — (House report ; 98-796) Distributed to 
some depository libraries in microfiche. “May 22, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 
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1. United States. Equal Employment Opportunity Commis- 
sion. 2. Sex discrimination in employment — United States. 
3. Sex discrimination against women — United States. I. 
Title. II. Series: United States. Congress (98th, 2nd session : 
1984). House. Report ; no. 98-796. OCLC 11041701 


84-21511 
Y 1.1/8:98-800 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Panama Canal Amendments Act of 1984 : report together 
with dissenting views (to accompany H.R. 3953) (including 
cost estimate and comparison of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 

41 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-800) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 22, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. United States. Panama Canal Commission. 2. Govern- 
ment liability (International law) I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). House. Report ; 
no. 98-800. OCLC 10976789 


84-21512 
Y 1.1/8:98-802 
United States. Congress. House. Committee on Appropriations. 

Departments of Commerce, Justice, and State, the Judici- 
ary, and related agencies appropriation bill, fiscal year 1985 : 
report (to accompany H.R. 5712).—[Washington, D.C.? : 
U.S. G.P.O., 1984] 

96 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-802) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 23, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. United States — Appropriations and expenditures, 1985. 
I. Title. II. Series: United States. Congress (98th, 2nd session 
: 1984). House. Report ; no. 98-802. OCLC 11005974 


84-21513 
Y 1.1/8:98-803 
United States. Congress. House. Committee on Appropriations. 

Department of Housing and Urban Development-independ- 
ent agencies appropriation bill, 1985. — [Washington, D.C.? : 
U.S. G.P.O., 1984] 

79 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-803) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 23, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. United States. Dept. of Housing and Urban Develop- 
ment — Appropriations and expenditures. 2. United States — 
Appropriations and expenditures, 1985. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-803. OCLC 11005979 


84-21514 
Y 1.1/8:98-804 
United States. Congress. House. Committee on Energy and 
Commerce. 

Titles X and XX and preventive health services block 
grants : report together with dissenting views (to accompany 
H.R. 5600). — [Washington, D.C.? : U.S. G.P.O., 1984] 

18 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-804) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 23, 
1984.” @Item 1008-C, 1008-D (microfiche) 

1. Federal aid to community health services — United 
States. 2. Public health — United States. 3. Block grants — 
Law and legislation — United States. I. Title. II. Title: 
Titles 10 and 20 and preventive health services block grants. 





III. Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-804. OCLC 11006082 


84-21515 
Y 1,1/8:98-806 
United States. Congress. House. Committee on Rules. 

Waiving certain points of order against consideration of 
H.R. 5713 : report (to accompany H. Res. 511). — [Washing- 
ton, D.C.? : U.S. G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-806) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 24, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-806. OCLC 11006049 


84-21516 
Y 1.1/8:98-811 
United States. Congress. House. Committee on Appropriations. 

Legislative branch appropriation bill, 1985 : report (to ac- 
company H.R. 5753). —[Washington, D.C.? : U.S. G.P.O., 
1984] 

53 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-811) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 31, 
1984.” Includes index. @lItem 1008-C, 1008-D (microfiche) 

1. United States. Congress — Appropriatic..s and expendi- 
tures. 2. United States— Appropriations and expenditures, 
1985. I. Title. II. Series: United States. Congress (98th 
Congress, 2nd session : 1984). House. Report ; no. 98-811. 
OCLC 11027036 


84-21517 
Y 1,.1/8:98-812 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 4785 : report (to 
accompany H. Res. 514).—[Washington, D.C.? : U.S. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-812) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 31, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. 
United States. Congress (98th, 2nd session : 
Report ; no. 98-812. OCLC 11034169 


84-21518 


II. Series: 
1984). House. 


Y 1,1/8:98-813 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 3678 : report (to 
accompany H. Res. 515).—[Washington, D.C.? : US. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-813) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 31, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. 
United States. Congress (98th, 2nd session : 
Report ; no. 98-813. OCLC 11034175 


84-21519 


Il. Series: 
1984). House. 


Y 1.1/8;98-814 
United States. Congress. House. Committee on Energy and 
Commerce. 

Natural Gas Market Policy Act of 1984 : report of the 
Committee on Energy and Commerce together with addition- 
al, dissenting, and separate views on H.R. 4277 (including 
cost estimate of the Congressional Budget Office). — Wash- 
ington : U.S. G.P.O., 1984. 

iii, 214 p. : ill. ; 24 cm.— (Report / 98th Congress, 2d 
session, House of Representatives ; 98-814) Distributed to 
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some depository libraries in microfiche. 
@ltem 1008-C, 1008-D (microfiche) 

1. Gas, Natural — Law and legislation — United States. 2. 
Gas, Natural— United States— Marketing. I. Title. II. 
Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-814. OCLC 11006088 


84-21520 


“May 31, 1984.” 


Y 1.1/8:98-816 E 
United States. Congress. House. Committee on Science and 
Technology. 

Commercial Space Launch Act : report (to accompany 
H.R. 3942) (including cost estimate of the Congressional 
Budget Office). —[Washington, D.C.? : U.S. G.P.O., 1984] 

24 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-816) Caption title. Distribut- 
ed to some depository libraries in microfiche. “May 31, 
1984.” @Item 1008-C, 1008-D (microfiche) 

1. Astronautics and state — United States. 2. Launch vehi- 
cles (Astronautics) I. Title. II. Series: United States. Con- 
gress (98th, 2nd session : 1984). House. Report ; no. 98-816. 
OCLC 11034181 


84-21521 
Y 1,1/8:98-820 
United States. Congress. House. Committee on the Judiciary. 

Selection of court of appeals in multiple appeals of agency 
orders : report (to accompany H.R. 5365) (including cost 
estimate of the Congressional Budget Office). — [Washington, 
D.C.? : U.S. G.P.O., 1984] 

16 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-820) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 6, 
1984.” Includes bibliographical references. @Item 1008-C, 
1008-D (microfiche) 

1. Judicial review of administrative acts — United States. 
2. Appellate procedure —- United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-820. OCLC 11027053 


84-21522 
Y 1,1/8:98-827 
United States. Congress. House. Committee on Public Works 
and Transportation. 

Water Quality Renewal Act of 1984 : report together with 
additional and supplemental views (to accompany H.R. 3282) 
(including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 

91 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-827) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 6, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Water pollution control industry — United States, 2. 
Water — Pollution — Law and _ legislation— United States. 
3. Water quality— United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-827. OCLC 11027044 


84-21523 
Y 1,1/8:98-828 
United States. Congress. House. Committee on Veterans’ Af- 
fairs. 

Veterans’ compensation amendments for fiscal year 1985 : 
report (to accompany H.R. 5688) (including cost estimate of 
the Congressional Budget Office). —[Washington, D.C.? : 
U.S. G.P.O., 1984] 

52 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-828) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 7, 
1984.” @ltem 1008-C, 1008-D (microfiche) 
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1. Pensions, Military — United States. 2. Veterans, Dis- 
abled — United States— Finance. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-828. OCLC 11034186 


84-21524 


Y 1.1/8:98-830 
United States. Congress. House. Committee on Appropriations. 

Treasury, Postal Service, and General Government Appro- 
priation Bill, 1985 : report (to accompany H.R. 5798). — 
(Washington, D.C.? : U.S. G.P.O., 1984] 

85 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-830) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 7, 
1984.” Includes index. @ltem 1008-C, 1008-D (microfiche) 

1. United States. Dept. of the Treasury — Appropriations 
and expenditures. 2. United States Postal Service — Appro- 
priations and expenditures. 3. United States. Executive 
Office of the President — Finance. 4. United States — Exec- 
utive departments— Appropriations and expenditures. 5. 
United States— Appropriations and expenditures. I. Title. 
II. Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-830. OCLC 11006091 


84-21525 


Y 1.1/8:98-831 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 1510 : report (to 
accompany H. Res. 519).—([Washington, D.C.? : USS. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-831) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 8, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-831. OCLC 11034190 


84-21526 


Y 1.1/8:98-833 
United States. Congress. House. Committee on Appropriations. 

Department of Transportation and Related Agencies Ap- 
propriation Bill, 1985 : report (to accompany H.R. 5813). — 
[Washington, D.C.? : U.S. G.P.O., 1984] 

127 p. : ill. ; 24 cm. — (Report / 98th Congress, 2d session, 
House of Representatives ; 98-833) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 11, 
1984.” Includes bibliographical references and _ index. 
@ltem 1008-C, 1008-D (microfiche) 

1. United States. Dept. of Transportation — Appropriations 
and expenditures. 2. United States —- Appropriations and ex- 
penditures, 1985. I. Title. II. Series: United States. Con- 
gress (98th, 2nd session : 1984). House. Report ; no. 98-833. 
OCLC 11006098 


84-21527 


Y 1.1/8:98-834 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

The San Juan Basin Wilderness Protection Act of 1983 : 
report (to accompany H.R. 3766) (including cost estimate of 
the Congressional Budget Office). —[Washington, D.C.? : 
U.S. G.P.O., 1984] 

12 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-834) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 11, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Wilderness areas — Law and legislation — New Mexico. 
2. San Juan River Watershed (Colo.-Utah) I. Title. II. 
Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-834. OCLC 11034191 


Page 164 


84-21528 


Y 1.1/8:98-836 


United States. Congress. House. Committee on Rules. 


Providing for the consideration of H.R. 5399 : report (to 
accompany H. Res. 520).—[Washington, D.C.? : US. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-836) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 13, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-836. OCLC 11026960 


84-21529 


Y 1.1/8:98-837 


United States. Congress. House. Committee on Rules. 


Providing for the consideration of the bill H.R. 5541 : 
report (to accompany H. Res. 521). —[Washington, D.C.? : 
U.S. G.P.O., 1984] 

[i] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-837) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 13, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

!. Bills, Legislative — United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-837. OCLC 11026974 


84-21530 


¥ 1,1/8:98-838 


United States. Congress. House. Committee on Rules. 


Providing for the consideration of H.R. 3282 : report (to 
accompany H. Res. 522).—([Washington, D.C.? : U.S. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-838) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 13, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-838. OCLC 11034196 


84-21531 


Y 1.1/8:98-839 


United States. Congress. House. Committee on Rules. 


Waiving certain points of order against consideration of 
H.R. 5813 : report (to accompany H. Res. 524). — [Washing- 
ton, D.C.? : U.S. G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-839) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 14, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-839. OCLC 11026984 


84-21532 


Y 1.1/8:98-841 


United States. Congress. House. Committee on Interior and 


Insular Affairs. 

Consenting to the Goose Lake Basin Compact between the 
states of California and Oregon : report (to accompany S. 
1135) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 

3 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-841) Caption title. Distributed to 
some depository libraries in microfiche. “June 14, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Interstate agreements— Oregon. 2. Interstate agree- 
ments — California. 3. Water resources development — 





Goose Lake Watershed (Calif. and Or.) I. Title. 
United States. Congress (98th, 2nd session 
Report ; no. 98-841. OCLC 11040905 


Il. Series: 
: 1984). House. 


84-21533 
Y 1.1/8:98-843 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

The Barrow Gas Field Transfer Act of 1984 : report (to 
accompany H.R. 5740) (including cost estimate of the Con- 
gressional Budget Office). —[Washington, D.C.? : USS. 
G.P.O., 1984] 

26 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-843) Caption title. Distribut- 
ed to some depository libraries in microfiche. ‘June 14, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Gas, Natural — Alaska — Barrow. 2. Gas companies — 
Alaska — North Slope. 3. Land titles — Registration and 
transfer — United States. I. Title. II. Series: United States. 
Congress (98th, 2nd session : 1984). House. Report ; no. 98- 
843. OCLC 11041304 


84-21534 
Y 1.1/8:98-844 
United States. Congress. House. Committee on Education and 
Labor. 

Arts and education : report (to accompany H.J. Res. 452) 
(including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 

3 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-844) Caption title. Distributed to 
some depository libraries in microfiche. “June 18, 1984.” 


@ltem 1008-C, 1008-D (microfiche) 
1. Education — United States — Aims and objectives. 2. 


Arts— United States. 3. Education and state — United 
States. I. Title. II. Series: United States. Congress (98th, 
2nd session : 1984). House. Report ; no. 98-844. OCLC 
11041315 


84-21535 
Y 1.1/8;98-846 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 5680 : report (to 
accompany H. Res. 526).—[Washington, D.C.? : US. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-846) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 19, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. 
United States. Congress (98th, 2nd session 
Report ; no. 98-846. OCLC 11032563 


II. Series: 
: 1984). House. 


84-21536 
Y 1,1/8;98-847 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 5395 : report (to 
accompany H. Res. 527).—[Washington, D.C.? : US. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-847) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 19, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-847. OCLC 11041543 
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84-21537 


Y 1.1/8:98-848 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 5490 : report (to 
accompany H. Res. 528).— (Washington, D.C.? : U.S. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-848) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 19, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. 
United States. Congress (98th, 2nd session 
Report ; no. 98-848. OCLC 11041552 


84-21538 


Il. Series: 
: 1984). House. 


Y 1,1/8:98-849 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 5604 : report (to 
accompany H. Res. 529).—([Washington, D.C.? : USS. 
G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-849) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 19, 
1984.” @Item 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. 
United States. Congress (98th, 2nd session : 
Report ; no. 98-849. OCLC 11041530 


84-21539 


II. Series: 
1984). House. 


Y 1,1/8:98-851 
United States. Congress. House. Committee on Appropriations. 

District of Columbia appropriation bill, 1985 : report (to 
accompany H.R. 5899), — [Washington, D.C.? : U.S. G.P.O., 
1984] 

69 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-851) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 20, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Washington (D.C.)— Appropriations and expenditures. 
I. Title. II. Series: United States. Congress (98th, 2nd session 
: 1984). House. Report ; no. 98-851. OCLC 11031561 


84-21540 
Y 1.1/8:98-852 
United States. Congress. House. Committee on House Adminis- 
tration. 

Voting Accessibility for the Elderly and Handicapped Act : 
report (to accompany H.R. 1250) (including cost estimate of 
the Congressional Budget Office). —[Washington, D.C.? : 
U.S. G.P.O., 1984] 

16 p. : forms ; 24 cm.— (Report / 98th Congress, 2d 
session, House of Representatives ; 98-852) Caption title. 
Distributed to some depository libraries in microfiche. “June 
21, 1984.” @tem 1008-C, 1008-D (microfiche) 

1. Aged — Legal status, laws, etc.— United States. 2. 
Handicapped — Legal status, laws, etc. — United States. 3. 
Public buildings — Access for the physically handicapped. 4. 
Voting — United States. I. Title. II. Series: United States. 
Congress (98th, 2nd session : 1984). House. Report ; no. 98- 
852. OCLC 11006101 


84-21541 
Y 1.1/8:98-853 
United States. Congress. House. Committee on Small Business. 
Small Business Secondary Market Improvement Act of 
1984 : report (to accompany H.R. 4773) (including cost esti- 
mate of the Congressional Budget Office). — [Washington, 
D.C.? : U.S. G.P.O., 1984] 
18 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-853) Caption title. Distribut- 
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ed to some depository libraries in microfiche. “June 21, 
1984." @ltem 1008-C, 1008-D (microfiche) 

1. Small business — United States — Finance. 2. Loans — 
United States— Government guaranty. 3. Exclusive and 
concurrent legislative powers — United States. 4. Brokers — 
United States. I. Title. II. Series: United States. Congress 
(98th, 2nd session : 1984). House. Report ; no. 98-853. 
OCLC 11040872 


84-21542 
Y 1.1/8:98-854 
United States. Congress. House. Committee on Rules. 

Waiving certain points of order against consideration of 
H.R. 5898 : report (to accompany H. Res. 532). — [Washing- 
ton, D.C.? : U.S. G.P.O., 1984] 

[1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-854) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 21, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-854. OCLC 11032570 


84-21543 
Y 1.1/8:98-855 
United States. Congress. House. Committee on Rules. 

Waiving certain points of order against consideration of 
H.R. 5899 : report (to accompany H. Res. 533). — [Washing- 
ton, D.C.? : U.S. G.P.O., 1984] 

{1] leaf ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-855) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 21, 
1984.” @lItem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; no. 98-855. OCLC 11032577 


84-21544 
Y 1.1/8:98-860 
United States. Congress. House. Committee on Agriculture. 

Conveyance of national forest system land to Craig County, 
Va. : report (to accompany H.R. 5183) (including Congres- 
sional Budget Office cost estimate). — [Washington, D.C.? : 
U.S. G.P.O., 1984] 

6 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-860) Caption title. Distributed to 
some depository libraries in microfiche. “June 22, 1984.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Land titles— Registration and transfer — Virginia — 
Craig County. 2. Forest reserves — Virginia — Craig 
County. I. Title. II. Series: United States. Congress (98th, 
2nd session : 1984). House. Report ; no. 98-860. OCLC 
11031055 


84-21545 
Y 1.1/8:98-861 
United States. Congress (98th, 2nd session : 1984). House. 

Deficit Reduction Act of 1984 /the committee of confer- 
ence submitted the following conference report (to accompa- 
ny H.R. 4170). — Washington : U.S. G.P.O., 1984. 

1451 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-861) Distributed to some de- 
pository libraries in microfiche. “June 23, 1984.” @ltem 
1008-C, 1008-D (microfiche) 

1. Corporations — Taxation — United States. 2. Capital 
gains tax — United States. 3. Income tax — Law and legisla- 
tion — United States. 4. Deficit financing — United States. 
]. Title. I]. Series: United States. Congress (98th, 2nd session 
: 1984). House. Report ; no. 98-861. OCLC 11041601 
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84-21546 


Y 1.1/8:98-866 


United States. Congress (98th, 2nd session : 1984). House. 


Making appropriations for energy and water development 
for the fiscal year ending September 30, 1985 : conference 
report (to accompany H.R. 5653).—[Washington, D.C.? : 
U.S. G.P.O., 1984] 

84 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-866) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 26, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. Water resources development — United States — Fi- 
nance. 2. Energy development — United States — Finance. 
3. United States — Appropriations and expenditures, 1985. I. 
Title. II. Series: United States. Congress (98th, 2nd session : 
1984). House. Report ; no. 98-866. OCLC 11032597 


84-21547 


Y 1.1/8:98-886 


United States. Congress. House. Committee on Appropriations. 


Department of the Interior and Related Agencies Appro- 
priation Bill, 1985 : report together with supplemental, minor- 
ity, and additional views (to accompany H.R. 5973). — 
(Washington, D.C.? : U.S. G.P.O., 1984] 

164 p. ; 24 cm.— (Report / 98th Congress, 2d session, 
House of Representatives ; 98-886) Caption title. Distribut- 
ed to some depository libraries in microfiche. “June 29, 
1984.” @ltem 1008-C, 1008-D (microfiche) 

1. United States. Dept. of the Interior — Appropriations 
and expenditures. 2. United States — Appropriations and ex- 
penditures, 1985. I. Title. II. Series: United States. Con- 
gress (98th, 2nd session : 1984). House. Report ; no. 98-886. 
OCLC 11006105 


84-21548 


Y 1.1/8:98-890/pt.1 


United States. Congress. House. Committee on Energy and 


Commerce. 

Superfund Expansion and Protection Act of 1984 : report 
together with dissenting, additional, and supplementary views 
(to accompany H.R. 5640 ... referred jointly to the Committee 
on Energy and Commerce and Public Works and Transporta- 
tion for a period ending not later than July 24, 1984; and to 
the Committee on Ways and Means) (including cost estimate 
of the Congressional Budget Office). — [Washington, D.C.? : 
U.S. G.P.O., 1984- } 

v. ; 24cm. — (Rept. / 98th Congress, 2d session, House of 
Representatives ; 98-890, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “July 16, 1984”—Pt. 
1. @ltem 1008-C, 1008-D (microfiche) 

1. Liability for hazardous substances pollution damages — 
United States. 2. Public trustees — United States. 3. Pollu- 
tion — United States. I. United States. Congress. House. 
Committee on Public Works and Transportation. II. United 
States. Congress. House. Committee on Ways and Means. 
III. Title. IV. Series: United States. Congress (98th, 2nd 
session : 1984). House. Report ; no. 98-890, pt. 1. OCLC 
11040111 


84-21549 


Y 1.1/8:98-891/y.1-2 
United States. Congress. House. Committee on Standards of 
Official Conduct. 

In the matter of Representative George V. Hansen : report 
of the Committee on Standards of Official Conduct, House of 
Representatives. — Washington : U.S. G.P.O., 1984. 

2 v. : ill, forms ; 24 cm.— (Rept. / 98th Congress, 2d 
session, House of Representatives ; 98-891, v. 1-2) Distribut- 
ed to some depository libraries in microfiche. “July 19, 





1984.” Includes bibliographical references. @Item 1008-C, 
1008-D (microfiche) 

1. Hansen, George. 2. United States. Congress. House — 
Ethics. 3. Misconduct in office — United States. I. Title. 
II. Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; no. 98-891, v. 1-2. OCLC 11019051 


SENATE 


84-21550 


Y 1.3/4:125 
United States. Congress. Senate. 

Journal of the executive proceedings of the Senate of the 
United States of America. Washington : U.S. G.P.O., 

v. ; 24 cm. 

Annual 

Began with 1828. 98th Congress, Ist session, Jan. 3-Nov. 
18, 1983, v. 125. Description based on: 96th Congress, 2nd 
session (1980) Vol. 122. Vols. for (1982-) distributed to 
some depository libraries in microfiche. @lItem 1047-C, 
1047-D (microfiche) 

1. United States. Congress. Senate — Periodicals. I. Title. 
OCLC 02263101 


FEDERAL LABOR RELATIONS AUTHORITY 
Washington, DC 20424 


84-21551 


Y 3.F 31/21-3:8 Of 2 

Representation case handling manual.— Rev. Mar. 1984.— 
Washington, D.C. : Federal Labor Relations Authority, 
Office of the General Counsel, 1984. 

1 v. (loose-leaf) : ill., forms ; 28 cm. — (FLRA doc. ; 1249) 
Cover title. At head of title: Office of the General Counsel. 
@ltem 1061-G-5 

1. Employee-management relations in government — United 
States — Handbooks, manuals, etc. 2. Collective bargain- 
ing — Government employees — United States — Handbooks, 
manuals, etc. I. United States. Federal Labor Relations Au- 
thority. Office of the General Counsel. II. Series. OCLC 
10865391 


NUCLEAR REGULATORY COMMISSION 
Washington, DC 20555 


84-21552 


Y 3.N 88:10/0420/supp.5 

Safety evaluation report related to the operation of Shoreham 
Nuclear Power Station, Unit No. 1 : docket no. 50-322, Long 
Island Lighting Company. — Washington, D.C. : U.S. Nucle- 
ar Regulatory Commission, Office of Nuclear Reactor Regu- 
lation, [1984] 

1 v. (various pagings) ; 28 cm. Distributed to depository 
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ment Control, U.S. Nuclear Regulatory Commission ; Spring- 
field, Va. : Available from National Technical Information 
Service, 1984. 

v, 52, 9 p. : ill. ; 28 cm. “EG&G Idaho, Inc.” 
ed to depository libraries in microfiche. 
1984.” Includes bibliographical references. “NUREG/CR- 
3722.” “EGG-2305.” Contract No.: DE-AC07-761D01570. 
Contract No.: RIN no. A6316. @lItem 1051-H-11 (micro- 
fiche) 

1. Pressure vessels — Valves. 2. Nuclear pressure vessels. 
I. Thinnes, Gary L. II. U.S. Nuclear Regulatory Commis- 
sion. III. EG&G Idaho. IV. Title. OCLC 10961809 


84-21581 


Distribut- 
“Published April 


Y 3.N 88:25/3734 

Light water reactor safety research program.Semiannual report 
/ Sandia National Laboratories ; prepared for Office of Nu- 
clear Regulatory Research, U.S. Nuclear Regulatory Com- 
mission. Washington, D.C. : The Office : Available from 
GPO Sales Program, Division of Technical Information and 
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Commission. Office of Administration. Management Develop- Supt. of Docs., U.S. G.P.O., 1983. 
ment and Training Staff. II. Title: The Nuclear Regulatory vii, 412 p. : ill, maps ; 26 cm. “October 1983”—p. [4] of 
Commission guide to training opportunities, addendum. cover. “OTA-F-212”—P. [4] of cover. Includes bibliogra- 
OCLC 10961750 phies and index. @lItem 1070-M S/N 052-003-00911-1 @ 
84-21586 GPO $4.50 
' Y 3.N 88:31/0070 1. Arid regions — United States. 2. Agricultural innova- 
Guide to types of NRC formal documents and their uses. — tions — United States. 3. Water-supply, Agricultural — 


wera Bane 7. sonia een ag wary United States I. United States. Congress. Office of Technol- 
ivision of Technical Information and Document Control, eee i 
Office of Administration, [1984] ogy Assessment. 83-600595 OCLC 10125723 


ii, 28 p. ; 28 cm. Cover title. “May 1984." “NUREG/ 
BR-0070."  @ltem 1051-H-20 

1. U.S. Nuclear Regulatory Commission — Handbooks, 
manuals, etc. 2. United States — Goverment publications — 
Handbooks, manuals, etc. I. U.S. Nuclear Regulatory Com- 


Page 172 





TENNESSEE VALLEY AUTHORITY 
Knoxville, TN 37902 


84-21591 
Y 3.T 25:2 El 2/18 
Spend less on your electric bill : get a free home energy survey 
/Tennessee Valley Authority. — [Knoxville, Tenn?] : Tennes- 
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estimate of the Congressional Budget 
Office)., 84-21454 
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Intelligence Authorization Act for fiscal 
year 1985 : report (to accompany H.R. 
5399)., 84-21482 


United States. Congress. House. Committee 
on Armed Services. Subcommittee on 
Investigations. 

Report to Congress of the Department of 
Defense in accordance with section 
2455, Title 10, U.S.C. of the Defense 
Cataloging and Standardization Act of 
1952 : report of the Investigations Sub- 
committee of the Committee on Armed 
Services, United States House of Rep- 
resentatives., 84-21617 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs. 
Federal Reserve Bank Directors Act of 

1984 : report together with dissenting 
views (to accompany H.R. 5278) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 84-21461 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs. 
Subcommittee on Consumer Affairs and 
Coinage. 

Credit card surcharge ban hearing 
before the Subcommittee on Consumer 
Affairs and Coinage of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, Ninety- 
eighth Congress, second session, on 
H.R. 5026 ... S. 2336 ... March 27, 
2984., 84-21620 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs. 
Subcommittee on Domestic Monetary 
Policy. 

Building and sustaining the economic re- 
covery : credit conditions, employ- 
ment, and economic prospects : hearing 
before the Subcommittee on Domestic 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety- 
eighth Congress, first session ...., 84- 
21621 


The status of M1 as a target for monetary 
policy : hearing before the Subcommit- 
tee on Domestic Monetary Policy of 
the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, February 9, 1984., 84- 
21618 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs. 
Subcommittee on Economic Stabilization. 
Cost accounting standards function 

hearing before the Subcommittee on 
Economic Stabilization of the Commit- 
tee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, March 7, 1984., 84-21619 





U.S. Congress. House. Committee on Energy and 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs. 
Subcommittee on Housing and Community 
Development. 

Targeting Farmers Home Administration 
section 502 housing loans : hearing 
before the Subcommittee on Housing 
and Community Development of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-eighth Congress, second 
session, March 28, 1984., 84-21622 


United States. Congress. House. Committee 
on Education and Labor. 

American Defense Education Act 
report together with minority views (to 
accompany H.R. 5609) (including cost 
estimate of the Congressional Budget 
Office)., 84-21486 


Arts and education : report (to accompa- 
ny H.J. Res. 452) (including cost esti- 
mate of the Congressional Budget 
Office)., 84-21534 


Extending and improving the National 
School Lunch Act and Child Nutrition 
Act of 1966 : report together with sup- 
plemental and minority views (to ac- 
company H.R. 7) (including cost esti- 
mate of the Congressional Budget 
Office)., 84-21455 


Human services amendments of 1984 : 
report together with Republican, sepa- 
rate, and additional views (to accompa- 
ny H.R. 5145) (including cost estimate 
of the Congressional Budget Office)., 
84-21480 


Hunger Relief Act of 1984 : report to- 
gether with additional and supplemen- 
tal views (to accompany H.R. 5151 
which on March 15, 1984, was referred 
jointly to the Committees on Agricul- 
ture and Education and Labor)., 84- 
21507 


Juvenile Justice, Runaway Youth, and 
Missing Children’s Amendments of 
1984 : report together with supplemen- 
tal views (to accompany H.R. 4971) 
(including cost estimate of the Con- 
gressional Budget Office)., 84-21481 


Low-income home energy assistance 
amendments of 1984 : report together 
with additional and supplemental views 
(to accompany H.R. 5620 which on 
May 8, 1984, was referred jointly to 
the Committee on Education and 
Labor and the Committee on Energy 
and Commerce) (including cost esti- 
mate and comparison of the Congres- 
sional Budget Office)., 84-21484 


National Educational Software Act of 
1984 : report together with minority 
views (to accompany H.R. 4628, which 
on January 24, 1984, was referred 
jointly to the Committees on Education 
and Labor and Science and Technolo- 
gy) (including cost estimate of the 
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Older Americans Act amendments of 
1984 : report together with supplemen- 
tal and additional views (to accompany 
H.R. 4785) (including cost estimate of 
the Congressional Budget Office)., 84- 
21478 


Budget Office)., 84- 


United States. Congress. House. Committee 
on Education and Labor. Subcommittee on 
Elementary, Secondary, and Vocational 
Education. 

Oversight on school discipline : hearings 
before the Subcommittee on Elementa- 
ry, Secondary, and Vocational Educa- 
tion of the Committee on Education 
and Labor, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, hearings held in Washington, 
D.C. on January 23, 24, 1984. 84- 
21645 


United States. Congress. House. Committee 
on Education and Labor. Subcommittee on 
Employment Opportunities. 

Oversight hearings on the National Ap- 
prenticeship Training Act : hearings 
before the Subcommittee on Employ- 
ment Opportunities of the Committee 
on Education and Labor, House of 
Representatives, Ninety-eighth Con- 
gress, first session, hearings held in 
Washington, D.C., on November 15, 
17, 1983., 84-21643 


United States. Congress. House. Committee 
on Education and Labor. Subcommittee on 
Human Resources. 

Hearing on Child Care Information and 
Referral Services Act : hearing before 
the Subcommittee on Human Re- 
sources of the Committee on Education 
and Labor, House of Representatives, 
Ninety-eighth Congress, first session, 
on H.R. 2242 ... hearing held in Wash- 
ington, D.C. on September 15, 1983., 
84-21644 


United States. Congress. House. Committee 
on Energy and Commerce. 

Authorizations for National Telecom- 
munications and Information Adminis- 
tration : report together with additional 
views (to accompany H.R. 5497) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 84-21496 


Department of Energy Civilian Applica- 
tions Authorization Act, fiscal years 
1985 and 1986 : report together with 
supplemental, dissenting, and additional 
views (to accompany H.R. 5048 which 
on March 7, 1984, was referred jointly 
to the Committee on Energy and Com- 
merce, the Committee on Interior and 
Insular Affairs, and the Committee on 
Science and Technology) (including 
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cost 
Budget Office)., 84-21509 

Hazardous materials transportation 
report (to accompany H.R. 5530 which 


on April 26, 1984, was referred jointly | 


to the Committee on Energy and Com- 
merce and the Committee on Public 


Works and Transportation) (including | 


cost estimate of the Congressional 
Budget Office)., 84-21500 


Indian health care amendments of 1984 : 


report together with minority, separate, | 


and dissenting views (to accompany 
H.R. 4567 which on 
1983, was referred jointly to the Com- 
mittee on Interior and Insular Affairs 
and the Committee on Energy and 
Commerce) (including cost estimate 
and comparison of the Congressional 
Budget Office)., 84-21492 


Natural Gas Market Policy Act of 1984: | 


report of the Committee on Energy 
and Commerce together with addition- 
al, dissenting, and separate views on 
H.R. 4277 (including cost estimate of 
the Congressional Budget Office)., 
21519 


Pipeline safety : report (to accompany 
H.R. 5313 ... referred jointly to the 
Committee on Energy and Commerce 
and the Committee on Public Works 
and Transportation) (including cost es- 
timate of the Congressional Budget 
Office)., 84-21505 


Public Broadcasting Amendments Act of 
1984 : report together with minority 
views (to accompany H.R. 5541) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 84-21498 


Superfund Expansion and Protection Act 
of 1984 : report together with dissent- 
ing, additional, and supplementary 
views (to accompany H.R. 5640 ... re- 
ferred jointly to the Committee on 
Energy and Commerce and Public 
Works and Transportation for a period 
ending not later than July 24, 1984; and 
to the Committee on Ways and Means) 
{including cost estimate of the Con- 
gressional Budget Office)., 84-21548 


Titles X and XX and preventive health 
services block grants : report together 
with dissenting views (to accompany 
H.R. 5600)., 84-21514 


United States. Congress. House. Committee 
on Energy and Commerce. Subcommittee 
on Commerce, Transportation, and 
Tourism. 

Trade deficit and the economy : hearing 
before the Subcommittee on Com- 
merce, Transportation, and Tourism of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, March 6, 1984., 84-21658 
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November 18, | 


84- | 


United States. Congress. House. Committee 
on Energy and Commerce. Subcommittee 
on Energy Conservation and Power. 

Need for new powerplants hearing 


House of Representatives, 
eighth Congress, second session, on 
Congressional Research Service and 
Department of Energy electric utility 
reports, February 7, 1984., 84-21655 


| United States. Congress. House. Committee 

on Energy and Commerce. Subcommittee 

on Fossil and Synthetic Fuels. 

Energy emergency preparedness : hear- 
ings before the Subcommittee on Fossil 
and Synthetic Fuels of the Committee 
on Energy and Commerce, House of 
Representatives, Ninety-eighth Con- 
gress, second session, February 1, 2, 
and 21, 1984., 84-21657 


United States. Congress. House. Committee 
on Energy and Commerce. Subcommittee 
on Telec ications, Consumer 
Protection, and Finance. 

Federal Communications Commission 
oversight : hearing before the Subcom- 
mittee on Telecommunications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety- 
eighth Congress, second session, Febru- 
ary 8, 1984., 84-21656 





United States. Congress. House. Committee 
on Foreign Affairs. 

Recent developments in Colombian nar- 
cotics control hearing before the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, second session, May 24, 1984., 
84-21665 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 

Asian and Pacific Affairs. 

Overview of refugee situation in South- 
east Asia : hearing before the Subcom- 
mittee on Asian and Pacific Affairs of 
the Committee on Foreign Affairs, 
House of Representatives, Ninety- 
eighth Congress, second session, April 
5, 1984., 84-21668 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
Europe and the Middle East. 

The political economy of the Soviet 
Union : joint hearings before the Sub- 
committee on Economic Goals and 
Intergovernmental Policy of the Joint 
Economic Committee, Congress of the 
United States, and the Subcommittee 
on Europe and the Middle East of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-eighth Con- 
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gress, first session, July 26 and Septem- 
ber 29, 1983., 84-21642 


Prospects for the London economic 
summit : joint hearings before the Sub- 
committees on Europe and the Middle 
East and on International Economic 
Policy and Trade of the Committee on 
Foreign Affairs, House of Representa- 
tives, and the Subcommittee on Eco- 
nomic Goals and Intergovernmental 
Policy of the Joint Economic Commit- 
tee, Congress of the United States, 
Ninety-eighth Congress, second ses- 
sion, May 14 and 30. 1984., 84-21664 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
Human Rights and International 
Organizations. 

Political killings by governments of their 
citizens : hearings before the Subcom- 
mittee on Human Rights and Interna- 
tional Organizations of the Committee 
on Foreign Affairs, House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, November 16 and 17, 1983., 
84-21666 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
International Economic Policy and Trade. 
Prospects for the London economic 

summit : joint hearings before the Sub- 
committees on Europe and the Middle 
East and on International Economic 
Policy and Trade of the Committee on 
Foreign Affairs, House of Representa- 
tives, and the Subcommittee on Eco- 
nomic Goals and Intergovernmental 
Policy of the Joint Economic Commit- 
tee, Congress of the United States, 
Ninety-eighth Congress, second ses- 
sion, May 14 and 30. 1984., 84-21664 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
International Operations. 

Chairmanship of the Commission on Se- 
curity and Cooperation in Europe : 
hearing and markup before the Sub- 
committee on International Operations 
of the Committee on Foreign Affairs, 
House of Representatives, Ninety- 
eighth Congress, second session, on 
H.R. 4504, February 6, 1984. 84- 
21662 


Kissinger Commission report recommen- 
dations for USIA programming and 
supplemental authorizations for migra- 
tion and refugee assistance, Department 
of State : hearing before the Subcom- 
mittee on International Operations of 
the Committee on Foreign Affairs, 
House of Representatives, Ninety- 
eighth Congress, second session, Febru- 
ary 27, 1984., 84-21663 


Oversight of preparation of U.S. Delega- 
tion to First Session World Administra- 
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tive Radio Conference : hearing before 
the Subcommittee on International Op- 
erations of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-eighth Congress, first session, 
November 9, 1983., 84-21667 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
International Security and Scientific 
Affairs. 

Efforts to improve management practices 
and increase resources at the Arms 
Control and Disarmament Agency : 
report to the Subcommittee on Interna- 
tional Security and Scientific Affairs, 
Committee on Foreign Affairs, House 
of Representatives /, 84-21020 


United States. Congress. House. Committee 
on Government Operations. 

Central Intelligence Agency Information 
Act : report (to accompany H.R. 5164 
which on March 15, 1984, was referred 
jointly to the Permanent Select Com- 
mittee on Intelligence and the Commit- 
tee on Government Operations)., 84- 
21474 


Pay equity : EEOC’s handling of sex- 
based wage discrimination complaints : 
thirty-ninth report /, 84-21510 


United States. Congress. House. Committee 
on Government Operations. Commerce, 
Consumer, and Monetary Affairs 
Subcommittee. 

Adequacy of Federal Home Loan Bank 
Board supervision of Empire Savings 
and Loan Association : hearing before 
a subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-eighth Con- 
gress, second session, April 25, 1984., 
84-21674 


United States. Congress. House. Committee 
on Government Operations. Legislation 
and National Security Subcommittee. 
Defense Department’s efforts to standard- 

ize military avionics equipment : hear- 
ing before a subcommittee of the Com- 
mittee on Government Operations, 
House of Representatives, Ninety- 
eighth Congress, second session, Febru- 
ary 9, 1984., 84-21673 


The new proposed revisions to OMB Cir- 
cular A-122 : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, November 10, 1983., 84-21676 


Readiness of the Navy's tactical air 
forces : hearing before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-eighth Congress, first session, 
November 2, 1983., 84-21675 





U.S. Congress. House. Committee on Interior 


United States. Congress. House. Committee 
on House Administration. 

Voting Accessibility for the Elderly and 
Handicapped Act : report (to accompa- 
ny H.R. 1250) (including cost estimate 
of the Congressional Budget Office)., 
84-21540 


United States. Congress. House. Committee 
on Interior and Insular Affairs. 

Amending section 160(d) of Public Law 
96-607 to permit the Secretary of the 
Interior to acquire title in fee simple to 
McClintock House at 16 East Williams 
Street, Waterloo, New York : report 
(to accompany H.R. 4596) (including 
the cost estimate of the Congressional 
Budget Office)., 84-21472 


Amending the National Trails System 
Act by adding the Oregon-California 
Trail to the study list : report (to ac- 
company H.R. 3787) (including the 
cost estimate of the Congressional 
Budget Office)., 84-21469 


Amending the Wild and Scenic Rivers 
Act to designate Wildcat Brook in the 
state of New Hampshire for potential 
addition to the national wild and scenic 
rivers system, and for other purposes : 
report (to accompany H.R. 4406) (in- 
cluding the cost estimate of the Con- 
gressional Budget Office)., 84-21468 


Amending the Wild and Scenic Rivers 
Act to permit the control of the lam- 
prey eel in the Pere Marquette River : 
report (to accompany H.R. 3472) (in- 
cluding the cost estimate of the Con- 
gressional Budget Office)., 84-21467 


Authorizing appropriations to the execu- 
tive director, United States Holocaust 
Memorial Council, for services neces- 
sary to perform the functions of the 
United States Holocaust Memorial 
Council : report (to accompany H.R. 
5100) (including the cost estimate of 
the Congressional Budget Office)., 84- 
21473 


The Barrow Gas Field Transfer Act of 
1984 : report (to accompany H.R. 
$740) (including cost estimate of the 
Congressional Budget Office)., 84- 
21533 


Consenting to the Goose Lake Basin 
Compact between the states of Califor- 
nia and Oregon : report (to accompany 
S. 1135) (including cost estimate of the 
Congressional Budget Office)., 84- 
21532 


Department of Energy Civilian Applica- 
tions Authorization Act, fiscal years 
1985 and 1986 : report together with 
supplemental, dissenting, and additional 
views (to accompany H.R. 5048 which 
on March 7, 1984, was referred jointly 
to the Committee on Energy and Com- 
merce, the Committee on Interior and 
Insular Affairs, and the Committee on 
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Science and Technology) (including 
cost estimate of the Congressional 
Budget Office)., 84-21509 


Designating certain areas in the Alleghe- 


ny National Forest as wilderness and 
recreation areas : report (to accompany 
H.R. 5076)., 84-21466 


Designating certain national forest lands 


in the state of Arizona as wilderness, 
and for other purposes : report (to ac- 
company H.R. 4707) (including the 
cost estimate of the Congressional 
Budget Office)., 84-21458 


Designating certain national forest system 


lands in the state of Virginia as wilder- 
ness, and for other purposes : report (to 
accompany H.R. 5121 which on March 
14, 1984 was referred jointly to the 
Committees on Interior and Insular Af- 
fairs and Agriculture)., 84-21465 


Designating various areas as components 


of the national wilderness preservation 
system in the national forests in the 
state of Texas : report (to accompany 
H.R. 3788) (including the cost estimate 
of the Congressional Budget Office)., 
84-21475 


Increasing the percentage of national 


forest receipts payable to states, and to 
expand the purposes for which such 
receipts may be expanded for the bene- 
fit of counties, and for other purposes : 
report together with dissenting views 
(to accompany H.R. 5315) (including 
the cost estimate of the Congressional 
Budget Office)., 84-21490 


Indian health care amendments of 1984 : 


report together with minority, separate, 
and dissenting views (to accompany 
H.R. 4567 which on November 18, 
1983, was referred jointly to the Com- 
mittee on Interior and Insular Affairs 
and the Committee on Energy and 
Commerce) (including cost estimate 
and comparison of the Congressional 
Budget Office)., 84-21492 


National Historic Preservation Act 


amendments : report (to accompany 
H.R. 2889) (including cost estimate of 
the Congressional Budget Office)., 84- 
21489 


Reauthorizing and amending the Indian 


Health Care Improvement Act, and for 
other purposes : report (to accompany 
H.R. 4567) (including the cost estimate 
of the Congressional Budget Office)., 
84-21491 


Redesignating the Saint Croix Island Na- 


tional Monument in the state of Maine 
as the “Saint Croix Island International 
Historic Site” : report (to accompany 
S.J. Res. 25)., 84-21470 


The San Juan Basin Wilderness Protec- 


tion Act of 1983 : report (to accompa- 
ny H.R. 3766) (including cost estimate 
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of the Congressional Budget Office)., 
84-21527 


United States. Congress. House. Committee 
on Interior and Insular Affairs. 
Subcommittee on Energy and the 
Environment. 


Ratification of interstate compacts for 


low-level nuclear waste management : 


hearing before the Subcommittee on | 


Energy and the Environment of the 
Committee on Interior and Insular Af- 


fairs, House of Representatives, Ninety- | 
84. | 


eighth Congress, first 


21683 


session., 


United States. Congress. House. Committee 
on Interior and Insular Affairs. 
Subcommittee on Mining, Forest 
Management, and Bonneville Power 
Administration. 

Consideration of legislation to restrict the 
Department of the Interior’s oil and 
gas leasing program on the outer conti- 
nental shelf : hearings before the Sub- 
committee on Mining, Forest Manage- 
ment, and Bonneville Power Adminis- 
tration of the Committee on Interior 
and Insular Affairs, House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, on H.R. 2059 ... H.R. 3640 ... 
H.R. 3864 ... : hearings held July 2, 
1983, San Francisco, Calif.; September 
12, 1983, San Diego, Calif.; September 
20, 1983, Washington, D.C.; September 
22, 1983, Washington, D.C., 84-21685 


United States. Congress. House. Committee 
on Interior and Insular Affairs. 
Subcommittee on Public Lands and 
National Parks. 

Public land management policy : over- 
sight hearing before the Subcommittee 
on Public Lands and National Parks of 
the Committee on Interior and Insular 
Affairs, House of Representatives, 
Ninety-eighth Congress, first session 

84-21684 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Additions to Bon Secour National Wild- 

life Refuge : report (to accompany 
H.R. 4921) (including cost estimate ot 
[ie. of] the Congressional Budget 
Office)., 84-21463 


Allowing William R. Gianelli to continue 
to serve on the Board of the Panama 
Canal Commission : report (to accom- 
pany H.R. 5404) (including cost esti- 
mate of the Congressional Budget 
Office)., 84-21476 


Amending Title XII of the Merchant 
Marine Act, 1936 : report (to accompa- 
ny H.R. 5505) (including cost estimate 
of the Congressional Budget Office)., 
84-21483 

Eastern Pacific ocean tuna fishing agree- 
ment : report (to accompany H.R. 
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5147) (including cost estimate of the 
Congressional Budget  Offfice)., 
21471 


Establishment of commission on Mer- | 
report (to | 
accompany H.R. 3289 ... referred joint- | 
ly to the Committee on Armed Serv- | 
ices and the Committee on Merchant 


chant Marine and defense : 


Marine and Fisheries) (including cost 
estimate of the Congressional Budget 
Office)., 84-21454 


Marine Mammal Protection Act authori- 
zation for fiscal years 1985-1988 
report (to accompany H.R. 4997) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 84-21488 


National Defense Shipyard Protection 
Act of 1984 : report (to accompany 
H.R. 5220) (including cost estimate of 
the Congressional Budget Office)., 84- 
21487 


Ocean Dumping Amendments Act of 
1984 : report together with additional 
views (to accompany H.R. 4829) (in- 
cluding cost estimates of the Congres- 
sional Budget Office)., 84-21493 


Office of Environmental Quality and 
Council on Environmental Quality au- 
thorizations for fiscal years 1985, 1986, 
and 1987 : report (to accompany H.R. 
4585) (including cost estimate of the 
Congressional Budget Office)., 84- 
21462 


Panama Canal Amendments Act of 1984 : 
report together with dissenting views 
(to accompany H.R. 3953) (including 
cost estimate and comparison of the 
Congressional Budget Office)., 84- 
21511 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Subcommittee on the Panama Canal/Outer 
Continental Shelf. 

Panama Canal Commission authorization, 
fiscal year 1985, and oversight : hear- 
ing before the Subcommittee on 
Panama Canal/Outer Continental Shelf 
of the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-eighth Congress, second 
session on H.R. 4900 ... February 22, 
1984., 84-21698 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Civil Service. 

Federal government affirmative action 
policies and programs : joint hearing 
before the Subcommittee on Civil 
Service of the Committee on Post 
Office and Civil Service and the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, first session, Decem- 
ber 16, 1983., 84-21703 
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United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Postal Personnel and 
Modernization. 

Study of United States Postal Service 
promotion policies and practices to- 
gether with appendix : final report /, 
84-21702 


United States, Congress. House. Committee 
on Public Works and Transportation. 
Acquisition of property for United States 

Capitol grounds : report together with 
minority views (to accompany H.R. 
2896) (including cost estimate of the 
Congressional Budget Office)., 84- 
21497 


Hazardous materials transportation 
report (to accompany H.R. 5530 which 
on April 26, 1984, was referred jointly 
to the Committee on Energy and Com- 
merce and the Committee on Public 
Works and Transportation) (including 
cost estimate of the Congressional 
Budget Office)., 84-21500 


Horn Lake Creek and tributaries, includ- 
ing Cow Pen Creek, Tennessee and 
Mississippi : communication from the 
Assistant Secretary of the Army (Civil 
Works) transmitting a letter from the 
Chief of Engineers, Department of the 
Army, dated January 4, 1983, submit- 
ting a report together with accompany- 
ing papers and illustration, on Horn 
Lake Creek and tributaries, including 
Cow Pen Creek, Tennessee and Missis- 
sippi ...., 84-21447 


Interim report on Perry Creek, Iowa : 
communication from the Assistant Sec- 
retary of the Army (Civil Works) 
transmitting a letter from the Chief of 
Engineers, Department of the Army, 
dated February 4, 1982, submitting a 
report, together with accompanying 
papers and illustrations, on interim 
report on Perry Creek, Iowa ...., 84- 
21446 


Nonperforming arts functions of the John 
F. Kennedy Center : report (to accom- 
pany H.R. 5281) (including cost esti- 
mate of the Congressional Budget 
Office)., 84-21499 


Pipeline safety : report (to accompany 
H.R. 5313 ... referred jointly to the 
Committee on Energy and Commerce 
and the Committee on Public Works 
and Transportation) (including cost es- 
timate of the Congressional Budget 
Office)., 84-21505 


Superfund Expansion and Protection Act 
of 1984 : report together with dissent- 
ing, additional, and supplementary 
views (to accompany H.R. 5640 ... re- 
ferred jointly to the Committee on 
Energy and Commerce and Public 
Works and Transportation for a period 
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ending not later than July 24, 1984; and 
to the Committee on Ways and Means) 
(including cost estimate of the Con- 
gressional Budget Office)., 84-21548 


Surface Transportation and Uniform Re- 
location Assistance Act of 1984 
report (to accompany H.R. 5504) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 84-21495 


Water Quality Renewal Act of 1984 : 
report together with additional and 
supplemental views (to accompany 
H.R. 3282) (including cost estimate of 
the Congressional Budget Office)., 84- 
21522 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Water Resources. 
Emergency Wetlands Resources Act of 
1983 (with specific reference to the 
provision relating to the Oregon Inlet 
Project in North Carolina) : hearing 
before the Subcommittee on Water Re- 
sources of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-eighth Con- 
gress, first [i.e. second] session, on H.R. 
3082 ... February 7, 1984. 84-21708 


Hurricane Alicia—prediction, damage, 
and recovery efforts : hearings (includ- 
ing summary) before the Subcommittee 
on Natural Resources, Agriculture Re- 
search, and Environment of the Com- 
mittee on Science and Technology and 
the Subcommittee on Water Resources 
of the Committee on Public Works and 
Transportation, U.S. House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, September 23, 1983—Commit- 
tee on Science and Technology; Sep- 
tember 24, 1983—Committee on Public 
Works and Transportation., 84-21714 


To prohibit the Secretary of the Army 
from issuing certain permits in connec- 
tion with a proposed water pipeline 
project until an environmental impact 
statement for that project has been 
completed : hearing before the Sub- 
committee on Water Resources of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, on H.R. 4317 ... February 8, 
1984., 84-21707 


United States. Congress. House. Committee 

on Rules. 

Providing for the consideration of H.R. 
1510 : report (to accompany H. Res. 
519)., 84-21525 


Providing for the consideration of H.R. 
3282 : report (to accompany H. Res. 
522)., 84-21530 

Providing for the consideration of H.R. 


3678 : report (to accompany H. Res. 
515)., 84-21518 
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Providing for the consideration 
4706 : report (to accompany 
470)., 84-21457 


Providing for the consideration 
4785 : report (to accompany 
514)., 84-21517 


Providing for the consideration 
5154 : report (to accompany 
469)., 84-21456 


Providing for the consideration 
5395 : report (to accompany 
527)., 84-21536 


Providing for the consideration 
5399 : report (to accompany 
520)., 84-21528 


Providing for the consideration 
5490 : report (to accompany 
528)., 84-21537 


Providing for the consideration 
5604 : report (to accompany 
529)., 84-21538 


Providing for the consideration 
5680 : report (to accompany 
526)., 84-21535 


Providing for the consideration of the bill 
H.R. 5541 : report (to accompany H. 
Res. 521)., 84-21529 


Waiving certain points of order against 
consideration of H.R. 5713 : report (to 
accompany H. Res. 511)., 84-21515 


Waiving certain points of order against 
consideration of H.R. 5813 : report (to 
accompany H. Res. 524)., 84-21531 


Waiving certain points of order against 
consideration of H.R. 5898 : report (to 
accompany H. Res. 532)., 84-21542 


Waiving certain points of order against 
consideration of H.R. 5899 : report (to 
accompany H. Res. 533)., 84-21543 


Waiving certain points of order against 
the conference report on S . 1852 : 
report (to accompany H. Res. 479)., 
84-21459 
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H. Res. 


of H.R. 
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H. Res. 


of H.R. 
H. Res. 


of H.R. 
H. Res. 


of H.R. 
H. Res. 


of H.R. 
H. Res. 


United States. Congress. House. Committee 
on Science and Technology. 

Commercial Space Launch Act : report 
(to accompany H.R. 3942) (including 
cost estimate of the Congressional 
Budget Office)., 84-21520 


Department of Energy Civilian Applica- 
tions Authorization Act, fiscal years 
1985 and 1986 : report together with 
supplemental, dissenting, and additional 
views (to accompany H.R. 5048 which 
on March 7, 1984, was referred jointly 
to the Committee on Energy and Com- 
merce, the Committee on Interior and 
Insular Affairs, and the Committee on 
Science and Technology) (including 
cost estimate of the Congressional 
Budget Office)., 84-21509 
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United States. Congress. House. Committee 


on Science and Technology. Subcommittee 

on Investigations and Oversight. 

Forecasting and technology for water 
management : hearings before the Sub- 
committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, House of Representatives, 
Ninety-eighth Congress, first session, 
October 13, 14, 1983., 84-21711 


United States. Congress. House. Committee 
on Science and Technology. Subcomm'ttee 
on Natural Resources, Agriculture 
Research, and Environment. 

Dioxin—the impact on human health : 
hearings before the Subcommittee on 
Natural Resources, Agriculture Re- 
search, and Environment of the Com- 
mittee on Science and Technology, 
House of Representatives, Ninety- 
eighth Congress, first session, June 30, 
July 13, 28, 1983., 84-21712 


Hurricane Alicia—prediction, damage, 
and recovery efforts : hearings (includ- 
ing summary) before the Subcommittee 
on Natural Resources, Agriculture Re- 
search, and Environment of the Com- 
mittee on Science and Technology and 
the Subcommittee on Water Resources 
of the Committee on Public Works and 
Transportation, U.S. House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, September 23, 1983—Commit- 
tee on Science and Technology; Sep- 
tember 24, 1983—-Committee on Public 
Works and Transportation., 84-21714 


The Land Remote-Sensing Commercial- 
ization Act of 1984—H.R.4836 and 
H.R. 5155 : hearing before the Sub- 
committee on Natural Resources, Agri- 
culture Research, and Environment 
and the Subcommittee on Space Sci- 
ence and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety- 
eighth Congress, second session, March 
6, 1984., 84-21709 


United States. Congress. House. Committee 


on Science and Technology. Subcommittee 

on Space Science and Applications. 

The Land Remote-Sensing Commercial- 
ization Act of 1984—H.R.4836 and 
H.R. 5155 : hearing before the Sub- 
committee on Natural Resources, Agri- 
culture Research, and Environment 
and the Subcommittee on Space Sci- 
ence and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety- 
eighth Congress, second session, March 
6, 1984., 84-21709 
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United States. Congress. House. Committee 
on Science and Technology. Subcommittee 
on Transportation, Aviation, and 
Materials. 

Oversight on the Federal Aviation Ad- 
ministration fiscal year 1985 research, 
engineering, and development budget 
request : hearings before the Subcom- 
mittee on Transportation, Aviation, 
and Materials of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-eighth Con- 

second session, March 26, 28, 29, 
1984., 84-21713 

1985 NASA authorization hearing 
before the Subcommittee on Transpor- 
tation, Aviation, and Materials of the 
Committee on Science and Technolo- 
gy. U.S. House of Representatives, 
Ninety-eighth Congress, second ses- 
sion., 84-21710 


United States. Congress. House. Committee 
on Small Business. 

Small Business Development Center Im- 
provement Act of 1984 : report (to ac- 
company H.R. 5334) (including cost es- 
timate of the Congressional Budget 
Office)., 84-21479 


Small Business Secondary Market Im- 
provement Act of 1984 : report (to ac- 
company H.R. 4773) (including cost es- 
timate of the Congressional Budget 
Office)., 84-21541 


White House Conference on Small Busi- 
ness, H.R. 5298 : hearing before the 
Committee on Small Business, House 
of Representatives, Ninety-eighth Con- 
gress, second session, Washington, 

D.C., Apri) 3, 1984., 84-21716 


United States, Congress. House. Committee 
on Small Business. Subcommittee on SBA 
and SBIC Authority, Minority Enterprise, 
and General Small Business Problems. 
Effects of economic policy on small busi- 

ness : hearing before the Subcommittee 
on SBA and SBIC Authority, Minority 
Enterprise, and General Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, Washington, D.C., March 1, 
1984., 84-21715 


United States. Congress. House. Committee 
on Standards of Official Conduct. 


In the matter of Representative George 
V. Hansen 


on Standards of Official Conduct, 
House of Representatives., 84-21549 


United States. Congress. House. Committee 
on the Judiciary. 

Organized crime commission subp{olena 
power : report (to accompany H.J. 
Res. 548) (including cost estimate of 
the Congressional Budget Office)., 84- 
21477 
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Selection of court of appeals in multiple 
appeals of agency orders : report (to 
accompany H.R. 5365) (including cost 
estimate of the Congressional Budget 
Office)., 84-21521 


Semiconductor Chip Protection Act of 
1984 : report (to accompany H.R. 
5525) (including cost estimate of the 
Congressional Budget Office)., 84- 
21506 


United States Marshals Service and Wit- 
ness Security Reform Act of 1984 : 
report (to accompany H.R. 4249)., 84- 
21494 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
Administrative Law and Governmental 
Relations. 

American Gold Star Mothers, Inc. : hear- 
ing before the Subcommittee on Ad- 
ministrative Law and Governmental 
Relations of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, on H.R. 3811, March 21, 1984., 
84-21690 


U.S. Olympic Checkoff Act : hearing 
before the Subcommittee on Adminis- 
trative Law and Governmental Rela- 
tions of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, second session, on 
H.R. 1984 .. March 8, 1984., 84- 
21689 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on Civil 
and Constitutional Rights. 

Federal Computer Systems Protection 
Act : hearing before the Subcommittee 
on Civil and Constitutional Rights of 
the Committee on the Judiciary, House 
of Representatives, Ninety-seventh 
Congress, second session, on H.R. 3970 
.-- September 23, 1982., 84-21686 


Federal government affirmative action 
policies and programs : joint hearing 
before the Subcommittee on Civil 
Service of the Committee on Post 
Office and Civil Service and the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, first session, Decem- 
ber 16, 1983., 84-21703 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
Monopolies and Commercial Law. 
Bankruptcy of commodity and securities 

brokers : hearings before the Subcom- 
mittee on Monopolies and Commercial 
Law of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
seventh Congress, first session, on 
bankruptcy of commodity and securi- 
ties brokers, July 23 and September 17, 
1981., 84-21687 
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Representation of creditors’ committees : 
hearing before the Subcommittee on 
Monopolies and Commercial Law of 
the Committee on the Judiciary, House 
of Representatives, Ninety-seventh 
Congress, first session, on H.R. 3949 ... 
July 23, 1981., 84-21688 


United States. Congress. House. Committee 
on Veterans’ Affairs. 

Naming of Veterans’ Administration 
Medical Center at Milwaukee, Wis., for 
Clement J. Zablocki : report (to ac- 
company H.R. 4734)., 84-21503 


Proposed Veterans’ Administration 
budget for fiscal year 1985 : hearing 
before the Committee on Veterans’ Af- 
fairs, House of Representatives, Ninety- 
eighth Congress, second session, Febru- 
ary 8, 1984., 84-21721 


Veterans’ compensation amendments for 
fiscal year 1985 : report (to accompany 
H.R. 5688) (including cost estimate of 
the Congressional Budget Office)., 84- 
21523 


Veterans’ education and employment 
amendments of 1984 : report (to ac- 
company H.R. 5398) (including cost es- 
timate of the Congressional Budget 
Office)., 84-21501 

Veterans’ Health Care and Facilities Im- 
provement Act of 1984 : report (to ac- 
company H.R. 5618) (including cost es- 
timate of the Congressional Budget 
Office)., 84-21504 


Veterans Housing Amendments of 1984 : 
report (to accompany H.R. 5617) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., %4-21502 


United States, Congress. House. Committee 
on Veterans’ Affairs. Subcommittee on 
Housing and Memorial Affairs. 

Veterans’ home loan guaranty program : 
hearing before the Subcommittee on 
Housing and Memorial Affairs of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, second session, March 19, 1984., 
84-21722 


United States. Congress. House. Committee 
on Ways and Means. 

Increase of public debt limit : report (to 
accompany H.R. 5665) (including cost 
estimate of the Congressional Budget 
Office)., 84-21508 

Social security agreement between the 
United States of America and the 
Kingdom of Great Britain and North- 
ern Ireland : message from the Presi- 
dent of the United States transmitting 
the agreement between the United 
States of America and the government 
of the United Kingdom of Great Brit- 
ain and Northern Ireland, which con- 
sists of two separate instruments, pursu- 
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U.S. Congress. Office of Technology Assessment. 


ant to SSA, sec. 233(e) (91 Stat. 1538)., 
84-21451 


Summary of tax and spending reduction 
provisions (within the jurisdiction of 
the committees) on Ways and Means 
and Finance of H.R. 4170 as passed by 
the House and Senate /, 84-21720 


Superfund Expansion and Protection Act 
of 1984 : report together with dissent- 
ing, additional, and supplementary 
views (to accompany H.R. 5640 ... re- 


Summary of tax and spending reduction 
provisions (within the jurisdiction of 
the committees) on Ways and Means 
and Finance of H.R. 4170 as passed by 
the House and Senate /, 84-21720 


United States. Congress. House. Select | 
Committee on Aging. Subcommittee on 
Retirement Income and Employment. 
Active older Americans and opportuni- 

ties for employment : hearing before 
the Subcommittee on Retirement 
Income and Employment of the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, December 1, 1983, Redding, 
Calif., 84-21606 | 


Health care issues affecting the elderly : 


United States. Congress. Joint Economic 
Committee. 
The fiscal dilemma facing local govern- 
ment : hearing before the Joint Eco- 
nomic Committee, Congress of the 


ferred jointly to the Committee on 
Energy and Commerce and Public 
Works and Transportation for a period 
ending not later than July 24, 1984; and 
to the Committee on Ways and Means) 
(including cost estimate of the Con- 
gressional Budget Office)., 84-21548 


United States. Congress. House. Office of 
the Clerk. 


Reports to be made to Congress : com- 
munication from the Clerk, U.S. House 
of Representatives, transmitting a list of 
reports which it is the duty of any offi- 
cer or department to make to Con- 
gress, pursuant to rule III, clause 2, of 
the rules of the House of Representa- 
tives., 84-21445 


hearings before the Subcommittee on 
Retirement Income and Employment 
of the Select Committee on Aging, 
House of Representatives, Ninety- 
eighth Congress, first session, April 22, 
1983, Santa Fe, New Mexico; April 22, 
1983, Gallup, New Mexico; April 23, 
1983, Las Vegas, New Mexico., 84- 
21607 


Reauthorization of the Older Americans 


Act : a rural perspective : hearing 
before the Subcommittee on Retire- 
ment Income and Employment of the 
Select Committee on Aging, House of 
Representatives, Ninety-eighth Con- 
gress, first session, December 2, 1983, 
Roseville, Calif., 84-21608 


United States. Congress. House. Select 


| 
| 


United States, Ninety-eighth Congress, 


second session, January 23, 1984., 84- 
21639 


Industrial policy movement in the United 
States : is it the answer? : a staff study 
/, 84-21641 


United States, Congress. Joint Economic 
Committee. Svbcommittee on Economic 
Goals and Intergovernmental Policy. 
Economic change, physical _ illness, 
mental illness, and social deviance : a 
study /, 84-21638 

Estimating the effects of economic 
change on national health and social 
well-being : a study /, 84-21640 


The political economy of the Soviet 
Union : joint hearings before the Sub- 


Committee on Children, Youth, and 
Families. 
Children, youth, and families in the 


committee on Economic Goals and 
Intergovernmental Policy of the Joint 
Economic Committee, Congress of the 


United States. Congress. House. Permanent 
Select Committee on Intelligence. 
Central Intelligence Agency Information 


Act : report (to accompany H.R. 5164 
which on March 15, 1984, was referred 
jointly to the Permanent Select Com- 
mittee on Intelligence and the Commit- 


tee on Government Operations)., 84- 
21474 


Southeast : hearing before the Select 
Committee on Children, Youth, and 
Families, House of Representatives, 
Ninety-eighth Congress, first session, 
hearing held in Miami, Fla., on Octo- 
ber 14, 1983., 84-21626 


United States, and the Subcommittee 
on Europe and the Middle East of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, first session, July 26 and Septem- 
ber 29, 1983., 84-21642 


United States. Congress. House. Select 
Committee on Narcotics Abuse and 
Control. 


Prospects for the London economic 
summit : joint hearings before the Sub- 


Resolution of inguiry concerning the 
Central Intelligence Agency and death 


squads in El Salvador : adverse report 
(to accompany H. Res. 467)., 84- 
21464 


United States. Congress. House. Select 


Committee on Aging, 

California concerns regarding reauthor- 
ization of the Older Americans Act : 
1984 : hearing before the Select Com- 
mittee on Aging, House of Representa- 
tives, Ninety-eighth Congress, first ses- 


Drug law enforcement strategy (DEA, 


Coast Guard, Customs) hearing 
before the Select Committee on Nar- 
cotics Abuse and Control, House of 
Representatives, Ninety-eighth Con- 
gress, first session, May 24, June 8, 
1983., 84-21700 


Effects of drug trafficking and drug 


abuse in the south Florida community : 


hearing before the Select Committee 
on Narcotics 


committees on Europe and the Middle 
East and on International Economic 
Policy and Trade of the Committee on 
Foreign Affairs, House of Representa- 
tives, and the Subcommittee on Eco- 
nomic Goals and Intergovernmental 
Policy of the Joint Economic Commit- 
tee, Congress of the United States, 
Ninety-eighth Congress, second ses- 
sion, May 14 and 30. 1984., 84-21664 


Abuse and Control, 
House of Representatives, Ninety- 
eighth Congress, first session, October 
12 and 13, 1983., 84-21701 


International study missions : summary 
report 1984 /, 84-21699 


United States. Congress. Office of 
Technology Assessment, 
Civilian space policy and applications : 
summary., 84-21587 
Computerized manufacturing automation 
employment, education, and the 
workplace., 84-21588 
Technology and handicapped people : 
summary., 84-21589 


Water-related technologies for sustainable 
agriculture in U.S. arid/semiarid lands., 
84-21590 


sion, November 28, 1983, Los Angeles, 
Calif, 84-21604 


United States. Congress. House. Select 
Committee on Aging. Subcommittee on 
Health and Long-Term Care. 

Long-term care : need for a national 
policy : hearing before the Subcommit- 
tee on Health and Long-Term Care of 
the Select Committee on Aging, House 
of Representatives, Ninety-eighth Con- 
gress, first session, December 15, 1983, 
San Francisco, Calif., 84-21605 


United States. Congress. Joint Committee on 

Taxation. 

Description of S. 1915 relating to tax 
treatment of foreign investment in U.S. 
real property : scheduled for a hearing 
before the Committee on Finance on 


June 19, 1984 /, 84-21719 
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U.S. Congress. Senate. 


United States. Congress. Senate. 
Journal of the executive proceedings of 
the Senate of the United States of 
America., 84-21550 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry. 
Colorado River basin agricultural conser- 

vation program : report together with 
additional views (to accompany H.R. 
3903)., 84-21424 


National School Lunch and Child Nutri- 
tion Programs Reauthorization Act of 
1984 : report together with additional 
views (to accompany S. 2722)., 84- 
21429 


Participation in the national school lunch 
program : report to the chairman, 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate /, 
84-21038 


Rural Electrification and Telephone Re- 
volving Fund Self-Sufficiency Act of 
1984 : report together with additional 
views (to accompany S. 1300)., 84- 
21443 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry. 
Subcommittee on Agricultural Research 
and General Legislation. 

Oversight on matters relating to the 
Commodity Futures Trading Commis- 
sion : hearing before the Subcommittee 
on Agricultural Research and General 
Legislation of the Committee on Agri- 
culture, Nutrition, and Forestry, 
United States Senate, Ninety-eighth 
Congress, second session, March 15, 
1984., 84-21612 


United States. Congress. Senate. Committee 
on Appropriations. 

Continuation of the Resource Conserva- 
tion and Development Program raises 
questions : report to the Chairmen, 
House and Senate Committees on Ap- 
propriations /, 84-20999 


Energy and Water Development Appro- 
priation Bill, 1985 : report (to accom- 
pany H.R. 5653)., 84-21435 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on Dept. 
of Defense. 

Department of Defense appropriations 
for fiscal year 1984 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-eighth Congress, first session., 
84-21616 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Federal Reserve pricing policy on check 

clearing services : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-eighth Congress, second ses- 
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sion, on an analysis of the progress the 
Federal Reserve has made to fully re- 
cover its check clearing costs and to 
assess certain Federal Reserve actions 
that have been questioned by its pri- 
vate sector competitors, April 11, 
1984., 84-21623 


The Financial Services Competitive 
Equity Act : report of the Committee 
on Banking, Housing, and Urban Af- 
fairs, United States Senate, to accompa- 
ny S. 2851, together with additional 
views., 84-21444 


Nomination of Charles L. Marinaccio and 
Aulana Louise Peters : hearing before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-eighth Congress, second 
session, on the nominations of Charles 
L. Marinaccio, to be a commissioner of 
the Securities and Exchange Commis- 
sion for the remainder of the term ... 
May 16, 1984., 84-21624 


Nomination of Martha Romayne Seger : 
hearings before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-eighth 
Congress, second session, on nomina- 
tion of Martha Romayne Seger to be a 
member of the Board of Governors of 
the Federal Reserve System for a term 
of 14 years from February 1, 1984; 
June 19, 20, 21, and 22, 1984. 84- 
21625 


Revised tables for apportioning 1984 and 
1985 fiscal year funds for interstate 
substitute highway and __ transit 
projects., 84-21706 


United States. Congress. Senate. Committee 
on Commerce, Science, and 
Transportation. 

Coast Guard authorizations hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-eighth Congress, 
second session, on Coast Guard author- 
izations for fiscal years 1985 and 1986, 
April 3, 1984., 84-21633 


Consumer protection from fraudulent 
automobile odometer modifications : 
report (to accompany S. 1407)., 84- 
21437 


The Hazardous Materials Transportation 
Act amendments of 1984 : report (to 


accompany S. 2706)., 84-21423 


In-Flight Medical Emergencies Act : 
report (to accompany S. 314)., 84- 
21418 


Land Remote-Sensing Commercialization 
Act report (to accompany H.R. 
5155)., 84-21414 

Marine Mammal Protection Act reau- 
thorization : hearing before the Nation- 
al Ocean Policy Study of the Commit- 
tee on Commerce, Science, and Trans- 
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portation, United States Senate, 
Ninety-eighth Congress, second session 
.. April 26, 1984., 84-21635 


Motor Carrier Safety Act of 1984 : report 
(to accompany S. 2174)., 84-21410 


Motor Vehicle Theft Law Enforcement 
Act of 1984 : report (to accompany S. 
1400)., 84-21422 

National Telec« ications and Infor- 
mation Administration authorization : 


report (to accompany S. 2535)., 84- 
21411 


Nomination—Marine Mammal Commis- 
sion : hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety- 
eighth Congress, second session, on 
nomination of Dr. William Evans to be 
chairman, Marine Mammal Commis- 
sion, March 21, 1984., 84-21630 


Nominations—Department of Transporta- 
tion : hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety- 
eighth Congress, second session, on 
nominations of Charles Hardin, to be 
Assistant Secretary of Transportation 
for Governmental Affairs and Jim J. 
Marquez, to be general counsel, De- 
partment of Transportation., 84-21632 


Railroad Authorization Act : report (to 
accompany S. 2537)., 84-21413 


Tandem Truck Safety Act of 1984 : 
report (to accompany S. 2217)., 84- 
21438 

U.S. Travel and Tourism Administration 
authorization : report together with ad- 
ditional views (to accompany S. 2520)., 
84-21412 





United States. Congress. Senate. Committee 
on Commerce, Science, and 
Transportation. Subcommittee on Aviation. 
Nationa! Airport scatter plan test : hear- 

ing before the Subcommittee on Avia- 
tion of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-eighth Congress, 
second session, on National Airport 
scatter plan test, April 12, 1984., 84- 
21637 


United States. Congress. Senate. Committee 
on Commerce, Science, and 
Transportation. Subcommittee on 
Communications. 

Corporation for Public Broadcasting au- 
thorization : hearing before the Sub- 
committee on Communications of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-eighth Congress, second ses- 
sion, on S. 2436 ... March 26, 1984., 
84-21627 
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United States. Congress. Senate. Committee 
on Commerce, Science, and 
Transportation. Subcommittee on 
Merchant Marine. 

Coast Guard polar icebreaking operations 
: hearing before the Subcommittee on 
Merchant Marine of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety- 
eighth Congress, second session, on 
Coast Guard icebreaking operations in 
the Polar and near Polar regions, April 
11, 1984., 84-21628 


Maritime Administration authorization : 
hearing before the Subcommittee on 
Merchant Marine of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety- 
eighth Congress, second session, on S. 
2499 ... April 5, 1984., 84-21629 


United States. Congress. Senate. Committee 
on Commerce, Science, and 
Transportation. Subcommittee on Surface 
Transportation. 
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supplement, May 1984 through July 1984, 
406 citations, including addendum /, 84- 
21111 

Acquisition of property for United States 
Capitol grounds : report together with 
minority views (to accompany H.R. 
2896) (including cost estimate of the Con- 
gressional Budget Office)., 84-21497 

An Act Entitled the “Harry Porter Control 
Tower.”, 84-21068 

An Act Making Appropriations for the De- 
partment of the Interior and Related 
Agencies for the Fiscal Year Ending Sep- 
tember 30, 1984, and for Other Purposes., 
84-2106) 

Act to Amend the Perishable Agricultural 
Commodities Act, 1930, by Impressing a 
Trust on the Commodities and Sale Pro- 
ceeds of Perishable Agricultural Com- 
modities for the Benefit of the Unpaid ..., 
84-21080 

An Act to Amend Title 38, United States 
Code, to Increase the Rates of Ccmpen- 
sation for Disabled Veterans and the 
Rates of Dependency and Indemnity 
Compensation for Survivors, to Express 
the Sense of the Congress that Increases 
in the Rates of Compensation Should 
Take Effect on December } Beginning in 
Fiscal Year 1985, and for Other Pur- 
poses., 84-21062 

An Act to Authorize an Ongoing Program 
of Water Resources Research, and for 
Other Purposes., 84-21063 
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An Act to Authorize Funding for the 
Clement J. Zablocki Memorial Outpatient 
Facility at the American Children’s Hos- 
pital in Krakow, Poland., 84-21077 

Act to Continue the Transition Provisions 
of the Bankruptcy Act Until May 1, 
1984, and for Other Purposes, 84-21065 

An Act to Declare Certain Lands Held by 
the Seneca Nation of Indians to be Part 
of the Allegany Reservation in the State 
of New York., 84-21083 

An Act to Designate a Federal Building in 
Augusta, Maine, as the “Edmund S. 
Muskie Federal Building.”, 84-21081 

An Act to Designate a Federal Building in 
Bangor, Maine, as the “Margaret Chase 
Smith Federal Building.”, 84-21082 

An Act to Designate the Air Traffic Con- 
trol Tower at Midway Airport, Chicago, 
as the “John G. Fary Tower.”, 84- 
21072 

An Act to Provide for Reconciliation Pur- 
suant to Section 3 of the First Concur- 
rent Resolution on the Budget for the 
Fiscal Year 1984., 84-21079 

Action manual : a guide to developing, 
planning, and executing a successful Na- 
tional Safe Boating Week campaign., 
84-21383 

Active corporation income tax returns, 
source book, 84-21353 

Active older Americans and opportunities 
for employment : hearing before the Sub- 
committee on Retirement Income and 
Employment of the Select Committee on 
Aging, House of Representatives, Ninety- 
eighth Congress, first session, December 
1, 1983, Redding, Calif., 84-21606 

Addition of coal mining regulations to the 
computer-aided environmental legislative 
data system (CELDS) /, 84-20832 

Additions to Bon Secour National Wildlife 
Refuge : report (to accompany H.R. 
4921) (including cost estimate ot [i.e. of] 
the Congressional Budget Office)., 84- 
21463 

Adequacy of Federal Home Loan Bank 
Board supervision of Empire Savings and 
Loan Association : hearing before a sub- 
committee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-eighth Congress, second ses- 
sion, April 25, 1984., 84-21674 

Adjusting the no-load speed, idle speed and 
buffer screw (Detroit diesel engine)., 84- 
20845 
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Administration : Chief of Staff, Army, Re- 
duction of Administrative Workload for 
Unit Commanders Program., 84-20590 

Administration of suspension agreements by 
the Department of Commerce : report to 
the chairman, Subcommittee on Trade, 
Committee on Ways and Means, House 
of Representatives /, 84-21030 

Administrative personnel, 84-21051 

Administrative specialist, 84-20670 

The Adolescent Family Life Act : 
(to accompany S. 2616)., 84-21432 

Adolescent parenthood January 1980 
through June 1984, 129 citations /, 84- 
21109 

Adult Education Act amendments of 1984 : 
report (to accompany S. 2496)., 84- 
21436 

Advance notices of potential infringement 
of works consisting of sounds, images, or 
both : [symbol for section] 201.22, 37 
C.F.R., 84-21272 

Advanced structural concepts for weapons 
storage : flat and mountainous terrains., 
84-20819 

Advertising, packaging, & labeling : respon- 
sive business approaches to consumer 
needs /, 84-20247 

AFOS handbook 2 : operator’s handbook., 
84-20459 

Agricultural Programs Adjustment Act of 
1984., 84-21071 

Agricultural Research Service Technology 
Transfer Plan., 84-20232 

Aids to navigation manual and chart updat- 
ing manual., 84-21385 

Aim high : officer career planner, United 
States Air Force., 84-20886 

Air cavalry platoon handbook., 84-20675 

Air flow calibration of building pressuriza- 
tion devices /, 84-20410 

Air Force combat units of World War II /, 
84-20878 

Air transport procedures, transport of Per- 
shing II ‘arhead section in shipping and 
storage coutainer, M620, by US Army 
helicopters., 84-20706 

Aircraft accident report Eastern Air 
Lines, Inc., Lockheed L-1011, N334EA, 
Miami International Airport, Miami, 
Florida, May 5, 1983., 84-21360 

Aircraft accident report : Las Vegas Air- 
lines flight 88 Piper PA-31-350, Grand 
Canyon, Arizona, August 17, 1983 /, 
84-21361 
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Aircraft, aircraft engines and propeller type 
certificate data sheets and specifications., 
84-21377 


Aircraft fire and rescue communications., 
84-21378 

Airdrop of supplies and equipment : refer- 
ence data for airdrop platform loads., 
84-20652 

Airdrop of supplies and equipment : rigging 
industrial wheeled tractors., 84-20655 

Airdrop of supplies and equipment, rigging 
M-12 decontamination unit., 84-20654 

Airdrop of supplies and equipment, rigging 
maintenance contact set., 84-20653 

Alcohol abuse, alcoholism, and drug abuse 
amendments of 1984 : report (to accom- 
pany S. 2615)., 84-21421 

Alkaline rock complexes in the Wet Moun- 
tains area, Custer and Fremont counties, 
Colorado /, 84-21152 

Allowing William R. Gianelli to continue 
to serve on the Board of the Panama 
Canal Commission : report (to accompa- 
ny H.R. 5404) (including cost estimate of 
the Congressional Budget Office)., 84- 
21476 

Amending Chapter 37, Title 31, United 
States Code, to authorize contracts re- 
taining private counsel to furnish collec- 
tion services in the case of indebtness 
owed the United States : report (to ac- 
company S. 1668)., 84-21442 

Amending section 160(d) of Public Law 96- 
607 to permit the Secretary of the Interi- 
or to acquire title in fee simple to 
McClintock House at 16 East Williams 
Street, Waterloo, New York : report (to 
accompany H.R. 4596) (including the 
cost estimate of the Congressional Budget 
Office)., 84-21472 

Amending the Indian Financing Act of 
1974, S. 2614 : report (to accompany S. 
2614)., 84-21415 

Amending the Mineral Leasing Act of 1920 
: hearing before the Subcommittee on 
Energy and Mineral Resources of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
eighth Congress, first session, on S. 1634 
... October 18, 1983., 84-21648 

Amending the National Trails System Act 
by adding the Oregon-California Traii to 
the study list : report (to accompany 
H.R. 3787) (including the cost estimate of 
the Congressional Budget Office)., 84- 
21469 

Amending the Wild aad Scenic Rivers Act 
to designate Wildcat Brook in the state of 
New Hampshire for potential addition to 
the national wild and scenic rivers 
system, and for other purposes : report 
(to accompany H.R. 4406) (including the 
cost estimate of the Congressional Budget 
Office)., 84-21468 

Amending the Wild and Scenic Rivers Act 
to permit the control of the lamprey eel 
in the Pere Marquette River : report (to 
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accompany H.R. 3472) (including the 
cost estimate of the Congressional Budget 
Office)., 84-21467 

Amending Title XII of the Merchant 
Marine Act, 1936 : report (to accompany 
H.R. 5505) (including cost estimate of the 
Congressional Budget Office)., 84-21483 

American Defense Education Act : report 
together with minority views (to accom- 
pany H.R. 5609) (including cost estimate 
of the Congressional Budget Office)., 
84-21486 

American Embassy in Israel hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-eighth 
Congress, second session on S. 2031 ... 
February 23, 1984., 84-21671 

American Gold Star Mothers, Inc. : hearing 
before the Subcommittee on Administra- 
tive Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-eighth Con- 
gress, second session, on H.R. 3811, 
March 21, 1984., 84-21690 

Ammunition service in the theater of oper- 
ations., 84-20642 

Analyses of aerosol and precipitation sam- 
ples collected during a transatlantic re- 
search cruise /, 84-20433 

Analysis and assessment of incinerated mu- 
nicipal sludge ashes and leachates /, 84- 
20934 

Analysis of benefits realized from multiyear 
contracting for the Black Hawk helicop- 
ter : report to the Chairman, Subcommit- 
tee on Defense, Committee on Appro- 
priations, House of Representatives /, 
84-21024 

Analysis of the August 14, 1980, rainstorm 
and storm runoff to the South Platte 
River in the southern Denver metropoli- 
tan area, Colorado /, 84-21168 

An analytical treatment of channel-mor- 
phology relations /, 84-21158 

Animal and Plant Health Inspection Service 
[APHIS] oversight : hearings before the 
Subcommittee on Department Oper- 
ations, Research, and Foreign Agricul- 
ture of the Committee on Agriculture, 
House of Representatives, Ninety-eighth 
Congress, first session, July 7, 1983, El 
Centro, Calif.; July 28, 1983, Washington, 
D.C., 84-21609 

Animal product regulations., 84-20240 

Announcement of availability of grants for 
National Demonstrations of Adolescent 
Family Life Programs ; Announcement 
of availability of grants for Adolescent 
Family Life Demonstration Projects., 
84-21086 

Annual housing survey, Fort Worth, Tex., 
standard metropolitan statistical area. 
Housing characteristics for sc:ected met- 
ropolitan areas, 84-20326 

Annual housing survey, Orlando, Fia., 
Standard metropolitan statistical area. 
Housing characteristics for selected met- 
ropolitan areas, 84-20327 
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Annual housing survey, Phoenix, Ariz., 
standard metropolitan statistical area. 
Housing characteristics for selected met- 
ropolitan areas, 84-20328 

Annual housing survey, Pittsburgh, Pa., 
standard metropolitan statistical area. 
Housing characteristics for selected met- 
ropolitan areas, 84-20329 

Annual housing survey, Spokane, Wash., 
standard metropolitan statistical area. 
Housing characteristics for selected met- 
ropolitan areas, 84-20330 

Annual housing survey, Tacoma, Wash., 
standard metropolitan statistical area. 
Housing characteristics for selected met- 
ropolitan areas, 84-20331 

Annual plan, 84-21088 

Annual plan for fiscal year ... /, 84-21088 

Annual report /, 84-21397, 84-21448 

Annual report for fiscal year ending 
84-21397 

Annual report of the Board of Trustees of 
the Federal Old-age and Survivors Insur- 
ance and Disability Insurance Trust 
Funds (1984), 84-21448 

Annual report of the Board of Trustees of 
the Federal Old-age and Survivors Insur- 
ance and Disability Insurance Trust 
Funds : communication from the Board 
of Trustees, Federal Old-age and Survi- 
vors Insurance and Disability Insurance 
Trust Fund transmitting the annual report 
of the Board, pursuant to SSA, 
sec.201(c)(2)., 84-21448 

Annual report of the Director of the Mint., 
84-21355 

Annual report on National Cancer Institute 
and Environmental Protection Agency 
projects : NCI/EPA collaborative pro- 
gram on environmental carcinogenesis., 
84-21101 

Apparent water resistivity, porosity, and 
water temperature of the Madison Lime- 
stone and underlying rocks in parts of 
Montana, Nebraska, North Dakota, South 
Dakota, and Wyoming /, 84-21155 

Application of a human tumor colony form- 
ing assay to new drug screening., 84- 
21095 

Application of a spray deposition method 
for reversed phase liquid chromatogra- 
phy-mass spectrometry /, 84-20961 

Application of total-count aeroradiometric 
maps to the exploration for heavy-miner- 
al deposits in the coastal plain of Virginia 
/, 84-21151 

Architecture 
84-20874 

Arctic region., 84-21313 

Area development in Liberia : toward inte- 
gration and participation /, 84-21342 

Area wage survey., 84-21251, 84-21252, 
84-21253, 84-21254, 84-21255, 84- 
21256, 84-21257, 84-21258 

Area wage survey. Norfolk-Virginia Beach- 
Portsmouth and Newport News-Hamp- 
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ton, Virginia, metropolitan area, 84- 
21251 

Area wage survey. The Greenville, South 
Carolina, metropolitan area, 84-21256 

Areawide environmental assessment on the 
development of a NEPA compliance 
strategy for new source coal mining ac- 
tivity in the western Kentucky coal field 
/, %4-20920 

The Army club manager : a career with 
worldwide opportunities., 84-20761 

Army Training and Evaluation Program for 
Headquarters and Headquarters Detach- 
ment, Military Police Battalion. 84- 
20712 

Army training and evaluation program for 
the combat aviation battalion., 84-20711 

Army training and evaluation program for 
transportation aircraft maintenance inter- 
mediate support company (AVIM)., 84- 
20714 

Arresting the nuclear genie : May 2, 1984., 
84-21323 

Arts and education : report (to accompany 
H.J. Res. 452) (including cost estimate of 
the Congressional Budget Office)., 84- 
21534 

Asbestos, 84-21194 

Assessing aircraft battle damage : informa- 
tion and support requirements /, 84- 
20894 

Assessing the credibility of the calorific 
value of municipal solid waste /, 84- 
20403 

Assessment of innovative techniques to 
detect waste impoundment liner failures / 
, 84-20935 

An assessment of random audit : a new 
Department of Labor program to im- 
prove the accuracy of unemployment in- 
surance benefit payments : report to the 
Secretary of Labor /, 84-21012 

Associate training programs in the medical 
and biological sciences at the National 
Institutes of Health (OCoLC)4011951, 
84-21094 

At the crossroads : general education in 
community colleges /, 84-20916 

Atlanta, Georgia, metropolitan area, 
21255 

The Atlantic alliance and the American na- 
tional interest : April 30, 1984., 84-21322 

Atlas of mean winter temperature depar- 
tures from the long-term mean over the 
contiguous United States 1895-1983., &4- 
20466 

Atmospheric channel performance measure- 
ments at 10 to 100 GHz /, 84-20498 

Atmospheric fluxes and geochemistries of 
stable Pb, Pb-210, and Po-210 in Crystal 
Lake, Wisconsin /, 84-20945 

Audiovisual catalog : Training Audiovisua 
Support Center., 84-20753 ' 

August storm : Soviet tactical and oper- 
ational combat in Manchuria, 1945 /, 
84-20855 


84- 


August storm : the Soviet 1945 strategic 
offensive in Manchuria /, 84-20854 

Authority for trade agreements with Israel 
and Canada : report (to accompany S. 
2746)., 84-21441 

Authorization of appropriations to the U.S. 
International Trade Commission, the U.S. 
Customs Service, and the Office of the 
U.S. Trade Representative : report (to ac- 
company H.R. 5188)., 84-21419 

Authorizations for National Telecommuni- 
cations and Information Administration : 
report together with additional views (to 
accompany H.R. 5497) (including cost es- 
timate of the Congressional Budget 
Office)., 84-21496 

Authorizing appropriations for the National 
Science Foundation, fiscal year 1985 : 
report (to accompany S. 2521)., 84- 
21431 

Authorizing appropriations to the executive 
director, United States Holocaust Memo- 
rial Council, for services necessary to 
perform the functions of the United 
States Holocaust Memorial Council 
report (to accompany H.R. 5100) (includ- 
ing the cost estimate of the Congressional 
Budget Office)., 84-21473 

Automated source data collection system 
desk guide : uniform chart of accounts., 
84-20516 

Automobile odometer modification : hear- 
ing before the Subcommittee on Surface 
Transportation of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-eighth Con- 
gress, second session, on S. 1407 ... April 
12, 1984., 84-21631 

Aviation : the warrant officer candidate 
flight training program., 84-20717 

Aviation life support equipment (ALSE) for 
Army aircrews., 84-20633 

Aviation machinist’s mate 2 /, 84-20862 

Aviation machinist’s mate 3 /, 84-20863 

Aviation maintenance ratings 1 & C/, 84- 
20864 
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Background notes, Ireland., 
Background notes, Laos., 
Background notes, 
21330 
Background notes, Norway., 
Background notes, Pakistan., 84-21332 
Background notes, Somalia., 84-21333 
Background notes, Upper Volta /, 84- 
21334 
Background notes, Venezuela /, 
Bacterial meningitis /, 84-21106 
Bankruptcy of commodity and _ securities 
brokers : hearings before the Subcommit- 
tee on Monopolies and Commercial Law 
of the Committee on the Judiciary, 
House of Representatives, Ninety-seventh 


84-21328 
84-21329 


(North) Korea. 84- 
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commodity and securities brokers, July 
23 and September 17, 1981., 84-21687 

Bankruptcy Reform Act of 1978, a before 
and after look : report to the Chairman, 
Committee on the Judiciary, House of 
Representatives /, 84-21001 

Banks and banking, 84-21052 

The Barrow Gas Field Transfer Act of 
1984 : report (to accompany H.R. 5740) 
(including cost estimate of the Congres- 
sional Budget Office)., 84-21533 

Base structure annex to manpower require- 
ments report for FY 1979 /, 84-20528 

Basic concepts of kinematic-wave models /, 
84-21162 

Basic management statistics : Army man- 
agement course : coursebook., 84-20755 

Basic troubleshooting procedures., 84- 
20851 

Batteries, 84-20850 

Beef cattle husbandry : study course /, 84- 
20192 

Between Mount St. Helens and the world : 
how the U.S. Geological Survey provid- 
ed news-media information on the 1980 
volcanic eruptions /, 84-21140 

Bibliography of the history of medicine /, 
84-21112 

Big Creek flood-control project, Cleveland, 
Ohio : hydraulic model investigation /, 
84-20779 

Birth, stillbirth, and infant mortality statis- 
tics for the continental United States, the 
territory of Hawaii, the Virgin Islands, 
84-21120 

Bloomington Spillway, North Branch Poto- 
mac River, Maryland and West Virginia : 
hydraulic model investigation /, 84- 
20781 

BLS centennial album /, 84-21245 

BLS handbook of methods., 84-21247 

Boring machines, broaching machines, gear 
cutting and finishing machines : FSC 
3411, 3412, 3414., 84-20569 

Bradley fighting vehicle gunnery., 
20678 

Bridge crewman, soldier’s manual : skill 
levels 2/3/4 and trainer’s guide., 84- 
20634 

Bromination process for disposal of spilled 
hazardous materials /, 84-20928 

Building and sustaining the economic re- 
covery : credit conditions, employment, 
and economic prospects : hearing before 
the Subcommittee on Domestic Monetary 
Policy of the Committee on Banking, Fi- 
nance, and Urban Affairs, House of Rep- 
resentatives, Ninety-eighth Congress, first 
session ...., 84-21621 

Bulletin of information /, 84-21388 

Butylated hydroxyanisole (bha) or butylated 
hydroxytoluene (bht) January 1977 
through May 1984, 145 citations /, 84- 
21110 

Buying and selling a business /, 84-21344 
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CAB Sunset Seminar : future administration 
of the international aviation functions of 
the CAB ; proceedings of a seminar held 
at the National Academy of Sciences, 
Washington, D.C., March 2-3, 1983 /, 
84-21357 

Cadet decorum handbook., 84-20901 

Calibration and verification of a rainfall- 
runoff model and a runoff-quality model 
for several urban basins in the Denver 
metropolitan area, Colorado /, 84-21174 

Calibration handbook : ionizing radiation 
measuring instruments /, 84-20517 

Calibration procedure for beam indicating 
scale, AAA-S-118b., 84-20748 

Calibration procedure for compressor bleed 
valve test stand, Lycoming, model 
LTCT421., 84-20736 

Calibration procedure for digital volt- 
meters, Hewlett-Packard models 405AR, 
405BR, 5265A (PL1344U), and 3430A; 
AN/GSM-64 (ME218), (non-linear sys- 
tems model V35A), AN/GSM-64A 
(ME218A) and AN/USM-192 
(ME277U)., 84-20744 

Calibration procedure for frequency 
counter Hewlett-Packard, models 5345A 
and 5345A/E28., 84-20745 

Calibration procedure for gage block com- 
parator (7913365)., 84-20737 

Calibration procedure for igniter circuit 
tester, M.B. electronics models 101-5BG, 
101-SBF, 101-SBFG, 101-5CF, and 101- 
5CPBG., 84-20743 

Calibration procedure for intensity test 
source 11154040 (TA-114) and IR probe 
10684700 (TA-437) : land combat support 
system (LCSS)., 84-20739 

Calibration procedure for internal combus- 
tion engine tester (general)., 84-20735 

Calibration procedure for micrometers, 
inside (general)., 84-20741 

Calibration procedure for multimeter AN/ 
URM-105, AN/URM-105A, AN/URM- 
105B, AN/URM-105C, ME-77/U, ME- 
77A/U, ME-77B/U, ME-77C/U, TS-297( 
)/U, and triplett model 650, and vacuum 
tube volt-ohmmeter, Simpson model 303., 
84-20742 

Calibration procedure for pulse generator, 
SG-1205/U Systron Donner, model 
114A-400 Hz., 84-20747 

Calibration procedure for radio test set 
AN/PRM-34., 84-20746 

Calibration procedure for test station, 
guided missile system AN/TSM-93, 4935- 
00-930-7250, land combat support system 
(LCSS)., 84-20740 

Calibration procedure for thermometer sets 
7910479 and ASTM 80-182 (80-211-22); 
and thermometers, Fisher scientific 
models 15-142D and 15-142F and ther- 
mometer ASTM S50F., 84-20738 

California concerns regarding reauthoriza- 
tion of the Older Americans Act : 1984 : 
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hearing before the Select Committee on 
Aging, House of Representatives, Ninety- 
eighth Congress, first session, November 
28, 1983, Los Angeles, Calif., 84-21604 

California Wilderness Act of 1983 : hearing 
before the Subcommittee on Public 
Lands and Reserved Water of the Com- 
mittee on Energy and Natural Resources, 
United States Senate, Ninety-eighth Con- 
gress, first session, on S. 5 ... S. 1515 ... 
H.R. 1437 ... July 28, 1983., 84-21649 

Cancer of the kidney., 84-21100 

Cancer prevention research summary : alco- 
hol., 84-21098 

Cancer prevention research summary : nu- 
trition., 84-21099 

Capacitance., 84-20852 

Cardiovascular instrumentation : proceed- 
ings of the Working Conference on Ap- 
plicability of New Technology to Biobe- 
havioral Research, May 16-19, 1982, 
Houston, Texas /, 84-21102 

Careers in NOAA : a career development 
aid for NOAA employees., 84-20420 

Caribbean Basin business information starter 
kit., 84-20502 

Carpentry., 84-20635 

A case study in the professionalization of 
nineteenth century teaching : Nathaniel 
T. Allen, 1823-1872, 84-20915 

A case study of layer fine structure and 
turbulence within stabie elevated layers /, 
84-20438 

Catalog of standard data elements and 
codes : personnel., 84-20591 

Cataracts /, 84-21113 

Catfish : processors, July 1981, grower 
survey, inventory-July 1, 1981, sales-Jan- 
uary-June 1981., 84-20233 

Cavity detection and delineation research /, 
84-20774 

Censo de poblacion (1980)., 

Census of agriculture (1982), 84-20295 

Census of housing (1980)., 84-20334 

Census of manufactures (1982)., 84-20257 

Census of population (1980)., 84-20333 

Census of retail trade (1982)., 84-20343 

Census of service industries (1982)., 
20364 

Census of transportation (1982), 84-20340 

Census of wholesale trade (1982)., 84- 
20351 

The Center for Materials Science., 
20373 

Central American refugees : regional condi- 
tions and prospects and potential impact 
on the United States : report to the Con- 
gress of the United States /, 84-21029 

Central Intelligence Agency Information 
Act : report (to accompany H.R. 5164 
which on March 15, 1984, was referred 
jointly to the Permanent Select Commit- 
tee on Intelligence and the Committee on 
Government Operations)., 84-21474 
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84- 
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Central Valley project : San Luis unit, west 
San Joaquin division : California, Fresno, 
Kings, and Merced Counties /, 84-21178 

CFR. 5, Administrative personnel, 84- 
21051 

CFR. 12, Banks and banking, 

CFR. 20, Employees’ benefits, 

CFR. 21, Food and drugs., 
21055 

CFR. 22, Foreign relations, 84-21056 

CFR. 24, Housing and urban development, 
84-21057 

CFR. 26, Internal revenue, 
21059, 84-21060 

Chairmanship of the Commission on Securi- 
ty and Cooperation in Europe : hearing 
and markup before the Subcommittee on 
International Operations of the Commit- 
tee on Foreign Affairs, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, on H.R. 4504, February 6, 
1984., 84-21662 

CHAMPUS handbook., 84-20530 

The changing telephone industry : access 
charges, universal service, and local rates 
/, 84-21725 

Changing trends in the red meat distribu- 
tion system /, 84-20191 

Characterization of Glenwood Springs and 
Dotsero Springs waters /, 84-21183 

Characterization of organometallic poly- 
mers by chromatographic methods and 
nuclear magnetic resonance /, 84-20400 

Characterization of sewage sludge and 
sewage sludge-soil systems /, 84-20937 

Chemical analysis and laboratory instru- 
ments., 84-20557 

Chemical and pharmaceutical products 
manufacturing machinery : FSC 3650., 
84-20560 

The chemical behavior of iodine in aqueous 
solutions up to 150°C /, 84-21572 

Chemical fractionation of brine in 
McMurdo Ice Shelf, Antarctica /, 
20786 

Chemical Surety Program : nuclear 
chemical weapons and material., 
20592 

Child development services., 84-20601 

Children, youth, and families in the South- 
east : hearing before the Select Commit- 
tee on Children, Youth, and Families, 
House of Representatives, Ninety-eighth 
Congress, first session, hearing held in 
Miami, Fla., on October 14, 1983., 84- 
21626 

Choices for the 1980’s /, 84-20904 

Chromium availability— market economy 
countries : a minerals availability pro- 
gram appraisal /, 84-21190 

Citation release /, 84-21243 

Civil rights statutes and the law enforce- 
ment officer /, 84-21225 

Civilian space policy and applications : 
summary., 84-21587 
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A Classification of forest habitat types of 
the Lincoln National Forest, New 
Mexico /, 84-20207 

Clause manual., 84-21047 

Clay mineralogy of Devonian shales in the 
Appalachian Basin /, 84-21161 

Cleveland Harbor, Ohio, design for the safe 
and efficient passage of 1,000-ft-long ves- 
sels at the west (main) entrance : hydrau- 
lic model investigation /, 84-20778 

Cleveland Southwest suburban facilities 
planning area final environmental 


impact statement /, 84-20924 

Clinical center : the magnetic resonance im- 
aging scan., 84-21089 

Clinical pathology and blood bank guide., 
84-21090 


Coast Guard authorizations : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-eighth Congress, second session, 
on Coast Guard authorizations for fiscal 
years 1985 and 1986, April 3, 1984., 84- 
21633 

Coast Guard Auxiliary Public Affairs Offi- 
cer’s guide., 84-21386 

Coast Guard polar icebreaking operations : 
hearing before the Subcommittee on Mer- 
chant Marine of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-eighth Con- 
gress, second session, on Coast Guard 
icebreaking operations in the Polar and 
near Polar regions, April 11, 1984. 84- 
21628 

Coastal zone management : hearing before 
the National Ocean Policy Study of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-eighth Congress, second session, 
on S. 2324 ... March 28, 1984., 84-21636 

A coaxial noise standard for the 1 GHz to 
12.4 GHz frequency range /, 84-20386 

COBRA-NC post-test predictions for HDR 
containment steam blowdown test V44 
(International standard problem 16) /, 
84-21583 

COBRA/TRAC simulation of semiscale S- 
UT-5 test /, 84-21582 

Code of federal regulations., 84-21051, 
84-21052, 84-21053, 84-21054, 84- 
21055, 84-21056, 84-21057, 84-21058, 
84-21059, 84-21060 

Codes for the identification of hydrologic 
units in the United States and the Carib- 
bean outlying areas /, 84-20393 

Cohesion in the US military /, 84-20541 

Colorado River basin agricultural conserva- 
tion program : report together with addi- 
tional views (to accompany H.R. 3903)., 
84-21424 

Colorado River Basin salinity control 
project : Grand Valley unit, Title II divi- 
sion (under construction) : Colorado, 
Mesa County /, 84-21180 

Colorado River Basin salinity control 
project, and Colorado River water qual- 
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ity improvement program (general over- 
view) : Colorado River Basin states, Ari- 
zona, California, Colorado, Nevada, New 
Mexico, Utah, and Wyoming /, 84- 
21181 

Colorado River front work and levee 
system : Arizona, Coconino, Mohave, 
and Yuma Counties : California, Imperial, 
Riverside, and San Bernardino Counties : 
Nevada, Clark County /, 84-21179 

Combat operation C*I : fundamentals and 
interactions /, 84-20885 

Combat service support operations-corps., 
84-20709 

Combat service support operations divi- 
sion., 84-20708 

Combined Arms Division basic skill level 
30 course., 84-20847 

Combined sewer overflow toxic pollutant 
study /, 84-20921 

Command _ crisis MacArthur and the 
Korean War /, 84-20902 

Commercial Space Launch Act : report (to 
accompany H.R. 3942) (including cost es- 
timate of the Congressional Budget 
Office)., 84-21520 

Commission on the centennial review of the 
civil service : report (to accompany S. 
803)., 84-21408 

Communications-electronics equipment di- 
rectory., 84-20888 

Communications-electronics fundamentals : 
electronic tube theory and circuits., 84- 
20660 

Communications with the Copyright Office, 
information given by the Copyright 
Office : [symbol for section] 201.1, 201.2, 
37 C.F.R., 84-21276 

Comparison of airborne turbulence-indicat- 
ing doppler radar systems with ground- 
based doppler radar systems /, 84-21381 

A comparison of sea ice model results using 
three different wind forcing fields /, 84- 
20795 

Compendium of administrators of land use 
and related programs., 84-20822 

Computer machine operator soldier’s 
manual and trainer’s guide, MOS 74D, 
skill levels 1/2/3/4., 84-20671 

Computer models for two-dimensional 
steady-state heat conduction /, 84-20788 

Computer models for two-dimensional tran- 
sient heat conduction /, 84-20790 

Computer program CDCID : an automated 
quality control program using CDC 
update /, 84-21570 

Computer programs for urban transporta- 
tion planning : PLANPAC2 user docu- 
mentation., 84-21371 

The Computer science and technology 
series., 84-20385 

Computerized manufacturing automation : 
employment, education, and the work- 
place., 84-21588 

Condition of groundfish resources of the 
eastern Bering Sea and Aleutian Islands 
region in 1983 /, 84-20444 
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Conducting a FERC environmental assess- 
ment : a case study and recommendations 
from the Terror Lake Project /, 84- 
21209 

Configurations and relative efficiencies of 
shrimp trawls employed in southeastern 
United States waters /, 84-20429 

[Congressional serial set], 84-21404, 84- 
21405, 84-21406 

Consenting to the Goose Lake Basin Com- 
pact between the states of California and 
Oregon : report (to accompany S. 1135) 
(including cost estimate of the Congres- 
sional Budget Office)., 84-21532 

Consideration of legislation to restrict the 
Department of the Interior’s oil and gas 
leasing program on the outer continental 
shelf : hearings before the Subcommittee 
on Mining, Forest Management, and Bon- 
neville Power Administration of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
eighth Congress, first session, on H.R. 
2059 ... H.R. 3640 ... H.R. 3864 ... : hear- 
ings held July 2, 1983, San Francisco, 
Calif.; September 12, 1983, San Diego, 
Calif.; September 20, 1983, Washington, 
D.C.; September 22, 1983, Washington, 
D.C., 84-21685 

Construction and rehabilitation of concrete 
pavement : manual & training course /, 
84-21364 

Construction inspector’s guide dams, 
levees, pile driving and related items., 
84-20809 

Construction materials for coastal structures 
/, %4-20808 

Consumer guide to the FTC funeral rule., 
84-20993 

Consumer protection from fraudulent auto- 
mobile odometer modifications : report 
(to accompany S. 1407)., 84-21437 

Continuation of the Resource Conservation 
and Development Program raises ques- 
tions : report to the Chairmen, House and 
Senate Committees on Appropriations /, 
84-20999 

Contract property disposition manual., 
20576 

Contracting for major operation and main- 
tenance services., 84-20891 

Control algorithms for building manage- 
ment and control systems : hot deck/cold 
deck/supply air reset, day/night setback, 
ventilation purging, and hot and chilled 
water reset /, 84-20408 

Conveyance of national forest system land 
to Craig County, Va. : report (to accom- 
pany H.R. 5183) (including Congressional 
Budget Office cost estimate)., 84-21544 

Cooperation on the uses of atomic energy 
between the United States and the United 
Kingdom of Great Britain and Northern 
Ireland for mutual defense purposes : 
message from the President of the United 
States, transmitting the text of an amend- 
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ment to the agreement between the gov- 
ernment of the United States of America 
and the government of the Kingdgom of 
Great Britain and Northern Ireland for 
cooperation on the uses of atomic energy 
84-21452 

Copyright fees effective, January 1, 1978., 
84-21267 

Coral reefs and marine life at Ras Mo- 
hamed, Arab Republic of Egypt., 84- 
20421 

Corporation for Public Broadcasting au- 
thorization : hearing before the Subcom- 
mittee on Communications of the Com- 
mittee on Commerce, Science, and Trans- 
portation, United States Senate, Ninety- 
eighth Congress, second session, on S. 
2436 ... March 26, 1984., 84-21627 

Corporation income tax returns, 84-21353 

Corporation source book of statistics of 
income, 84-21353 

Corps level personnel and administrative 
doctrine., 84-20663 

Corrections and amplifications of copyright 
registrations; applications for supplemen- 
tary registration : [symbol for section] 
201.5, 37 C.F.R., 84-21275 

Corrosion rates of grinding media in mill 
water /, 84-21187 

Cost accounting standards function : hear- 
ing before the Subcommittee on Econom- 
ic Stabilization of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-eighth 
Congress, second session, March 7, 1984., 
84-21619 

Cost-benefit analysis can be useful in assess- 
ing environmental regulations, despite 
limitations : report to the Congress /, 
84-21035 

Cost effectiveness of the stream-gaging pro- 
gram in Maine : a prototype for nation- 
wide implementation /, 84-21142 

Cost of owning and operating an automo- 
bile, 84-21372 

Cost of owning and operating automobiles 
and vans /, 84-21372 

Cests of production, 84-20237 

County business patterns, Alabama., 
20318 

County business patterns, 
20319 

County business patterns, 
20320 

County business patterns, Kentucky., 
20321 

County business patterns, Michigan., 
20322 

County business patterns, Mississippi., 
20323 

County business patterns, Ohio., 84-20324 

County business patterns. Pt. 4A, East 
North Central states, Michigan, Wiscon- 
sin, 84-20322 

County business patterns. 
North Central states, 
Ohio, 
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Pt. 4B, East 
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County business patterns. Pt. 7, East South 
Central states, Alabama, Kentucky, Mis- 
sissippi, Tennessee, 84-20318, 84-20321, 
84-20323, 84-20325 

County business patterns, Tennessee., 
20325 

Credit card surcharge ban : hearing before 
the Subcommittee on Consumer Affairs 
and Coinage of the Committee on Bank- 
ing, Finance, and Urban Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, second session, on H.R. 5026 ... S. 
2336 ... March 27, 2984., 84-21620 

Cryptologic technician A 3 & 2 /, 
20865 

CS1R : a two-dimensional finite element 
charge-sheet model of MOSFET?’s includ- 
ing radiation-induced interface and oxide 
charge /, 84-20412 

A cultural resources inventory of the 
Texas-Missouri-Evacuation Creeks study 
area, Rio Blanco County, Colorado /, 
84-21217 

Current awareness literature 
(CALS) : user’s guide., 84-20218 

Current housing reports., 84-20326, 84- 
20327, 84-20328, 84-20329, 84-20330, 
84-20331 

Current industrial reports., 
20302, 84-20303 

Current industrial reports. MA-30A, 
Rubber, production, consumption, and 
stocks, 84-20301 

Current industrial reports. M36E, Electric 
housewares and fans, 84-20303 

Cypridinidae of the continental shelves of 
southeastern North America, the north- 
ern Gulf of Mexico, and the West Indies 
(Ostracoda: Myodocopina) /, 84-21346 
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Damping test results for straight sections of 
3-inch and 8-inch unpressurized pipes /, 
84-21580 

A data analysis system for monitoring the 
seaward migration of juvenile salmonids 
in the Snake-Columbia River system /, 
84-20447 

Data report : 1978 bottom trawl survey of 
eastern Bering Sea groundfish /, 84- 
20446 

Data summary report for fission product 
release test HI-3 /, 84-21569 

DATAPLOT : introduction and overview 
/, %4-20379 

Decisions and orders of the National Labor 
Relations Board., 84-21293 

Decisions of the National Labor Relations 
Board, 84-21293 

DEERS : Defense Enrollment Eligibility 
Reporting System : program manual., 
84-20518 

Defense against ballistic missiles : an assess- 
ment of technologies and policy implica- 
tions., 84-20512 
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Defense Department's efforts to standardize 
military avionics equipment hearing 
before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-eighth Congress, 
second session, February 9, 1984., 84- 
21673 

Defense Property Disposal Service, Battle 
Creek, Michigan : listing of DPDS recur- 
ring reporting requirements., 84-20577 

Defense Technical Information Center., 
84-20545 

Deficit Reduction Act of 1984 /, 84-21545 

The Dentist in the United States Public 
Health Service., 84-21085 

Department of Defense appropriations for 
fiscal year 1984 : hearings before a sub- 
committee of the Committee on Appro- 
priations, United States Senate, Ninety- 
eighth Congress, first session., 84-21616 

Department of Defense appropriations for 
1985 : hearings before a subcommittee of 
the Committee on Appropriations, House 
of Representatives, Ninety-eighth Con- 
gress, second session /, 84-21613 

Department of Defense Authorization Act, 
1985 : report of the Committee on Armed 
Services together with additional and dis- 
senting views on H.R. 5167 (including 
cost estimate of the Congressional Budget 
Office)., 84-21460 

Department of Energy Civilian Applica- 
tions Authorization Act, fiscal years 1985 
and 1986 : report together with supple- 
mental, dissenting, and additional views 
(to accompany H.R. 5048 which on 
March 7, 1984, was referred jointly to the 
Committee on Energy and Commerce, 
the Committee on Interior and Insular 
Affairs, and the Committee on Science 
and Technology) (including cost estimate 
of the Congressional Budget Office)., 
84-21509 

The Department of Health and Human 
Services’ first-year implementation of the 
Federal Managers’ Financial Integrity 
Act : report to the Secretary of Health 
and Human Services /, 84-21015 

Department of Housing and Urban Devel- 
opment-independent agencies appropria- 
tion bill, 1985., 84-21513 

Department of the Interior and Related 
Agencies Appropriation Bill, 1985 
report together with supplemental, mi- 
nority, and additional views (to accompa- 
ny H.R. 5973)., 84-21547 

Department of the Navy : graphic design 
standards., 84-20857 

Department of the Navy facility category 
codes., 84-20873 

Department of Transportation and Related 
Agencies Appropriation Bill, 1985 
report (to accompany H.R. 5813)., 
21526 

Departments of Commerce, Justice, and 
State, the Judiciary, and related agencies 


84- 
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appropriation bill, fiscal year 1985 
report (to accompany H.R. 5712)., 84- 
21512 

A Description and assessment of 
RAMONA-3B MOD.0 Cycle 4 : a com- 
puter code with three-dimensional neu- 
tron kinetics for BWR system transients / 
, 84-21577 

Description of S. 1915 relating to tax treat- 
ment of foreign investment in U.S. real 
property : scheduled for a hearing before 
the Committee on Finance on June 19, 
1984 /, 84-21719 

Design and construction of underground 
cable (physical plant)., 84-20230 

Design for flood control, wave protection, 
and prevention of shoaling, Rogue River, 
Oregon : appendix B, results of additional 
tests : hydraulic model investigation /, 
84-20776 

Designating certain areas in the Allegheny 
National Forest as wilderness and recrea- 
tion areas : report (to accompany H.R. 
5076)., 84-21466 

Designating certain national forest lands in 
the state of Arizona as wilderness, and 
for other purposes : report (to accompa- 
ny H.R. 4707) (including the cost esti- 
mate of the Congressional Budget 
Office)., 84-21458 

Designating certain national forest system 
lands in the state of Virginia as wilder- 
ness, and for other purposes : report (to 
accompany H.R. 5121 which on March 
14, 1984 was referred jointly to the Com- 
mittees on Interior and Insular Affairs 
and Agriculture)., 84-21465 

Designating various areas as components of 
the national wilderness preservation 
system in the national forests in the state 
of Texas : report (to accompany H.R. 
3788) (including the cost estimate of the 
Congressional Budget Office)., 84-21475 

Detection of cavities under concrete pave- 
ment /, 84-20796 

Determination of dioxin levels in carbon re- 
activation process effluent streams /, 84- 
20931 

Developing a model for predicting snow- 
pack parameters affecting vehicle mobili- 
ty /, 84-20794 

Development and evaluation of dilution 
probes used for sampling to determine 
source signatures /, 84-20948 

Development of a facility management and 
improvement manual for Army service 
schools., 84-20829 

Development of a model to predict the ad- 
sorption of lead from solution on a natu- 
ral streambed sediment /, 84-21141 

Development of criteria for extension of ap- 
plicability of low emission, high efficien- 
cy coal burners : first annual report /, 
84-20958 

Development of criteria for extension of ap- 
plicability of low emission, high efficien- 
cy coal burners : second annual report /, 
84-20959 





Ecology and distribution of major diatom ecotypes 


Development of Hexagrammids (Pisces: 
Scorpaeniformes) in the northeastern Pa- 
cific Ocean /, 84-20428 

Development of strength in cements., 
21369 

Dewatering and groundwater control., 
20604 

Diagram Booklet : radio set AN/FRC- 
162(V) and AN/FRC-165(V)., 84-20760 

Dictionary of United States Army terms 
(short title: AD)., 84-20596 

Differences among black, Hispanic, and 
white people in knowledge about long- 
term care services /, 84-21126 

Digest of water resources policies and au- 
thorities., 84-20811 

Dioxin—the impact on human health : hear- 
ings before the Subcommittee on Natural 
Resources, Agriculture Research, and 
Environment of the Committee on Sci- 
ence and Technology, House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, June 30, July 13, 28, 1983., 84- 
21712 

Direct simulations of chemically reacting 
turbulent mixing layers /, 84-21301 

Direct support and general support mainte- 
nance manual : recovery vehicle, full 
tracked : medium, M88A1 : NSN 2350- 
00-122-6826., 84-20613 

Direct support and general support mainte- 
nance manual : TOW 2 Weapon System 
Training Set, Guided Missile System, 
M70E2., 84-20618 

Direct support and general support mainte- 
nance repair parts and special tools list 
(including depot maintenance repair parts 
and special tools) for launcher and 
M60A1 tank chassis, transporting : for 
bridge, armored-vehicle-launched, _ scis- 
soring type, class 60 5420-00-889-2020., 
84-20605 

Direct support and general support mainte- 
nance repair parts and special tools lists : 
trucks, lift, fork, electric, solid rubber 
tires, 4000 Ib capacity, 100 in. lift, Army 
model MHE 218 NSN 3930-00-403-5661, 
Drexel Dynamics model FL-40-EE-6550 : 
180 in. lift Army model MHE 218 NSN 
3930-00-403-5662, Drexel Dynamics 
model FL-40-EE-6250., 84-20622 

Distribution of water use at representative 
fixed army installations /, 84-20824 

District of Columbia appropriation bill, 
1985 : report (to accompany H.R. 5899)., 
84-21539 

District of Columbia appropriations for 
1985 : hearings before a subcommittee of 
the Committee on Appropriations, House 
of Representatives, Ninety-eighth Con- 
gress, second session /, 84-21614 

Diving patterns of the Hawaiian monk seal, 
Lisianski Island, 1982 /, 84-20448 

Division artillery, field artillery brigade, 
and field artillery section (corps)., 84- 
20638 
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84- 
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Division maintenance 84- 
20683 

Division materiel management center., 
20686 

Division/separate brigade personnel and ad- 
ministrative doctrine., 84-20662 

DM&S ADP plan, fiscal years 1984-1989., 
84-21398 

Doctrine of moral equivalence 
1984., 84-21321 

Document interchange format /, 84-20406 

Documentary search warrants : a problem 
of particularity /, 84-21237 

DoD LOGDESMAP : Department of De- 
fense logistics data element standardiza- 
tion and management program proce- 
dures., 84-20546 

Dose calculations for severe LWR accident 
scenarios /, 84-21562 

Downstream effects of dams on alluvial 
rivers /, 84-21157 

Draft environmental impact statement for 
round II coal lease sale in the Powder 
River Region., 84-21134 

Drill mud assessment chemical analysis ref- 
erence volume., 84-20949 

Drilling and tapping machines : FSC 3413., 
84-20568 

Driving traction on ice with all-season and 
mud-and-snow radial tires /, 84-20802 

Drug law enforcement strategy (DEA, 
Coast Guard, Customs) : hearing before 
the Select Committee on Narcotics 
Abuse and Control, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, May 24, June 8, 1983., 84-21700 

Drugs & driving : why take the risk?, 84- 
21122 

Duration of copyright., 84-21268 

Dynamics of planetary gear trains /, 84- 
21299 


operations., 


84- 


: April 9, 
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E.C. Meyer : General, United States Army, 
Chief of Staff, June 1979-June 1983., 84- 
20586 

Earthquake data services and publications 
(including Tsunami)., 84-20462 

Earthquake resistant bridge bearings., 
21367 

Eastern Pacific ocean tuna fishing agree- 
ment : report (to accompany H.R. 5147) 
(including cost estimate of the Congres- 
sional Budget Office)., 84-21471 

Echelons above corps (EAC) personnel and 
administrative doctrine., 84-20664 

The Ecological impacts of wastewater on 
wetlands : an annotated bibliography /, 
84-20923 

Ecology and distribution of major diatom 
ecotypes in the southern Fort Union Coal 
Region of Montana /, 84-21159 
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The ecology of tidal marshes of the Pacific 


The ecology of tidal marshes of the Pacific 
Northwest coast : a community profile /, 
84-21208 

An economic analysis of taxicab regulation 
/, %4-20992 

Economic change, physical illness, mental 
illness, and social deviance : a study /, 
84-21638 

Economic indicators of the farm sector., 
84-20237 

Economic model of calibration improve- 
ments for automatic test equipment /, 
84-20381 

Economizer algorithms for energy manage- 
ment and control systems /, 84-20404 

The effect of the Head Start program on 
children’s cognitive development : pre- 
liminary report /, 84-21127 

Effectiveness of artificial bark flaps in medi- 
ating migration of late-instar gypsy moth 
larvae /, 84-20202 

Effectiveness of solar shading for an office 
building /, 84-20384 

Effects of drug trafficking and drug abuse 
in the south Florida community : hearing 
before the Select Committee on Narcot- 
ics Abuse and Control, House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, October 12 and 13, 1983., 84- 
21701 

Effects of economic policy on small busi- 
ness : hearing before the Subcommittee 
on SBA and SBIC Authority, Minority 
Enterprise, and General Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-eighth Congress, second session, 
Washington, D.C., March 1, 1984. 84- 
21715 

Effects of flow on the migratory behavior 
and survival of juvenile fall and summer 
chinook salmon in John Day Reservoir /, 
84-20476 

The effects of import quotas on the steel 
industry., 84-21724 

Effects of the intermittent operation of sub- 
mersible traveling screens on juvenile sal- 
monids, 1982 /, 84-20481 

Efforts to improve management practices 
and increase resources at the Arms Con- 
trol and Disarmament Agency : report to 
the Subcommittee on International Secu- 
rity and Scientific Affairs, Committee on 
Foreign Affairs, House of Representa- 
tives /, 84-21020 

Electric housewares and fans, 84-20303 

Electrolytic stripping of tin in an acid fluo- 
borate electrolyte /, 84-21188 

Electromagnetic-acoustic-transducer/ 
synthetic-aperture system for thick-weld 
inspection /, 84-20387 

Electromagnetic shielding of full-sized 
structures by metal arc spraying /, 84- 
20820 

Electroplating plant operating conditions 
related to wastewater sludge leachability 
/, 84-20930 
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Element concentrations in soils and other 
surficial materials of the conterminous 
United States /, 84-21153 

Elements of management analysis : 
manual., 84-21312 

Elevated residential structures /, 84-20965 

Emergency management course : student 
manual., 84-20966 

Emergency Wetlands Resources Act of 
1983 (with specific reference to the pro- 
vision relating to the Oregon Inlet 
Project in North Carolina) : hearing 
before the Subcommittee on Water Re- 
sources of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-eighth Congress, 
first [i.e. second] session, on H.R. 3082 ... 
February 7, 1984., 84-21708 

Employee benefits in medium and large 
firms /, 84-21250 

Employee services and quality of worklife : 
first steps in the quest for excellence., 
84-20725 

Employees’ benefits, 84-21053 

Employer perception survey of 1981., 
21246 

Ends not means : the policy implications of 
effective schools research, 84-20913 

Energy and Water Development Appro- 
priation Bill, 1985 : report (to accompany 
H.R. 5653)., 84-21435 

Energy conservation strategies for army in- 
stallations /, 84-20831 

Energy emergency preparedness : hearings 
before the Subcommittee on Fossil and 
Synthetic Fuels of the Committee on 
Energy and Commerce, House of Repre- 
sentatives,  Ninety-eighth Congress, 
second session, February 1, 2, and 21, 
1984., 84-21657 

Energy from solid waste /, 84-21593 

Energy from waste heat /, 84-21592 

Engineer bridge companies., 84-20710 

Engineered performance standards for real 
property maintenance activities unit 
price standards handbook., 84-20523 

Engineers, the dynamic corps., 84-20762 

Entering premises to arrest : an analysis of 
the warrant requirement /, 84-21224 

Environmental chambers : FSC 6636., 
20552 

Environmental impact appraisal for renewal 
of source material license no. SUB-526, 
docket no. 40-3392 : Allied Chemical 
Company, UF6 Conversion Plant., 84- 
21563 

Environmental quality : the ... annual report 
of the Council on Environmental Qual- 
ity., 84-21316 

Environmental quality (Washington), 
21316 

Environmental quality (Washington, D.C.), 
84-21316 

Environmental research outlook, 84-20925 

EPA’s efforts to clean up three hazardous 
waste sites : report to the chairman, Sub- 
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committee on Commerce, Transportation 
and Tourism, House Committee on 
Energy and Commerce /, 84-21036 
Equipment improvement report and mainte- 
nance digest : test, measurement and di- 
agnostic equipment (TMDE), (fourth 
quarter, CY 1983)., 84-20750 
Equipment improvement report and mainte- 
nance digest (US Army Tank-Automo- 
tive Command) : tank and automotive 
equipment (Apr. thru June - 2nd gtr CY 
83)., 84-20749 
ERIC processing manual : rules and guide- 
lines for the acquisition, selection, and 
technical processing of documents and 
journal articles by the various compo- 
nents of the ERIC network., 84-20909 
Erosion of perennially frozen streambanks / 
, 84-20804 
Establishment of commission on Merchant 
Marine and defense : report (to accompa- 
ny H.R. 3289 ... referred jointly to the 
Committee on Armed Services and the 
Committee on Merchant Marine and 
Fisheries) (including cost estimate of the 
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20313 
Estimates of the population of Tennessee 
counties and metropolitan areas : July 1, 
1981, and 1982 (provisional)., 84-20314 
Estimates of the population of Virginia 
counties and metropolitan areas : July 1, 
1981, and 1982 (provisional)., 84-20315 
Estimates of the population of West Virgin- 
ia counties and metropolitan areas : July 
1, 1981, and 1982 (provisional)., 84- 
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84-20976 

Flood insurance study : Rapides Parish, 
Louisiana (unincorporated areas)., 84- 
20974 

Flood insurance study : Robertson County, 
Tennessee, unincorporated areas., 84- 
20982 

Flood insurance study : Rockdale County, 
Georgia, unincorporated areas. 84- 
20972 

Flood insurance study : town and village of 
Hardwick, Vermont, Caledonia County., 
84-20984 

Flood insurance study : town of Davy, 
West Virginia, McDowell County., 84- 
20985 

Flood insurance study : town of Easton, 
Maryland, Talbot County., 84-20977 

Flood insurance study : town of Tisbury, 
Massachusetts, Dukes County., 84-20979 
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Forecasting and technology for water man- 
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mittee on Investigations and Oversight of 
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0093)., 84-20629 
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In-Flight Medical Emergencies Act : report 
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In situ determination of liquefaction poten- 
tial using the PQS probe /, 84-20775 

In the matter of Representative George V. 
Hansen : report of the Committee on 
Standards of Official Conduct, House of 
Representatives., 84-21549 

Increase of public debt limit : report (to 
accompany H.R. 5665) (including cost es- 
timate of the Congressional Budget 
Office)., 84-21508 

Increasing the percentage of national forest 
receipts payable to states, and to expand 
the purposes for which such receipts may 
be expanded for the benefit of counties, 
and for other purposes : report together 
with dissenting views (to accompany 
H.R. 5315) (including the cost estimate of 
the Congressional Budget Office)., 84- 
21490 

Index of aviation technical standard orders., 
84-21376 

Indian Health Care Amendments of 1984 : 
report (to accompany S. 2166)., 84- 
21420 

Indian health care amendments of 1984 : 
report together with minority, separate, 
and dissenting views (to accompany H.R. 
4567 which on November 18, 1983, was 
referred jointly to the Committee on In- 
terior and Insular Affairs and the Com- 
mittee on Energy and Commerce) (in- 
cluding cost estimate and comparison of 
the Congressional Budget Office)., 84- 
21492 

Indian Ocean, five island countries /, 84- 
20721 

Individual state descriptions., 84-20589 

Industrial furnaces, ovens and heat treating 
equipment., 84-20550 

Industrial policy movement in the United 
States : is it the answer? : a staff study /, 
84-21641 

Industrial security manual for safeguarding 
classified information., 84-20531 

Industrial security regulation., 84-20515 

Information for consumers from FSIS., 
84-20242 

Information on the Senior Community 
Service Employment Program and the 
proposed transfer to the Department of 
Health and Human Services : report /, 
84-21014 

Initial state & local data elements., 
21347 

Injuries in the logging industry., 84-21249 

Injuries resulting from falls from eleva- 
tions., 84-21248 

Insecticides for the southern pine beetle., 
84-20216 

Institutionalization : how can we continue 
good practices and functions when fund- 

- ing ends? /, 84-20914 

Instruction booklet for mailers of third-class 
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Instructor’s guide for the UH-1 flight simu- 
lator (UHIFS)., 84-20632 

Integrated logistic support : developmental 
supportability test and evaluation guide., 
84-20726 

Integrated plant safety assessment : system- 
atic evaluation program, Big Rock Point 
Plant Consumers Power Company, 
docket no. 50-155, final report., 84- 
21553 

Intelligence Authorization Act for fiscal 
year 1985 : report (to accompany H.R. 
5399)., 84-21482 

Interaction and load transfer through track 
support systems., 84-21395 

An interactive soils information system 
users manual /, 84-20826 

Interdependence and interpersonal attrac- 
tion among heterogeneous and homoge- 
neous individuals : a theoretical formula- 
tion and a meta-analysis of the research, 
84-20910 

Interim report on Perry Creek, Iowa : com- 
munication from the Assistant Secretary 
of the Army (Civil Works) transmitting a 
letter from the Chief of Engineers, De- 
partment of the Army, dated February 4, 
1982, submitting a report, together with 
accompanying papers and illustrations, on 
interim report on Perry Creek, Iowa ...., 
84-21446 

Internal combustion engines, 84-20302 

Internal revenue, 84-21058, 84-21059, 
84-21060 

Internal review programs : 
Guard., 84-20578 

International meteorological satellite system 
: issues and options., 84-20461 

International narcotics control., 84-21339 

International operations of the trunks, cal- 
endar 1965-1979 : turbojet/turbofan air- 
craft operating cost and performance 
trends., 84-20508 

International Organizations Public Proce- 
dures Act : hearing before the Committee 
on Foreign Relations, United States 
Senate, Ninety-eighth Congress, second 
session, on S. 1910 ... April 12, 1984., 
84-21672 

International Solar-Terrestrial Physics Pro- 
gram : a plan for the core spaceflight 
missions., 84-21294 

International study missions 
report 1984 /, 84-21699 

Interoperability and security requirements 
for use of the data encryption standard in 
the physical layer of data communica- 
tions /, 84-21049 

Interpersonal relations in the care and man- 
agement of patients., 84-20715 

Interview of public employees regarding 
criminal .aisconduct allegations : constitu- 
tional considerations /, 84-21235 

Interviewing guides for specific disabilities : 
diabetes., 84-21263 

Into the second century : Memphis engineer 
district, 1976-1981 /, 84-20765 
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Introduction to correlation of Precambrian 
rock sequences /, 84-21149 

Introduction to software packages /, 84- 
20377 

Investigation of the detectability and life- 
time of gust fronts and other weather 
hazards to aircraft /, 84-21380 

Investigations of major drug trafficking or- 
ganizations : report to the Honorable 
Joseph R. Biden, Jr., United States 
Senate /, 84-21005 

IRS criminal investigation in action., 
21351 

IRS generally does a good job when abat- 
ing civil penalties—and has made recent 
improvements : report to the Joint Com- 
mittee on Taxation, Congress of the 
United States /, 84-21003 

Is maintenance unique??? /, 84-21597 
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J. Percy Priest Lake., 84-20813 

J-R curve characterization of irradiated low 
upper shelf welds /, 84-21571 

James P. Purvis : report (to accompany S. 
Res. 48)., 84-21409 | 

Job hazard analysis : a tool to a safer, more 
healthful workplace., 84-21261 

John Day Resource Management Plan : en- 
vironmental impact statement : draft /, 
84-21133 

JOIN leader’s manual., 84-20733 

Joint Resolution Designating April 
1984, as “Education Day, U.S.A.”, 
21076 

Joint Resolution Designating February 11, 
1984, “National Inventors’ Day.”, 84- 
21066 

Joint Resolution Designating May 1984, as 
“Older Americans Month.”, 84-21078 

Joint Resolution Designating the Month of 
June 1984 as “Student Awareness of 
Drunk Driving Month.”, 84-21067 

Joint Resolution Designating the Week Be- 
ginning April 8, 1984, as “National Hear- 
ing Impaired Awareness Week.”, 84- 
21075 

Joint Resolution Designating the Week Be- 
ginning April 8, 1984, as ‘National 
Mental Health Counselors Week.”, 84- 
21069 

Joint Resolution Designating the Week of 
April 8 through 14, 1984, as “Parkinson’s 
Disease Awareness Week.”, 84-21070 

Joint Resolution Making an Urgent Supple- 
mental Appropriation for the Department 
of Health and Human Services for the 
Fiscal Year Ending September 30, 1984., 
84-21064 

Joint Resolution to Designate the Week of 
May 6, 1984, through May 13, 1984, as 
“National Tuberous Sclerosis Week.”, 
84-21073 
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21074 

Journal of the executive proceedings of the 
Senate of the United States of America., 
84-21550 

Justice needs better controls over payment 
of witness fees : report to the Attorney 
General /, 84-21010 

Juvenile Justice, Runaway Youth, and Miss- 
ing Children’s Amendments of 1984 : 
report together with supplemental views 
(to accompany H.R. 4971) (including cost 
estimate of the Congressional Budget 
Office)., 84-21481 
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Kaolin, refractory clay, ball clay, and hal- 
loysite in North America, Hawaii, and 
the Caribbean region /, 84-21163 

Keeping in touch with Army exhibits and 
promotional items., 84-20584 

Kissinger Commission report recommenda- 
tions for USIA programming and supple- 
mental authorizations for migration and 
refugee assistance, Department of State : 
hearing before the Subcommittee on 
International Operations of the Commit- 
tee on Foreign Affairs, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, February 27, 1984., 84- 
21663 
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Lake restoration, protection, and manage- 
ment : proceedings of the second annual 
conference, North American Lake Socie- 
ty, October 26-29, 1982, Vancouver, Brit- 
ish Columbia., 84-20919 

Lake Sidney Lanier navigation charts., 84- 
20767 

Lake water intakes under icing conditions / 
, 84-20793 

Land Remote-Sensing Commercialization 
Act : report (to accompany H.R. 5155)., 
84-21414 

The Land Remote-Sensing Commercializa- 
tion Act of 1984—H.R.4836 and H.R. 
5155 : hearing before the Subcommittee 
on Natural Resources, Agriculture Re- 
search, and Environment and the Sub- 
committee on Space Science and Appli- 
cations of the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-eighth Congress, second ses- 
sion, March 6, 1984., 84-21709 

Land sale : one parcel near Synarep, Wash- 
ington /, 84-21218 

Landfill research at the Boone County field 
site /, 84-20938 

Landsat-assisted environmental mapping in 
the Arctic National Wildlife Refuge, 
Alaska /, 84-20785 

Law enforcement policy and guideline : re- 
lease no. 2., 84-21203 
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casting : a political primer /, 84-20509 

Leadership in organizations., 84-20853 

Leadership training : a manual for training 
teachers to be leaders in professional de- 
velopment /, 84-20908 

The Learning Center : Office of Organiza- 
tion and Human Development., 84- 
20995 

Learning Center Instructor Course : student 
workbook /, 84-20860 

Legal clerk, MOS 71D : soldier’s manual, 
skill levels 1/2/3, and trainer’s guide for 
MOS 71D., 84-20667 

Legal clerk MOS 71D : soldier’s manual, 
skill levels 4/5., 84-20668 

Legalman 2., 84-20870 

Legislation needed to clarify future of con- 
sumer protection and federal preemption 
after the Civil Aeronautics Board sunsets 
: report to the Chairman, Subcommittee 
on Investigations and Oversight, House 
Committee on Public Works and Trans- 
portation /, 84-21041 

Legislative branch appropriation bill, 1985 : 
report (to accompany H.R. 5753)., 84- 
21516 

Legislative branch appropriations for 1985 : 
hearings before a subcommittee of the 
Committee on Appropriations, House of 
Representatives, Ninety-eighth Congress, 
second session /, 84-21615 

Legislative changes are needed to authorize 
emergency federal coal leasing : report /, 
84-21032 

Lenses., 84-20848 

Lifetime work experience and its effect on 
earnings : retrospective data from the 
1979 income survey development pro- 
gram /, 84-20305 

Light water reactor pressure vessel surveil- 
lance dosimetry improvement program /, 
84-21567 

Light water reactor safety research pro- 
gram., 84-21581 

The limnetic zooplankton of lakes in 
Katmai National Monument, Alaska /, 
84-20946 

List of approved recurring management in- 
formation requirements : management in- 
formation control., 84-20597 

List of legislative authorities for NOAA., 
84-20419 

List of publications of the United States 
Geological Survey, 84-21143 

Literature for United States aquaculture : 
1970-1982 /, 84-20187 

A literature review on occurrence and 
methodology for determination of nickel, 
chromium, manganese, and arsenic spe- 
cies in air /, 84-20953 

Lithium, 84-21198 

Logistics : worldwide ammunition reporting 
system (WARS) RCS CSGLD-1322 (RI) 
(MIN)., 84-20602 
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Logistics complete round charts : grenades, 
mines, pyrotechnics, rockets, rocket 
motors, demolition material., 84-20731 

Logistics, funding for integrated logistics 
support (ILS)., 84-20603 

Long-term care : need for a national policy 
: hearing before the Subcommittee on 
Health and Long-Term Care of the 
Select Committee on Aging, House of 
Representatives, Ninety-eighth Congress, 
first session, December 15, 1983, San 
Francisco, Calif., 84-21605 

Long-term plant persistence and restoration 
of acidic dredge soils with sewage sludge 
and lime /, 84-20803 

Looe Key National Marine Sanctuary man- 
agement plan /, 84-20457 

Low-income home energy assistance 
amendments of 1984 : report together 
with additional and supplemental views 
(to accompany H.R. 5620 which on May 
8, 1984, was referred jointly to the Com- 
mittee on Education and Labor and the 
Committee on Energy and Commerce) 
(including cost estimate and comparison 
of the Congressional Budget Office)., 
84-21484 

Lower Mississippi Valley ecological inven- 
tory /, 84-21207 
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Machine shop, machine repairs handbook : 
engineered performance standards for 
real property maintenance activities., 
84-20521 

Machining centers, way type machines, 
electrical and ultrasonic erosion machines 
: FSC 3408, 3410., 84-20566 

Maintenance expenditure limits for tactical 
wheeled vehicles FSC group 23, FSC 
classes 2310, 2320, and 2330., 84-20751 

Maintenance management policy., 84- 
20893 

Making appropriations for energy and 
water development for the fiscal year 
ending September 30, 1985 : conference 
report (to accompany H.R. 5653)., 84- 
21546 

Management concepts and practices /, 
20543 

The management of new pain in office- 
based ambulatory care : national ambula- 
tory medical care survey, 1980 and 1981 
/, 84-21119 

Management of stress in Army operations., 
84-20682 

Management of the Department of Defense 
: hearing before the Committee on Gov- 
ernmental Affairs, United States Senate, 
Ninety-eighth Congress, first session., 
84-21677 

Managing eastern white pine in the south- 
east., 84-20215 

Managing the politics of decline : 
closures in Seattle, 84-20911 
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Manpower and equipment control : man- 
power staffing standards system., 84- 
20598 

Manua! for courts-martial, United States, 
1984., 84-20527 

Marine casualty report : MV Inca Tupac 
Yupanqui, TB Panama City, Tug Capt. 
Norman; collision in the lower Mississip- 
pi River on 30 August 1979 with loss of 
life /, 84-21387 

Marine Mammal Protection Act authoriza- 
tion for fiscal years 1985-1988 : report (to 
accompany H.R. 4997) (including cost es- 
timate of the Congressional Budget 
Office)., 84-21488 

Marine Maimmal Protection Act reauthor- 
ization : hearing before the National 
Ocean Policy Study of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-eighth Con- 
gress, second session ... April 26, 1984., 
84-21635 

Marital status and family status, 84-20304 

Marital status and living arrangements., 
84-20304 

Maritime Administration authorization 
hearing before the Subcommittee on Mer- 
chant Marine of the Committee on Com- 
merce, Science, and Transporiation, 
United States Senate, Ninety-eighth Con- 
gress, second session, on S. 2499 ... April 
5, 1984., 84-21629 

Marketing in Thailand /, 84-20507 

Marketing in Zaire /, 84-20506 

Marking, assembly and miscellaneous indus- 
try machinery : FSC 3611, 3693, and 
3695., 84-20559 

Maryland and Delaware, 84-21177 

Material not subject to copyright : [symbol 
for section] 202.1, 37 C.F.R., 84-21274 

Materiel acquisition handbook, DARCOM 
TRADOC 1984., 84-20729 

MC&G : mapping — charting — geodesy : 
a brief history of U.S. military mapmak- 
ing, and the first decade of the Defense 
mapping agency., 84-20533 

MCL user manual., 84-20722 

Measurement assurance programs., 
20382 

Measurement of multimode optical fiber at- 
tenuation : an NBS special test service /, 
84-20396 

Mechanical ice release processes /, 84- 
20801 

Mechanics of ice jam formation in rivers /, 
84-20784 

The medical staff fellowship program at the 
National Institutes of Health : catalog., 
84-21094 

Medicare : physician payment options : 
hearing before the Special Committee on 
Aging, United States Senate, Ninety- 
eighth Congress, second session, Wash- 
ington, D.C., March 16, 1984., 84-21600 
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Medicare carriers manual., 84- 
21124 

Meeting the present and future needs for 
long-term care : hearing before the Spe- 
cial Committee on Aging, United States 
Senate, Ninety-eighth Congress, second 
session, Jersey City, N.J., February 27, 
1984., 84-21601 

Mercury, 84-21199 

Mercury mass distribution during laborato- 
ry and simulated in-situ oil shale retorting 
/, %4-20943 

Metalworking lathes., 84-20571 

Metalworking saws and filing machines : 
FSC 3405., 84-20563 

Methods for implementing revisions to 
emergency operating procedures /, 84- 
21575 

METLIB-II : a program library for calcu- 
lating and plotting atmospheric and oce- 
anic fields /, 84-20436 

Mexico, post report., 84-21337 

Microcomputer-based monitoring and con- 
trol system with uranium mining applica- 
tion /, 84-21192 

The microcomputer knowledge base : In- 
troduction and user instructions /, 84- 
20830 

Microcomputers : introduction to features 
and uses /, 84-20376 

A microsystem sediment-water simulation 
study for the proposed Jordanelle Reser- 
voir, Heber City, Utah /, 84-21184 

Middle and Late Ordovician solitary rugose 
corals of the Cincinnati Arch region /, 
84-21145 

Migrational characteristics and survival of 
juvenile salmonids entering the Columbia 
River Estuary in 1981 /, 84-20479 

Migrational characteristics of juvenile 
salmon and steelhead trout in the Colum- 
bia River system - 1981 : final report., 
84-20480 

Military Airlift Command, Andrews and 
Bolling Air Force bases : telephone direc- 
tory., 84-20882 

The Military applications of modeling /, 
84-20880 

Military entrance processing _ station 
(MEPS) handbook : (MEPS Handbook)., 
84-20529 

The Military historian in the field., 
20728 

Military police support for the airland 
battle., 84-20676 

Military publications, preparation of plans 
for technical manual verification., 84- 
20730 

Military requirements for chief petty officer 
/, %84-20866 

Military requirements for petty officer 
second class /, 84-20867 

Military requirements for petty officer third 
class., 84-20868 

Military women in the Department of De- 
fense., 84-20514 
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Milling machines., 84-20572 

MILSPETS procedures., 84-20549 

Milwaukee, Wisconsin, metropolitan area, 
84-21258 

Minority students at the Air Force Acade- 
my., 84-20898 

Miscellaneous boundary adjustments, public 
land conveyances, commemoration and 
ceiling increases : hearing before the Sub- 
committee on Public Lands and Reserved 
Water of the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-eighth Congress, first session, on 
S.J. Res. 139, S. 1868, S. 1775, S. 1790, S. 
806, S. 1389, S. 1654, H.R. 451, S. 1547, 
H.R. 1191, S. 1860, S. 1688, and S. 1705, 
October 6, 1983., 84-21647 

Miscellaneous machine tools : 
84-20567 

Miscellaneous maintenance and repair shop 
specialized equipment : FSC 4940., 84- 
20561 

Mishap investigation, reporting and record- 
keeping (RCS: 1146-DOL-XX, DD-M 
(A)1446)., 84-20526 

Missing Children’s Assistance Act of 1983 : 
report of the Committee on the Judiciary, 
United States Senate, on S. 2014. 84- 
21433 

Mississippi Sound wave-hindcast study : 
main text and appendices A and B /, 
84-20780 

Mobility and mobility aids for visually 
handicapped individuals., 84-21292 

Mobilization cross-leveling (MCL) user 
manual., 84-20723 

Model community., 84-20964 

Moratorium on pension plan reversions, 
1984 : hearing before the Subcommittee 
on Labor of the Committee on Labor and 
Human Resources, United States Senate, 
Ninety-eighth Congress, second session, 
on exploring the public policy implica- 
tions of such a moratorium and determin- 
ing what steps the administration is con- 
templating regarding the recent wave of 
excess plan terminations, April 4, 1984., 
84-21697 

Mortality statistics (United States. Bureau 
of the Census), 84-21120 

Motor Carrier Safety Act of 1984 : report 
(to accompany S. 2174)., 84-21410 

Motor Vehicle Theft Law Enforcement 
Act of 1984 : report (to accompany S. 
1400)., 84-21422 

Multimedia pollution assessment of the 
wood products industries /, 84-20927 

Multiple award federal supply schedule : 
new item introductory schedule. 84- 
21048 

Multiple-purpose watershed projects under 
Public law 566 /, 84-20188 
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N.T.P. review of current DHHS, DOE & 
EPA research related to toxicology, 84- 
21087 

Naming of Veterans’ Administration Medi- 
cal Center at Milwaukee, Wis., for Clem- 
ent J. Zablocki : report (to accompany 
H.R. 4734)., 84-21503 

Nantucket shoals flux experiment., 
20442 

NASA, the first 25 years, 1958-1983 : a 
resource for teachers : a curriculum 
project., 84-21297 

National accident sampling system /, 84- 
21393 

National Aeronautics and Space Adminis- 
tration’s first-year implementation of the 
Federal Managers’ Financial Integrity 
Act : report to the Administrator, Na- 
tional Aeronautics and Space Administra- 
tion /, 84-21027 

National Airport scatter plan test : hearing 
before the Subcommittee on Aviation of 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-eighth Congress, second session, 
on National Airport scatter plan test, 
April 12, 1984., 84-21637 

National basic intelligence factbook, 84- 
21315 

National Bureau of Standards response to 
the 1982 National measurement require- 
ments survey of the NCSL National 
Measurement Requirements Committee /, 
84-20409 

National Convention of the Veterans of 
Foreign Wars, 84-21449 

National Convention of the Veterans of 
World War I, 84-21450 

National Defense Shipyard Protection Act 
of 1984 : report (to accompany H.R. 
5220) (including cost estimate of the Con- 
gressional Budget Office)., 84-21487 

National Educational Software Act of 1984 
: report together with minority views (to 
accompany H.R. 4628, which on January 
24, 1984, was referred jointly to the 
Committees on Education and Labor and 
Science and Technology) (including cost 
estimate of the Congressional Budget 
Office)., 84-21485 

National engineering handbook., 84-20222 

National Fisheries Marketing Council 
hearings before the National Ocean 
Policy Study of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-eighth Con- 
gress, second session, on S. 2160 ... Feb- 
ruary 9 and March 23, 1984., 84-21634 
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Senate, Ninety-eighth Congress, second 
session, April 12, 1984., 84-21679 

National Historic Preservation Act amend- 
ments : report (to accompany H.R. 2889) 
(including cost estimate of the Congres- 
sional Budget Office)., 84-21489 

National Institute of Justice/NCJRS : meet- 
ing your needs for criminal justice infor- 
mation—., 84-21241 

National Institute on Aging : Laboratory of 
Neurosciences., 84-21114 

The National Inventors Hall of Fame : 
dedicated to the spirit of invention., 84- 
20418 

National Measurement 
20375 

National Ocean Service : Office of Charting 
and Geodetic Services., 84-20485 

National Ocean Service product informa- 
tion guide., 84-20488 

National Ocean Survey publications hand- 
book /, 84-20489 

National plan for space environment serv- 
ices and supporting research., 84-20425 

National School Lunch and Child Nutrition 
Programs Reauthorization Act of 1984 : 
report together with additional views (to 
accompany S. 2722)., 84-21429 

National survey of fishing, hunting, and 
wildlife-associated recreation., 84-21211, 
84-21212, 84-21213 

National Telecc ications and Informa- 
tion Administration authorization : report 
(to accompany S. 2535)., 84-21411 

National Toxicology Program annual plan, 
84-21088 

Nationwide job opportunities., 84-20990 

Natural Gas Market Policy Act of 1984 : 
report of the Committee on Energy and 
Commerce together with additional, dis- 
senting, and separate views on H.R. 4277 
(including cost estimate of the Congres- 
sional Budget Office)., 84-21519 

Navigation charts, Cumberland River, 
Nashville District, Smithland, Kentucky 
to Celina, Tennessee., 84-20838 

Navigation charts, Tennessee River, Nash- 
ville District, Paducah, Kentucky to 
Knoxville, Tennessee., 84-20839 

The Navy can reduce its stated require- 
ments for F/A-18 weapons tactics train- 
ers : report to the Secretary of Defense /, 
84-21026 

NBS physical measurement services status 
report /, 84-20413 

The NBS switching radiometers /, 84- 
20417 

The near west, America and the Pacific : 
May 9, 1984., 84-21320 

Need for new powerplants : hearing before 
the Subcommittee on Energy Conserva- 
tion and Power of the Committee on 
Energy and Commerce, House of Repre- 
sentatives,  Ninety-eighth Congress, 
second session, on Congressional Re- 
search Service and Department of 
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Energy electric utility reports, February 
7, 1984., 84-21655 

Neighborhood statistics from the 
census., 84-20254 

Net phytoplankton and zooplankton in the 
New York Bight, January 1976 to Febru- 
ary 1978, with comments on the effects 
of wind, Gulf Stream eddies, and slope 
water intrusions /, 84-20430 

NETWORK : a user-oriented, interactive, 
station-siting program for NOAA VHF 
weather radio /, 84-20497 

A new charged fog generator for inhalable 
particle control /, 84-20957 

The new proposed revisions to OMB Circu- 
lar A-122 : hearing before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-eighth Congress, first session, No- 
vember 10, 1983., 84-21676 

New publications of the Geological Survey, 
84-21143 

New York Harbor circulation survey, 1980- 
81/, 84-20490 

NFAF, the Naval Fleet Auxiliary Force., 
84-20877 

NIF, financing MSC operations : the Navy 
Industrial Fund., 84-20876 

Night flight : techniques and procedures., 
84-20631 

NIH research and development contracts, 
84-21092 

NIH research grants, 84-21091 

The NOAA-ERL-ARL solar UV radiation 
and climate research project program de- 
scription and progress report /, 84- 
20432 

NODC inventory of XBT data along tran- 
sects in U.S. Atlantic and Gulf coastal 
waters from NMFS/MARAD Ship of 
Opportunity Program for 1981., 84- 
20463 

Nomination : hearing before the Committee 
on Labor and Human Resources, United 
States Senate, Ninety-eighth Congress, 
second session, on the nomination of 
Frank C. Casillas, of Illinois, to be Assist- 
ant Secretary of Labor for Employment 
and Training, Department of Labor, May 
2, 1984., 84-21694, 84-21695 

Nomination—Marine Mammal Commission 
: hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-eighth Con- 
gress, second session, on nomination of 
Dr. William Evans to be chairman, 
Marine Mammal Commission, March 21, 
1984., 84-21630 

Nomination of Charles L. Marinaccio and 
Aulana Louise Peters : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-eighth Congress, second session, 
on the nominations of Charles L. Marin- 
accio, to be a commissioner of the Securi- 
ties and Exchange Commission for the 


1980 
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remainder of the term ... May 16, 1984., 
84-21624 

Nomination of Martha Romayne Seger : 
hearings before the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, Ninety-eighth Congress, 
second session, on nomination of Martha 
Romayne Seger to be a member of the 
Board of Governors of the Federal Re- 
serve System for a term of 14 years from 
February 1, 1984; June 19, 20, 21, and 22, 
1984., 84-21625 

Nomination of Sherman E. Unger : hearing 
before the Committee on the Judiciary, 
United States Senate, Ninety-eighth Con- 
gress, first session, on the confirmation of 
Sherman E. Unger to be a judge for the 
United States Court of Appeals for the 
Federal Circuit ...., 84-21691 

Nominations—Department of Transporta- 
tion : hearing before the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-eighth Con- 
gress, second session, on nominations of 
Charles Hardin, to be Assistant Secretary 
of Transportation for Governmental Af- 
fairs and Jim J. Marquez, to be general 
counsel, Department of Transportation., 
84-21632 

Nominations of Fred T. Goldberg, Jr., 
Julian I. Jacobs, Alfred H. Kingon, 
Stephanie Lee-Miller, David C. Mulford, 
and David B. Rohr : hearing before the 
Committee on Finance, United States 
Senate, Ninety-eighth Congress, second 
session, on nominations of Mr. Fred T. 
Goldberg, Jr. to be chief counsel of the 
Internal Revenue Service, Mr. Julian I. 
Jacobs, to be a judge of the U.S. Tax 
Court ... March 12, 1984., 84-21660 

Nominations of Ruth O. Peters and Frieda 
Waldman : hearing before the Committee 
on Governmental Affairs, United States 
Senate, Ninety-eighth Congress, second 
session, on the nominations of Ruth O. 
Peters and Frieda Waldman to be mem- 
bers of the Board of Governors of the 
U.S. Postal Service, March 21, 1984., 
84-21678 

Noncommissioned officer and airman per- 
formance reports., 84-20883 

Nonperforming arts functions of the John 
F. Kennedy Center : report (to accompa- 
ny H.R. 5281) (including cost estimate of 
the Congressional Budget Office)., 84- 
21499 

Norfolk-Virginia Beach-Portsmouth, Vir- 
ginia-North Carolina, metropolitan area, 
84-21251 

North America., 84-21314 

Notice of intention to obtain a compulsory 
license for making and distributing phon- 
orecords of nondramatic musical works : 
[symbol for section] 201.18, 37 C.F.R., 
84-21282 

Notices of termination of transfers and li- 
censes covering extended renewal term : 





October 1984 


[symbol for section] 201.10, 37 C.F.R., 
84-21271 

NTP review of current DHHS, DOE, & 
EPA research related to toxicology, 84- 
21087 

Nuclear fuel cycle risk assessment : pro- 
gram summary through fiscal year 1983 / 

84-21579 

Nuclear risk reduction : hearing before the 
Committee on Foreign Relations, United 
States Senate, Ninety-eighth Congress, 
second session, on S. Res. 329 ... April 4, 
1984., 84-21670 

Numerical and functional index of com- 
mand forms., 84-20892 


O 


Occupational outlook handbook /, 84- 
21259 

Occupational projections and training data, 
84-21259 

Occupational wage survey, 84-21252, 84- 
21253, 84-21254, 84-21255, 84-21256, 
84-21257, 84-21258 

Ocean Dumping Amendments Act of 1984 : 
report together with additional views (to 
accompany H.R. 4829) (including cost es- 
timates of the Congressional Budget 
Office)., 84-21493 

Oculometric indices of simulator and air- 
craft motion /, 84-21300 

Offender profiles : a multidisciplinary ap- 
proach., 84-21232 

Office of Environmental Quality and Coun- 
cil on Environmental Quality authoriza- 
tions for fiscal years 1985, 1986, and 1987 
: report (to accompany H.R. 4585) (in- 
cluding cost estimate of the Congression- 
al Budget Office)., 84-21462 

[Office of Inspector General manual]., 84- 
21045 


Offshore concrete structures in the Arctic : 
research needs /, 84-20390 

Older Americans Act amendments of 1984 : 
report (to accompany S. 2603)., 84- 
21417 

Older Americans Act amendments of 1984 : 
report together with supplemental and 
additional views (to accompany H.R. 
4785) (including cost estimate of the Con- 
gressional Budget Office)., 84-21478 

Omega coverage diagrams, 10.2 kHz /, 
84-20534 

Omega propagation correction tables for 
10.2 kHz : area 16, South Pacific, station 
C (Hawaii) /, 84-20536 

Omega propagation correction tables for 
10.2 kHz : area 16, South Pacific, station 
D (North Dakota) /, 84-20537 

Omega propagation correction tables for 
10.2 kHz : area 19, Queen Maud Land, 
station F (Argentina) /, 84-20538 

Omega propagation correction tables for 
10.2 kHz : area 21, Victoria Land, station 
B (Liberia) /, 84-20539 





Oversight on Boilermakers, 1983 : hearings 


Omnibus Budget Reconciliation Act of 
1983, 84-21079 

On the horizon of discovery., 84-20858 

Operation of the Chemical Agent Munitions 
Disposal System (CAMDS) at Tooele 
Army Depot, Utah : final environmental 
impact statement., 84-20754 

Operator and organizational maintenance 
manual : troubleshooting of programmer- 
test station AN/TSM-87 : (Pershing la 
Field Artillery Missile System)., 84- 
20608 

Operator and organizational maintenance 
manual for high-powered illuminator 
radar set AN/MPQ-57, NSN 1430-01- 
078-9643 : HAWK air defense guided 
missile system., 84-20611 

Operator and organizational maintenance 
manual for TOW weapon system training 
set, guided missile system M70 (6920-00- 
179-7320) and TOW weapon system 
training set, guided missile system XM- 
145 (P/N 13060929) : (TOW heavy anti- 
tank assault weapon system)., 84-20619 

Operator, direct support and general sup- 
port maintenance manual for test set, 
guided missile system (TSGMS) : TOW 
airborne system., 84-20616 

Operator, organizational, direct support and 
general support maintenance manual : 
shop equipment guided missile AN/TSM- 
153 improved contact support set (ICSS) 
(4935-01-114-3920) : for TOW 2 Heavy 
Antitank/ Assault Weapon System, 
Dragon Medium  Antitank/Assault 
Weapon System, TOW Subsystem, Brad- 
ley Fighting Vehicle System., 84-20614 

Operator, organizational direct support, and 
general support maintenance manual : 
shop equipment guided missile system : 
test set, guided missile system AN/TSM- 
140B (4935-01-142-9561) TOW 2 Weapon 
System., 84-20615 

Operator, organizational, DS, and GS main- 
tenance manual : administrative storage, 
surveillance, shipment on tactical vehi- 
cles, and demolition to prevent enemy 
use (Pershing la Field Artillery Missile 
System)., 84-20607 

Operator, organizational, DS and GS main- 
tenance manual for test set, guided missile 
system, AN/TSM-84 and electrical equip- 
ment shelter, S-250/G (modified) : 
(Lance guided missile system)., 84-20617 

Operator’s manual : machine gun, 5.56MM, 
M249 (1005-01-127-7510)., 84-20606 

Operator’s manual for howitzer, medium, 
self-propelled : 155MM, M109 (2350-00- 
440-8811), 155MM, MI109A1 (2350-00- 
485-9662) and 155MM, M109A3 (2350-01- 
031-8851)., 84-20612 

Opportunities for greater cost effectiveness 
in Public Law 480, Title I food purchases 
: report to the Secretary of Agriculture /, 
84-21023 

Opportunities for small & disadvantaged 
businesses with the U.S. Army Corps of 
Engineers., 84-20810 
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The Oregon Wilderness Act of 1984 : 
report (to accompany H.R. 1149)., 84- 
21416 

Organizational, DS, and GS maintenance 
manual : shipping and storage containers 
(Pershing 1A Field Artillery Missile 
System)., 84-20620 

Organizational maintenance manual : auto- 
matic data processor equipment mainte- 
nance, guided missile air defense system 
AN/TSQ-73., 84-20609 

Organizational maintenance of military pe- 
troleum pipelines, tanks, and related 
equipment., 84-20646 

Organizational maintenance repair parts and 
special tools lists : truck, lift, fork, gaso- 
line, pneumatic-tire wheels, 6000-pound 
capacity Army model MHE 193 NSN 
3930-00-738-5938, Baker model FJF-060., 
84-20621 

Organizational M1 Abrams tank automotive 
mechanic : student study guide, MOS 
63E., 84-20844 

Organized crime commission subpfoJena 
power : report (to accompany H.J. Res. 
548) (including cost estimate of the Con- 
gressional Budget Office)., 84-21477 

Organized Crime Commission subp[o]ena 
power : report (to accompany S.J. Res. 
233)., 84-21434 

Ottawa National Forest : 7.5 minute series / 
, 84-20197 

Our purpose, vision, missions and goals., 
84-20532 

An Outline of the rules for handling physi- 
cal evidence., 84-21236 

Oversight hearings on the National Appren- 
ticeship Training Act : hearings before 
the Subcommittee on Employment Op- 
portunities of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, hearings held in Washington, D.C., 
on November 15, 17, 1983., 84-21643 

Oversight of Developmental Disabilities 
Assistance and Bill of Rights Act : hear- 
ing before the Subcommittee on the 
Handicapped of the Committee on Labor 
and Human Resources, United States 
Senate, Ninety-eighth Congress, second 
session, on review of programs author- 
ized under the Developmental Disabilities 
Assistance and Bill of Rights Act, Febru- 
ary 23, 1984. 84-21696 

Oversight of preparation of U.S. Delegation 
to First Session World Administrative 
Radio Conference : hearing before the 
Subcommittee on International Oper- 
ations of the Committee on Foreign Af- 
fairs, House of Representatives, Ninety- 
eighth Congress, first session, November 
9, 1983., 84-21667 

Oversight on Boilermakers, 1983 : hearings 
before the Committee on Labor and 
Human Resources, United States Senate, 
Ninety-eighth Congress, first session, on 
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Oversight on Boilermakers, 1983 : hearings 


exainination on alleged illegal sales of 
union memberships or books to unquali- 
fied welders by officials of local chapters 
of ¢ ternational Brotherhood of Boil- 
¢ ers, Iron Shipbuilders, Blacksiuiths, 
? ey and Helpers., 84-21692 

Overs m matters relating to the Com- 
modity Futures Trading Commission : 
hearing before the Subcommittee on Ag- 
ricultural Research and General Legisla- 
tion of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-eighth Congress, second 
session, March 15, 1984., 84-21612 

Oversight on school discipline : hearings 
before the Subcommittee on Elementary, 
Secondary, and Vocational Education of 
the Committee on Education and Labor, 
House of Representatives, Ninety-eighth 
Congress, second session, hearings held in 
Washington, D.C. on January 23, 24, 
1984., 84-21645 

Oversight on the Federal Aviation Admin- 
istration fiscal year 1985 research, engi- 
neering, and development budget request 
: hearings before the Subcommittee on 
Transportation, Aviation, and Materials 
of the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-eighth Congress, second session, 
March 26, 28, 29, 1984., 84-21713 

An overview of ground-water quality data 
in Wisconsin /, 84-21172 

Overview of refugee situation in Southeast 
Asia : hearing before the Subcommittee 
on Asian and Pacific Affairs of the Com- 
mittee on Foreign Affairs, House of Rep- 
resentatives, Ninety-eighth Congress, 
second session, April 5, 1984., 84-21668 

Oxidation ditch technology for upgrading 
Army sewage treatment facilities /, 84- 
20823 


P 


Palynological evaluation of Cedar Moun- 
tain and Burro Canyon formations, Colo- 
rado Plateau /, 84-21156 

Panama Canal Amendments Act of 1984 : 
report together with dissenting views (to 
accompany H.R. 3953) (including cost es- 
timate and comparison of the Congres- 
sional Budget Office)., 84-21511 

Panama Canal Commission authorization, 
fiscal year 1985, and oversight : hearing 
before the Subcommittee on Panama 
Canal/Outer Continental Shelf of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-eighth Congress, second session 
on H.R. 4900 ... February 22, 1984., 84- 
21698 

Participation in the national school lunch 
program : report to the chairman, Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate /, 84- 
21038 
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Patient radiation exposure in diagnostic ra- 
diology examinations: an overview /, 
84-21116 

Pay equity : EEOC’s handling of sex-based 
wage discrimination complaints : thirty- 
ninth report /, 84-21510 

Payment and refund of Copyright Office 
fees : [symbol for section] 201.6, 37 
C.F.R., 84-21285 

Peace Corps, agriculture., 84-21307 

Peace Corps, education., 84-21308 

Peace Corps, home economics and nutri- 
tion., 84-21309 

Peace Corps, science & math., 84-21310 

Pelagic distributions of marine birds off the 
northeastern United States /, 84-20443 

Performance and economic feasibility of a 
sludge/wastepaper gasifier system /, 84- 
20942 

Performance criteria for solar heating and 
cooling systems in commercial buildings 
/, %4-20388 

Performance management program : partic- 
ipant workbook., 84-20879 

Permit applicants’ guidance manual for haz- 
ardous waste land treatment, storage, and 
disposal facilities : final draft., 84-20922 

Personnel-general : warrant officer profes- 
sional development for the Army Nation- 
al Guard., 84-20579 

Personnel management specialist : trainer’s 
guide for MOS75C and soldier’s manual 
for skill levels 1/2., 84-20673 

Personnel procurement : Army National 
Guard Retention Program., 84-20580 

Personnel procurement REACT technical 
manual., 84-20599 

Personnel security clearance : Department 
of the Army personnel security program 
regulation., 84-20600 

Petroleum reference data., 84-20650 

Physical properties testing equipment., 84- 
20551 


Pictorial, graphic, and sculptural works : 
[symbol for section] 202.10, 37 C.F.R., 
84-21281 

Pilot demonstration of magnetic filtration 
with continuous media regeneration /, 
84-20956 

Pipefitting, plumbing handbook engi- 
neered performance standards for real 
property maintenance activities. 84- 
20522 

Pipeline accident report Mid-America 
Pipeline System, liquefied petroleum gas 
pipeline rupture, West Odessa, Texas, 
March 15, 1983 /, 84-21363 

Pipeline safety : report (to accompany H.R. 
5313 ... referred jointly to the Committee 
on Energy and Commerce and the Com- 
mittee on Public Works and Transporta- 
tion) (including cost estimate of the Con- 
gressional Budget Office)., 84-21505 

A plan to establish an independent agency 
for social security : a study prepared for 
the Committee on Ways and Means, 
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United States House of Representatives 
and the Committee on Finance, United 
States Senate, pursuant to P.L. 98-21 /, 
84-21723 

Planers and shapers., 84-20564 

Platinum-group metals, 84-21200 

The political economy of the Soviet Union 
: joint hearings before the Subcommittee 
on Economic Goals and Intergovernmen- 
tal Policy of the Joint Economic Com- 
mittee, Congress of the United States, 
and the Subcommittee on Europe and the 
Middle East of the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-eighth Congress, first session, July 
26 and September 29, 1983., 84-21642 

Political killings by governments of their 
citizens : hearings before the Subcommit- 
tee on Human Rights and International 
Organizations of the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-eighth Congress, first session, No- 
vember 16 and 17, 1983., 84-21666 

The Port of Albany and ports on Hudson 
River, New York /, 84-20771 

The Port of Louisville, Kentucky, ports on 
the Ohio River, miles 560-980, Cumber- 
land and Green Rivers /, 84-20772 

Portable machine tools and machine tool 
accessories., 84-20554 

A portable ramped D-C test set using a 
USBR_ developed high-voltage D-C 
power supply /, 84-21186 

Portawasher : a self-contained dumpster 
cleaning system /, 84-20825 

Possible sources of wreck information /, 
84-20491 

A practical overview of hostage negotia- 
tions /, 84-21231 

Pre-Meiji works in the Library of Congress 
: Japanese mathematics /, 84-21290 

Predictor model for seasonal variations in 
skid resistance., 84-21368 

Preliminary analysis of the seismic vulner- 
ability of selected buildings at Fort Ord, 
California, using the rapid seismic analy- 
sis procedure., 84-20817 

A preliminary assessment of the hydrologic 
characteristics of the James River in 
South Dakota /, 84-21165 

Preliminary investigation of ceramic-coated 
anodes for cathodic protection /, 84- 
20821 

Preliminary report on modeling interference 
field in a ducting environment., 84- 
20499 

Preparation and serving of food in the gar- 
rison dining facility., 84-20648 

Preprint from the ... Bureau of Mines Min- 
erals yearbook., 84-21194, 84-21195, 
84-21196, 84-21197, 84-21198, 84- 
21199, 84-21200, 84-21201 

The present state of the world /, 84-20903 

Prestressed pavement., 84-21365 
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Prices received by farmers : eggs, chickens, 
and turkeys, by state and United States, 
1959-78., 84-20186 

Primary health care amendments of 1984 : 
report (to accompany S. 2308)., 84- 
21430 

Principal rivers and lakes of the world /, 
84-20492 

Privacy act, policies and procedures : 204, 
37 C.F.R., 84-21284 

The Privacy Protection Act of 1980 /, 84- 
21233 

Probability based safety checking of nuclear 
plant structures /, 84-21574 

Problems and practices in fingerprinting the 
dead., 84-21234 

Procedures for modeling flow through clay 
liners to determine required liner thick- 
ness., 84-20918 

Proceedings of the ... annual National Con- 
vention of the Veterans of World War I 
of the United States, Inc., 84-21450 

Proceedings of the ... National Convention 
of the Veterans of Foreign Wars of the 
United States., 84-21449 

Proceedings of the ... National Convention 
of the Veterans of World War I of the 
United States, Inc., 84-21450 

Proceedings of the national encampment of 
the Veterans of Foreign Wars of the 
United States, 84-21449 

Proceedings of the ninth symposium : Psy- 
chology in the Department of Defense, 
18-20 April 1984., 84-20906 

Process design manual for land application 
of municipal sludge /, 84-20963 

Produccion de carbon vegetal, una oportun- 
idad para el Caribe Charcoal production, 
an opportunity for the Caribbean., 84- 
20217 

The products and uses of research spon- 
sored by the Administration on Aging /, 
84-21128 

Profiles of U.S.A. forestry schools and con- 
sortia /, 84-20193 

The Profit in safety belts : a handbook for 
employers., 84-21391 

Progress and assessment report on the na- 
tional safety belt usage program., 84- 
21389 

Progress or change : issues in educating the 
emotionally disturbed /, 84-20917 

Project, Rivet Shale : Air Force synfuels 
shale oil program., 84-20889 

Promoting employment of older workers : a 
handbook for area agencies on aging., 
84-21129 

Proposed fiscal year 1985 budget request : 
hearings before the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-eighth Congress, 
second session, to review the President’s 
proposed budget for fiscal year 1985 in 
connection with the preparation of the 
March 15 report to the Senate Budget 
Committee, February 7, 8, and 9, 1984., 
84-21654 





Radio tracking of juvenile salmonids in John Day 


Proposed Gulf of Alaska/Cook Inlet lease 
sale 88 : final environmental impact state- 
ment /, 84-21132 

Proposed Veterans’ Administration budget 
for fiscal year 1985 : hearing before the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, second session, February 8, 1984., 
84-21721 

Prospects for the London economic summit 
: joint hearings before the Subcommittees 
on Europe and the Middle East and on 
International Economic Policy and Trade 
of the Committee on Foreign Affairs, 
House of Representatives, and the Sub- 
committee on Economic Goals and Inter- 
governmental Policy of the Joint Eco- 
nomic Committee, Congress of the 
United States, Ninety-eighth Congress, 
second session, May 14 and 30. 1984., 
84-21664 

Protect your children : information from 
the Child Safety Program /, 84-20245 

Protection of historic shipwrecks and the 
National Maritime Museum: hearing 
before the Subcommittee on Public 
Lands and Reserved Water of the Com- 
mittee on Energy and Natural Resources, 
United States Senate, Ninety-eighth Con- 
gress, first session, on S. 1504 ... S. 1647 
... October 21, 1983., 84-21650 

Protective coatings for aluminum torpedoes 
/, 84-20818 

A protocol to the 1967 Tax Convention 
with France : message from the President 
of the United States transmitting a proto- 
col, signed at Paris on January 17, 1984, 
to the convention between the United 
States of America and the French Repub- 
lic with respect to taxes on income and 
property July 28, 1967, as amended by 
the protocols of October 12, 1970, and 
November 24, 1978., 84-21407 

Prototypal application of a drought man- 
agement optimization procedure to an 
urban water supply system /, 84-20834 

Providing for the consideration of H.R. 
1510 : report (to accompany H. Res. 
519)., 84-21525 

Providing for the consideration of 
3282 : report (to accompany H. 
522)., 84-21530 

Providing for the consideration of 
3678 : report (to accompany H. 
515)., 84-21518 

Providing for the consideration of 
4706 : report (to accompany H. 
470)., 84-21457 

Providing for the consideration of 
4785 : report (to accompany H. 
514)., 84-21517 

Providing for the consideration 
5154 : report (to accompany 
469)., 84-21456 

Providing for the consideration 
5395 : report (to accompany 
527)., 84-21536 


H.R. 
Res. 


H.R. 
Res. 


H.R. 
Res. 


H.R. 
Res. 


H.R. 
. Res. 


H.R. 
. Res. 
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Providing for the consideration 
5399 : report (to accompany 
520)., 84-21528 

Providing for the consideration 
5490 : report (to accompany 
528)., 84-21537 

Providing for the consideration 
5604 : report (to accompany 
529)., 84-21538 

Providing for the consideration of 
5680 : report (to accompany H. 
526)., 84-21535 

Providing for the consideration of the bill 
H.R. 5541 : report (to accompany H. Res. 
521)., 84-21529 

Provisions of the Bankruptcy Act., 
21065 

Public Broadcasting Amendments Act of 
1984 : report together with minority 
views (to accompany H.R. 5541) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 84-21498 

Public Buildings Authorization Act of 1984 
: report (to accompany S. 2635)., 84- 
21425 

Public Health Service grants and awards, 
84-21092 

Public land management policy : oversight 
hearing before the Subcommittee on 
Public Lands and National Parks of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
eighth Congress, first session ...., 84- 
21684 

Public response to hurricane probability 
forecasts /, 84-20452 

Publications of the Geological Survey /, 
84-21143 


H.R. 
. Res. 


H.R. 
. Res. 


H.R. 
. Res. 


H.R. 
Res. 


84- 


Q 


Q.R.M.C., 84-20511 

QRMC, 84-20511 

Quadrennial review of military compensa- 
tion., 84-20511 

Quality assurance orientation seminar : de- 
fense management joint course, course 
book., 84-20756 

Quality assurance program manual for de- 
fense supply centers and defense industri- 
al plant equipment center and defense 
property disposal service., 84-20575 

Quality engineering handbook for prepara- 
tion and maintenance of quality assurance 
provisions., 84-20732 


Quality Verification Center., 84-20881 


Radar profiling of buried reflectors and the 
groundwater table /, 84-20789 

Radar subsystem manual /, 84-20493 

Radio and radar reference data., 84-20680 

Radio tracking of juvenile salmonids in 
John Day Reservoir, 1982 /, 84-20483 
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Rail-highway crossing accident/incident and 


Rail-highway crossing accident/incident 
and inventory bulletin., 84-21373 

Rail-highway grade-crossing accidents/inci- 
dents bulletin for the year ended Decem- 
ber 31, ..., 84-21373 

Railroad Authorization Act : report (to ac- 
company S. 2537)., 84-21413 

Railroad Retirement and Unemployment 
Insurance Solvency Act of 1983 : hearing 
before the Committee on Labor and 
Human Resources, United States Senate, 
Ninety-eighth Congress, first session, on 
S. 1076 ... April 19, 1983., 84-21693 

Rare-earth ion-host lattice interactions : 15. 
analysis of the spectra of Nd*@in 
GdsSc2GasO12/, 84-20846 

Ratification of interstate compacts for low- 
level nuclear waste management : hearing 
before the Subcommittee on Energy and 
the Environment of the Committee on 
Interior and Insular Affairs, House of 
Representatives, Ninety-eighth Congress, 
first session., 84-21683 

Ration distribution operations., 84-20647 

Raystown Lake : Terrace Mountain trail 
guide., 84-20770 

Readiness of the Navy’s tactical air forces : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-eighth 
Congress, first session, November 2, 
1983., 84-21675 

Real property management : building man- 
ager’s handbook., 84-20887 

Realism and responsibility : the U.S. ap- 
proach to arms control : May 14, 1984., 
84-21319 

Reauthorization of the Older Americans 
Act : a rural perspective : hearing before 
the Subcommittee on Retirement Income 
and Employment of the Select Commit- 
tee on Aging, House of Representatives, 
Ninety-eighth Congress, first session, De- 
cember 2, 1983, Roseville, Calif., 84- 
21608 

Reauthorizing and amending the Indian 
Health Care Improvement Act, and for 
other purposes : report (to accompany 
H.R. 4567) (including the cost estimate of 
the Congressional Budget Office)., 84- 
21491 

Recent developments in Colombian narcot- 
ics control : hearing before the Commit- 
tee on Foreign Affairs, House of Repre- 
sentatives,  Ninety-eighth Congress, 
second session, May 24, 1984., 84-21665 

Reclamation of toxic mine waste utilizing 
sewage sludge : Contrary Creek demon- 
stration project, addendum report /, 84- 
20932 

Reconnaissance geology of southern Atka 
Island, Aleutian Islands, Alaska /, 84- 
21137 

Recordation and certification of coin-oper- 
ated phonorecord players : [symbol for 
section] 201.16, 37 C.F.R.., 84-21278 
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Recordation of agreements between copy- 
right owners and public broadcasting en- 
tities : [symbol for section] 201.9, 37 
C.P.R., 84-21277 

Recordation of certain contracts by cable 
systems located outside of the forty-eight 
contiguous states : [symbol for section] 
201.12, 37 C.F.R., 84-21273 

Recording of slave narratives and related 
material in the Archive of Folk Song : 
reference tapes., 84-21266 

Redesignating the Saint Croix Island Na- 
tional Monument in the state of Maine as 
the “Saint Croix Island International His- 
toric Site” : report (to accompany S.J. 
Res. 25)., 84-21470 

Refugees, overseas aid and domestic admis- 
sions : March 30, 1984., 84-21318 

REGIM6$ : a deterministic soil water bal- 
ance model /, 84-20204 

Regional hydrology of the Blanding-Duran- 
go area, southern Paradox Basin, Utah 
and Colorado /, 84-21170 

Relation of biomass to basal area and site 
index on an Appalachian watershed /, 
84-20201 

Relationship of porosity and permeability to 
petrology of the Madison limestone in 
rock cores from three test wells in Mon- 
tana and Wyoming /, 84-21154 

Reliability assessment of Indian Point Unit 
3 containment structure /, 84-21576 

Remote sensing : applications to cultural re- 
sources in southwestern North America / 
, 84-21204 

Removal of organic contaminants from the 
drinking water supply at Glen Cove, 
N.Y. /, 84-20933 

Renewable Energy Industry Development 
Act of 1983 : hearing before the Subcom- 
mittee on Energy Conservation and 
Supply of the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-eighth Congress, second session, 
on H.R. 3169 ... March 22, 1984., 84- 
21652 

Renewal of the generalized system of pref- 
erences : report (to accompany S. 1718)., 
84-21427 

Report of the Director, National Heart, 
Lung, and Blood Institute., 84-21105 

Report of the Director of the National 
Heart, Lung, and Blood Institute, 84- 
21105 

Report on approaches to database transla- 
tion /, 84-20378 

Report on surveys of Delaware Maryland 
boundaries in cooperation with the states 
of Delaware and Maryland., 84-20486 

Report on yen/dollar exchange rate issues / 
, 84-21348 

Report to Congress : nonpoint source pollu- 
tion in the U.S. /, 84-20962 

Report to Congress of the Department of 
Defense in accordance with section 2455, 
Title 10, U.S.C. of the Defense Catalog- 
ing and Standardization Act of 1952 : 
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report of the Investigations Subcommit- 
tee of the Committee on Armed Services, 
United States House of Representatives., 
84-21617 

Reports to be made to Congress : communi- 
cation from the Clerk, U.S. House of 
Representatives, transmitting a list of re- 
ports which it is the duty of any officer 
or department to make to Congress, pur- 
suant to rule III, clause 2, of the rules of 
the House of Representatives., 84-21445 

Representation case handling manual., 84- 
21551 

Representation of creditors’ committees : 
hearing before the Subcommittee on Mo- 
nopolies and Commercial Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 3949 ... July 
23, 1981., 84-21688 

Research and development contracts /, 
84-21092 

Research grants /, 84-21091 

Research in forest productivity, use, and 
pest control : proceedings of a symposi- 
um held at the University of Vermont, 
Burlington, September 16-17, 1983, in 
recognition of contributions by women 
scientists /, 84-20206 

Research outlook /, 84-20925 

Research outlook - United States Environ- 
mental Protection Agency, Research and 
Development, 84-20925 

Research outlook (United States. Environ- 
mental Protection Agency. Office of Re- 
search and Development), 84-20925 

Research to develop an improved fingerl- 
ing-protection system for John Day Dam, 
1981 /, 84-20477 

Residual-stress measurements using shear- 
horizontal waves from electromagnetic 
acoustic transducers /, 84-20415 

Resolution of inquiry concerning the Cen- 
tral Intelligence Agency and death 
squads in El Salvador : adverse report (to 
accompany H. Res. 467)., 84-21464 

Restoration of failing on-lot sewage disposal 
areas /, 84-2094] 

Retrenchment and redirection at the Office 
of Personnel Management : report /, 84- 
21002 

Review of current D.H.H.S., D.O.E., and 
E.P.A. research related to toxicology, 
84-21087 

Review of current DHEW research related 
to toxicology, 84-21087 

Review of current DHHS, DOE, and EPA 
research related to toxicology /, 84- 
21087 

Review of literature on herbicides, includ- 
ing phenoxy herbicides and associated 
dioxins /, 84-21401 

A review of phosphatic clay dewatering re- 
search /, 84-21191 i 

Review of the propagation of inelastic pres- 
sure waves in snow /, 84-20791 





October 1984 


Review the activities of the U.S. Depart- 
ment of Agriculture’s Crop Reporting 
Board : hearing before the Subcommittee 
on Department Operations, Research, and 
Foreign Agriculture of the Committee on 
Agriculture, House of Representatives, 
Ninety-eighth Congress, second session, 
February 23, 1984., 84-21610 

Revised tables for apportioning 1984 and 
1985 fiscal year funds for interstate substi- 
tute highway and transit projects., 84- 
21706 

Road design system., 84-20194 

Roads, grounds, pest control & refuse col- 
lection handbook : engineered perform- 
ance standards for real property mainte- 
nance activities., 84-20524 

The role of science and technology in for- 
eign affairs : April 25, 1984., 84-21324 

The role of the Marine Corps in rapid de- 
ployment forces /, 84-20544 

Rolling mills, drawing machines and metal 
finishing equipment., 84-20553 

Royalties and statements of account under 
compulsory license for making and dis- 
tributing phonorecords of nondramatic 
musical works : [symbol for section] 
201.19, 37 C.F.R., 84-21280 

Rubber and plastics working machinery., 
84-20558 

Rubber, production, shipments, and stocks, 
84-20301 

Rural Electrification and Telephone Re- 
volving Fund Self-Sufficiency Act of 
1984 : report together with additional 
views (to accompany S. 1300)., 84- 
21443 


S 
S. 1871—S. 1967 : hearing before the Select 


Committee on Indian Affairs, United 
States Senate, Ninety-eighth Congress, 
second session, on S. 1871 ... S. 1967 ... 
March 7, 1984, Washington, D.C., 84- 
21682 
. 2069, a bill to amend the Small Business 
Act in order to permit the SBA to ap- 
prove combined 7(a) regular business 
loans and 502/503 development company 
loans which exceed $500,000 : hearing 
before the Committee on Small Business, 
United States Senate, Ninety-eighth Con- 
gress, second session, on S. 2069 ... May 
1, 1984., 84-21718 

Safety belt usage : lesson plans and instruc- 
tor’s guide /, 84-21390 

Safety evaluation report related to the oper- 
ation of Byron Station, Units 1 and 2, 
docket nos. STN 50-454 and STN 50-455 
: Commonwealth Edison Company., 84- 
21554 

Safety evaluation report related to the oper- 
ation of Catawba Nuclear Station, Units 1 
and 2 : docket nos. 50-413 and 50-414 : 
Duke Power Company, et al., 84-21555, 
84-21556 





Soil survey of Atchison County, Kansas / 


Safety evaluation report related to the oper- 
ation of Shoreham Nuclear Power Sta- 
tion, Unit No. 1 : docket no. 50-322, 
Long Island Lighting Company., 84- 
21552 

Safety evaluation report related to the re- 
newal of te operating license for the 
Union Carbide Subsidiary B, Inc. re- 
search reactor : docket no. 50-54., 84- 
21561 

Safety evaiuation report related to the re- 
newal of the operating license for the re- 
search reactor at the University of 
Kansas, docket no. 50-148., 84-21557 

Safety-related operator actions : methodolo- 
gy for developing criteria /, 84-21573 

A sample plant design for system 6 /, 84- 
20205 

San Antonio, 
84-21257 

San Francisco-Oakland, California, metro- 
politan area, 84-21253 

San Jose, California, metropolitan area, 
84-21252 

The San Juan Basin Wilderness Protection 
Act of 1983 : report (to accompany H.R. 
3766) (including cost estimate of the Con- 
gressional Budget Office)., 84-21527 

Sandstone units of the Lee Formation and 
related strata in eastern Kentucky /, 84- 
21148 

Scales, balances and optical instruments., 
84-20555 

Scaling and modeling of three-dimensional, 
end-wall, turbulent boundary layers /, 
84-21298 

SEA LEGS : a handbook for the Navy 
family., 84-20872 

Secondary market activities of the Student 
Loan Marketing Association : report to 
the Committee on Labor and Human Re- 
sources, United States Senate /, 84- 
21016 

Secondary metal forming and cutting ma- 
chines : FSC 3441, 3442, 3443, 3445, 
3446, 3447, 3448, 3449.,  84-20570 

Seismic analysis of tunnel boring machine 
signals at Kerckhoff Tunnel /, 84-20782 

Selected articles on microcomputers /, 84- 
20414 

Selection of a general purpose language and 
a real-time language suitable for ship- 
board data system III] /, 84-20449 

Selection of court of appeals in multiple 
appeals of agency orders : report (to ac- 
company H.R. 5365) (including cost esti- 
mate of the Congressional Budget 
Office)., 84-21521 

Self-employed retirement plans., 84-21354 

Semi-annual report of the Inspector Gener- 
al, U.S. Small Business Administration : 
pursuant to Public Law 95-452., 84- 
21343 

Semiconductor Chip Protection Act of 
1984 : report (to accompany H.R. 5525) 
(including cost estimate of the Congres- 
sional Budget Office)., 84-21506 


Texas, metropolitan area, 
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Sensitivity of plant communities and soil 
flora to seawater spills, Prudhoe Bay, 
Alaska /, 84-20800 

Serving growing economy and growing 
people, 84-20249 

Serving the nation /, 84-20249 

Sheet metal, structural iron & welding 
handbook engineered performance 
standards for real property maintenance 
activities, 84-20525 

Shipboard electronics material officer., 
20859 

Shore ice ride-up and pile-up features /, 
84-20787 

Shore stabilization with salt marsh vegeta- 
tion /, 84-20807 

Short-range public transportation improve- 
ments : final report /, 84-21359 

Silver Lake Research National Area : Sup- 
plement no. 15 /, 84-20200 

Silvicultural systems for the major forest 
types of the United States /, 84-20189 

Six-state High Plains Ogallala Aquifer Re- 
gional Resources Study : water transfer 
element., 84-20766 

Skill levels 1/2/3/4, soldier’s manual and 
trainer’s guide, MOS 74F : programmer/ 
analyst., 84-20672 

Small Business Development Center Im- 
provement Act of 1984 : report (to ac- 
company H.R. 5334) (including cost esti- 
mate of the Congressional Budget 
Office)., 84-21479 

Small Business Secondary Market Improve- 
ment Act of 1984 : report (to accompany 
H.R. 4773) (including cost estimate of the 
Congressional Budget Office)., 84-21541 

Smal] business subcontracting directory., 
84-20510 

Social security : how well is it serving the 
public? : hearing before the Special Com- 
mittee on Aging, United States Senate, 
Ninety-eighth Congress, first session, 
Washington, D.C., November 29, 1983., 
84-21602 

Social security agreement between the 
United States of America and the King- 
dom of Great Britain and Northern Ire- 
land : message from the President of the 
United States transmitting the agreement 
between the United States of America 
and the government of the United King- 
dom of Great Britain and Northern Ire- 
land, which consists of two separate in- 
struments, pursuant to SSA, sec. 233(e) 
(91 Stat. 1538)., 84-21451 

Social security disability reviews the 
human costs : hearing before the Special 
Committee on Aging, United States 
Senate, Ninety-eighth Congress, second 
session., 84-21599 

Sociological factors in the adoption of agri- 
cultural best management practices /, 
84-20954 

Soil survey of Atchison County, Kansas /, 
84-20224 


84- 
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Soil survey of Butler County and part of Ripley 


Soil survey of Butler County and part of 
Ripley County, Missouri /, 84-20225 

Soil survey of Fairfield-Nephi area, Utah : 
b parts of Juab, Sanpete, and Utah Coun- 
ties /, 84-20226 

Soil survey of Houston County, Minnesota 
/, %4-20227 

Soil survey of Lafayette, Little River, and 
Miller counties, Arkansas /, 84-20228 

Soil survey of Mecosta County, Michigan / 
, 84-20229 

Solar collector test procedures : develop- 
ment of a method to refer measured effi- 
ciencies to standardized test conditions /, 
84-20395 

Soldier performance in continuous oper- 
ations., 84-20677 

A Soldier’s guide to education., 84-20724 

Soldier’s manual : chapel activities special- 
ist, MOS 71M, skill levels 1/2., 84- 
20674 

Soldier’s manual : lance system repairer, 
skill levels 1,2,3, MOS 27L., 84-20643 

Soldier’s manual : MOS 31N tactical circuit 
controller, skill levels 1/2/3., 84-20656 

Soldier’s manual : motor transport operator, 
MOS 64 C, skill levels 1/2., 84-20687 

Soldier’s manual and trainer’s guide, MOS 
15J : operations/fire direction specialist, 
skill level 2/3/4., 84-20636 

Soldier’s manual and trainer’s guide, MOS 
T1C, skill levels 1/2/3 : secretary., 84- 
20666 

Soldier’s manual and trainer’s guide MOS 
TIE, skill levels 2/3/4/5, court reporter., 
84-20669 

Soldier’s manual and trainer’s guide motor 
transport operator MOS 64C, skill levels 
3/4., 84-20688 

Soldier’s manual skill level 3 and trainer’s 
guide : MOS 67H observation airplane 
repairer., 84-20697 

Soldier’s manual, skill level 3 and trainer’s 
guide : MOS 67N, utility helicopter re- 
pairer., 84-20698 

Soldier’s manual, skill level 3 and trainer’s 
guide : MOS 67V observation/scout heli- 
copter repairer., 84-20700 

Soldier’s manual skill level 3 and trainer’s 
guide : MOS 68D aircraft powertrain re- 
pairer., 84-20703 

Soldier’s manual skill level 3 and trainer’s 
guide, aircraft structural repairer MOS 
68G., 84-20704 

Soldier’s manual, skill level 3/4 and train- 
er’s guide : attack helicopter repairer 
MOS 67Y., 84-20701 

Soldier’s manual skill level 4 and trainer’s 
guide, MOS 68K aircraft component 
repair supervisor., 84-20705 

Soldier’s manual skill levels 3 and trainer’s 
guide, aircraft powerplant repairer MOS 
68B., 84-20702 

Soldier’s manual skill levels 3/4 and train- 
er’s guide, MOS 67G utility/cargo air- 
plane repairer., 84-20696 
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Soldier’s manual skill levels 3/4 and train- 
er’s guide, MOS 67T tactical transport 
helicopter repairer., 84-20699 

Solvent “cradle-to-grave” management 
guidelines for use at Army installations /, 
84-20828 

Some chemical effects of the Mount St. 
Helens eruption on selected streams in 
the state of Washington /, 84-21138 

Source book of educational materials for 
diagnostic medical ultrasound /, 84- 
21118 

Soviet active measures : May 30, 1984., 
84-21327 

Specialized ammunition and ordnance ma- 
chinery., 84-20562 

Specialized semiconductor, microelectronic 
circuit board manufacturing machinery., 
84-20573 

Specification for 
signs., 84-21379 

Spend less on your electric bill : get a free 
home energy survey /, 84-21591 

Staff handbook : Detroit Regional Office., 
84-21042 

Stainless steel table flatware : report to the 
President on investigation no. TA-201-49 
under section 201 of the Trade Act of 
1974., 84-21220 

State experiences with taxes on generators 
or disposers of hazardous waste : report 
to the chairman, Subcommittee on Com- 
merce, Transportation and Tourism, 
Committee on Energy and Commerce, 
House of Representatives /, 84-21040 

State personal income : estimates for 1929- 
82 and a statement of sources and meth- 
ods., 84-20495 

State to state : a report on efforts to reduce 
fraud, waste, and abuse in the Food 
Stamp Program., 84-20238 

Statements of account covering compulsory 
licenses for secondary transmissions by 
cable systems [symbol for section] 
201.17, 37 C.F.R., 84-21279 

States have made few changes in imple- 
menting the alcohol, drug abuse, and 
mental health services block grant 
report to the Congress /, 84-21017 

States use added flexibility offered by the 
preventive health and health services 
block grant : report to the Congress /, 
84-21013 

Statewide average climatic history., 84- 
20467, 84-20468, 84-20469, 84-20470, 
84-20471, 84-20472, 84-20473, 84- 
20474 

A statistical tropical cyclone motion fore- 
casting system for the Gulf of Mexico /, 
84-20453 

Statistical uses of administrative records : 
recent research and present prospects /, 
84-21352 

Statistics of HF skywave ground backscat- 
ter Doppler spectra /, 84-20440 

Statistics of income., 84-21353 


taxiway and runway 
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Statistics of income. Corporation income 
tax returns, source book, 84-21353 

Status and commercial potential of the 
Barnwell Nuclear Fuel Plant : report /, 
84-21033 

Status of federal aviation regulations., 
21375 

The status of M1 as a target for monetary 
policy : hearing before the Subcommittee 
on Domestic Monetary Policy of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-eighth Congress, second session, 
February 9, 1984., 84-21618 

Status of the Great Plains Coal Gasification 
Project : summary : report to the Con- 
gress /, 84-21037 

Statutory audit provisions applicable to fed- 
eral financial assistance programs : report 
/, %4-21011 

Statutory requirements for examining inter- 
national banking institutions need atten- 
tion : report to the Congress /, 84-21006 

Statutory requirements for examining inter- 
national banking institutions need atten- 
tion : summary : report to the Congress / 
, 84-21007 

A stochastic model for photon noise in- 
duced by charged particles in multiplier 
phototubes of the space telescope fine 
guidance sensors /, 84-21303 

The Strategic defense initiative : defensive 
technologies study., 84-20513 

Stratigraphy and structure of the western 
Kentucky fluorspar district /, 84-21146 

Stratigraphy of the Silurian outcrop belt on 
the east side of the Cincinnati Arch in 
Kentucky : with revisions in the nomen- 
clature /, 84-21147 

Streambank protection for landowners and 
local governments., 84-20768 

Streambank protection guidelines—for land- 
owners and local governments., 84- 
20769 

Stress measurements in ice /, 84-20799 

Structure and properties of heat-resistant 
metals and alloys Struktura i svoistva 
zharoprochnykh metallicheskikh materia- 
lov /, 84-21296 

Student pamphlet 
20764 

Studies in defense /, 84-20542 

Studies of nocturnal stable layers at BAO /, 
84-20494 

Study of United States Postal Service pro- 
motion policies and practices together 
with appendix : final report /, 84-21702 

A study on the tensile strength of ice as a 
function of grain size /, 84-20792 

Style manual /, 84-21043 

Subterranean termites : their prevention and 
control in buildings., 84-20190 

Suggested state regulations for control of 
radiation /, 84-21117 


84- 


: military justice. 84- 
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Summary final environmental impact 
statement for the San Juan National 
Forest land and resource management 
plan., 84-20210 

Summary of channel catfish and rainbow 
trout production at the Gallatin waste 
heat aquaculture facility, 1979-1980 /, 
84-21595 

Summary of chart corrections, 

Summary of corrections 
20535 

A Summary of selected fish and wildlife 
characteristics of the 50 states /, 84- 
21210 

Summary of tax and spending reduction 
provisions (within the jurisdiction of the 
committees) on Ways and Means and Fi- 
nance of H.R. 4170 as passed by the 
House and Senate /, 84-21720 

A summary of the 1982 EPA national per- 
formance audit program on source meas- 
urements /, 84-20950 

Superfund Expansion and Protection Act of 
1984 : report together with dissenting, ad- 
ditional, and supplementary views (to ac- 
company H.R. 5640 ... referred jointly to 
the Committee on Energy and Commerce 
and Public Works and Transportation for 
a period ending not later than July 24, 
1984; and to the Committee on Ways and 
Means) (including cost estimate of the 
Congressional Budget Office)., 84-21548 

Supplemental information to the June 1983 
issue of the spark arrester guide : arrest- 
ers qualified and rated after June 1, 1983., 
84-20199 

Supply and field service operations in sepa- 
rate brigades and the armored cavalry 
regiment., 84-20684 

Surface Transportation and Uniform Relo- 
cation Assistance Act of 1984 : report (to 
accompany H.R. 5504) (including cost es- 
timate of the Congressional Budget 
Office)., 84-21495 

Surface winds in some Alaskan passes /, 
84-20434 

Survey of biological effects of toxicants 
upon Puget Sound biota, 84-20431, 
84-20451 

Survey of the apparel market in South 
Africa., 84-20500 

Survival in a hurricane., 84-20422 

A Syllabus of courses offered through the 
IE training program, 1984 - 1985., 84- 
21585 

Synthesis study of nondestructive testing 
devices for use in overlay thickness 
design of flexible pavements., 84-21370 

Systan’s macro-analytic regionwide trans- 
portation model : program maintenance 
model : final report /, 84-21358 

System engineering management guide., 
84-20520 

Systems Approach 
(SAAV)., 84-20574 


84-20535 
charts., 84- 


Assistance Visits 


Trade deficit and the economy : hearing before 


T 


Table computation program : 
/, 84-20895 

Tables of frequency allocations and other 
extracts from Manual of regulations and 
procedures for federal radio frequency 
management., 84-20496 

Take command : become an officer in the 
Army National Guard., 84-20581 

Taking stock of U.S.-Japan relations : June 
12, 1984., 84-21326 

Tandem Truck Safety Act of 1984 : report 
(to accompany S. 2217)., 84-21438 

Targeting Farmers Home Administration 
section 502 housing loans : hearing before 
the Subcommittee on Housing and Com- 
munity Development of the Committee 
on Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-eighth 
Congress, second session, March 28, 
1984., 84-21622 

Tasks of field and lab in firearms identifica- 
tion., 84-21228 

Tax Court can reduce growing case back- 
log and expenses through administrative 
improvements report to the Chief 
Judge, United States Tax Court /, 84- 
21004 

Tax treatment of life insurance products 
and policyholders : hearing before the 
Committee on Finance, United States 
Senate, Ninety-eighth Congress, second 
session, on S.1992, January 31, 1984., 
84-21659 

The Taylor Grazing Act, 1934-1984 : 50 
years of progress., 84-21214 

Technical development plan, fiscal year 
1982 : MESA Puget Sound Project /, 
84-20423 

Technical information from the Food 
Safety and Inspection Service., 84-20243 

Technical specifications, Callaway Plant, 
Unit no. 1 : docket no. STN 50-483 : 
appendix “A” to license no. NPF-25., 
84-21560 

Technical specifications, Catawba Nuclear 
Station, Unit 1 : docket no. 50-413 : ap- 
pendix “A” to license no. NPF-24., 84- 
21564 

Techniques for reaeration of hydropower 
releases /, 84-20773 

Technology and handicapped people : sum- 
mary., 84-21589 

Technology evaluation for priority pollut- 
ant removal from dyestuff manufacture 
wastewaters /, 84-20940 

TECOM : career opportunities for engi- 
neers and scientists., 84-20583 

Telecc ications engineering alternative 
energy sources., 84-20661 

Telephone directory., 84-21403 

Terrorism, the problem and the challenges : 
June 13, 1984., 84-21325 

Test methods and standards development 


users manual 








for active solar heating and cooling sys- 
tems /, 84-20407 
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Testifying in court /, 84-21238 

Testimony of John C. Keeney before the 
Subcommittee on Commerce, Consumer 
and Monetary Affairs, Committee on 
Government Operations, House of Repre- 
sentatives regarding criminal violations of 
federal banking laws on May 3, 1984., 
84-21222 

Theory of soil consolidation Teoriya konso- 
lidatsii gruntov /, 84-21130 

Thermal conductivity of glass fiber/epoxy 
composite support bands for cryogenic 
dewars, phase II /, 84-20416 

A Thermodynamic surface for the critical 
region of ethylene /, 84-20389 

Things to remember when you visit your 
Coast Guard recruiter!, 84-21382 

Think before you drink : be a responsible 
boat operator : press kit : National Safe 
Boating Week., 84-21384 

Thorium, 84-21201 

Threat analysis : the psycholinguistic ap- 
proach /, 84-21239 

Three masters : the stringed instrument col- 
lection in the Library of Congress /, 84- 
21264 

Tide and current glossary /, 84-20487 

Titles X and XX and preventive health 
services block grants : report together 
with dissenting views (to accompany 
H.R. 5600)., 84-21514 

TMDE calibration and repair team (support 
battalion) and calibration and repair sup- 
port company TMDE., 84-20713 

To extend the effective date of amendments 
to the U.S. Grain Standards Act : hearing 
before the Subcommittee on Wheat, Soy- 
beans, and Feed Grains of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-eighth Congress, second ses- 
sion, on H.R. 5221, April 12, 1984., 84- 
21611 

To prohibit the Secretary of the Army 
from issuing certain permits in connection 
with a proposed water pipeline project 
until an environmental impact statement 
for that project has been completed : 
hearing before the Subcommittee on 
Water Resources of the Committee on 
Public Works and Transportation, House 
of Representatives, Ninety-eighth Con- 
gress, first session, on H.R. 4317 ... Feb- 
ruary 8, 1984., 84-21707 

To the home-buying veteran : a guide for 
veterans planning to buy or build homes 
with a VA loan., 84-21400 

Topographic effects of the Alaskan stream 
on shelf currents /, 84-20435 

Trade deficit and the economy : hearing 
before the Subcommittee on Commerce, 
Transportation, and Tourism of the Com- 
mittee on Energy and Commerce, House 
of Representatives, Ninety-eighth Con- 
gress, second session, March 6, 1984., 
84-21658 
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Trade offsets in foreign military sales : report 


Trade offsets in foreign military sales : 
report to the chairman, Subcommittee on 
Economic Stabilization, Committee on 
Banking, Finance and Urban Affairs, 
House of Representatives /, 84-21028 

Trainer’s guide : aircraft armament techni- 
cal inspector, MOS 66J., 84-20691 

Trainer’s guide : attack helicopter, technical 
inspector, MOS 66Y., 84-20695 

Trainer’s guide : lance system repairer, 
MOS 27L., 84-20644 

Trainer’s guide : medium helicopter, techni- 
cal inspector, MOS 66U., 84-20693 

Trainer’s guide : MOS 31N tactical circuit 
controller., 84-20657 

Trainer’s guide : MOS 35R, avionic special 
equipment repairer., 84-20658 

Trainer’s guide : observation airplane, tech- 
nical inspector, MOS 66 H., 84-20690 

Trainer’s guide : observation/scout helicop- 
ter, technical inspector, MOS 66V., 84- 
20694 

Trainer’s guide : tactical transport helicop- 
ter, technical inspector, MOS 66T., 84- 
20692 

Trainer’s guide 
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21342 


Agricultural colleges — United States. 
Profiles of U.S.A. forestry schools and 
consortia /, 84-20193 
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Agricultural education — United States. 
Five-year plan for the food and agricul- 
tural sciences : a report to the Secre- 
tary of Agriculture., 84-20185 


Profiles of U.S.A. forestry schools and 
consortia /, 84-20193 


Agricultural estimating and reporting — 

United States. 

Review the activities of the U.S. Depart- 
ment of Agriculture’s Crop Reporting 
Board : hearing before the Subcommit- 
tee on Department Operations, Re- 
search, and Foreign Agriculture of the 
Committee on Agriculture, House of 
Representatives, Ninety-eighth Con- 
gress, second session, February 23, 
1984., 84-21610 


Agricultural innovations — United States. 
Agricultural Research Service Technolo- 
gy Transfer Plan., 84-20232 


Water-related technologies for sustainable 
agriculture in U.S. arid/semiarid lands., 
84-21590 


Agricultural pollution — United States. 
Sociological factors in the adoption of 
agricultural best management practices 
/, 84-20954 


Agricultural price supports — United States. 
Agricultural Programs Adjustment Act 
of 1984., 84-21071 


Agricultural prices — United States — 
Statistics. 
Prices received by farmers : eggs, chick- 
ens, and turkeys, by state and United 
States, 1959-78., 84-20186 


Agricultural research — United States. 
Five-year plan for the food and agricul- 
tural sciences : a report to the Secre- 
tary of Agriculture., 84-20185 


Agriculture — Arkansas — Statistics. 
1982 census of agriculture., 84-20295 


Agriculture — California — Statistics. 
1982 census of agriculture., 84-20296 


Agriculture — Colorado — Statistics. 
1982 census of agriculture., 84-20297 


Agriculture — Developing countries. 
Peace Corps, agriculture., 84-21307 


Agriculture — Minnesota — Statistics. 
1982 census of agriculture., 84-20298 


Agriculture — North Dakota — Statistics. 
1982 census of agriculture., 84-20299 


Agriculture — Research — Law and 
legislation — United States. 

Animal and Plant Health Inspection 
Service [APHIS] oversight : hearings 
before the Subcommittee on Depart- 
ment Operations, Research, and For- 
eign Agriculture of the Committee on 





Agriculture, House of Representatives, 
Ninety-eighth Congress, first session, 
July 7, 1983, El Centro, Calif.; July 28, 
1983, Washington, D.C., 84-21609 


Agriculture — United States — Costs — 
Statistics — Periodicals. 
Costs of production, 84-20237 


Economic indicators of the farm sector., 
84-20237 


Agriculture — Wyoming — Statistics. 
1982 census of agriculture., 84-20300 


Agriculture and state — United States. 
Agricultural Programs Adjustment Act 
of 1984., 84-21071 


Aids to navigation — Periodicals. 
Summary of corrections : charts., 
20535 
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Aids to navigation — United States. 
Specification for taxiway and runway 
signs., 84-21379 


Aids to navigation — United States — 
Handbooks, manuals, etc. 
Aids to navigation manual and chart up- 
dating manual., 84-21385 


Air — Analysis. 

Validation of chemical and biological 
techniques for evaluation of vapors in 
ambient air/mutagenicity testing of 
twelve (12) vapor-phase compounds /, 
84-20926 


Air — Pollution — Crystal Lake (Vilas 
County, Wis.) 
Atmospheric fluxes and geochemistries of 
stable Pb, Pb-210, and Po-210 in Crys- 
tal Lake, Wisconsin /, 84-20945 


Air — Pollution — United States. 

A literature review on occurrence and 
methodology for determination of 
nickel, chromium, manganese, and ar- 
senic species in air /, 84-20953 

A new charged fog generator for inhala- 
ble particle control /, 84-20957 


A summary of the 1982 EPA national 


performance audit program on source 
measurements /, 84-20950 


Air — Pollution — United States — 

Measurement. 

Development and evaluation of dilution 
probes used for sampling to determine 
source signatures /, 84-20948 

Evaluation of an air curtain hooding 


system for a primary copper converter 
/, %84-20936 


Air flow. 
Fire induced flows through room open- 
ings : flow coefficients /, 84-20399 
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Air flow — Measurement, 
Air flow calibration of building pressur- 
ization devices /, 84-20410 


Air lines — United States — Cost of 
operation — Statistics. 

International operations of the trunks, 
calendar 1965-1979 : turbojet/turbofan 
aircraft operating cost and performance 
trends., 84-20508 


Air lines — United States — Rates. 

Legislation needed to clarify future of 
consumer protection and federal pre- 
emption after the Civil Aeronautics 
Board sunsets : report to the Chairman, 
Subcommittee on Investigations and 
Oversight, House Committee on Public 
Works and Transportation /, 84- 
21041 


Air traffic control — United States — 

Equipment and supplies. 

Oversight on the Federal Aviation Ad- 
ministration fiscal year 1985 research, 
engineering, and development budget 
request : hearings before the Subcom- 
mittee on Transportation, Aviation, 
and Materials of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-eighth Con- 
gress, second session, March 26, 28, 29, 
1984., 84-21713 


Air traffic control — United States — 

Technological innovations. 

Oversight on the Federal Aviation Ad- 
ministration fiscal year 1985 research, 
engineering, and development budget 
request : hearings before the Subcom- 
mittee on Transportation, Aviation, 
and Materials of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-eighth Con- 
gress, second session, March 26, 28, 29, 
1984., 84-21713 


Air warfare. 

Readiness of the Navy’s tactical air 
forces : hearing before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-eighth Congress, first session, 
November 2, 1983., 84-21675 


Aircraft industry — United States — 
Statistics. 


1982 census of manufactures., 84-20290 


Airdrop — Handbooks, manuals, etc. 
Airdrop of supplies and equipment : rig- 
ging industrial wheeled tractors., 84- 
20655 


Airplanes — Cost of operation. 

International operations of the trunks, 
calendar 1965-1979 : turbojet/turbofan 
aircraft operating cost and performance 
trends., 84-20508 
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Airplanes — Electronic equipment — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Trainer’s guide : MOS 35R, avionic spe- 
cial equipment repairer., 84-20658 


Airplanes — Ice prevention. 
Mechanical ice release processes /, 84- 
20801 


Airplanes — Inspection — Handbooks, 
manuals, etc. 
United States standard flight inspection 
manual., 84-20623 


Airplanes — Maintenance and repair — 
Handbooks, manuals, etc. 
Soldier’s manual skill level 3 and trainer’s 
guide : MOS 67H observation airplane 
repairer., 84-20697 


Soldier’s manual skill level 3 and trainer’s 
guide : MOS 68D aircraft powertrain 
repairer., 84-20703 


— Motors — Certification — 
United States. 
Aircraft, aircraft engines and propeller 
type certificate data sheets and specifi- 
cations., 84-21377 


Airplanes — Parts — Standards — United 
States — Indexes. 
Index of aviation 

orders., 84-21376 


Airplanes — Performance. 

International operations of the trunks, 
calendar 1965-1979 : turbojet/turbofan 
aircraft operating cost and performance 
trends., 84-20508 


Airplanes, Military — Armament — Repair 
and maintenance. 
Trainer’s guide : aircraft armament tech- 
nical inspector, MOS 66J., 84-20691 


Airplanes, Military — Electronic equipment 

— Standards — United States. 

Defense Department’s efforts to standard- 
ize military avionics equipment : hear- 
ing before a subcommittee of the Com- 
mittee on Government Operations, 
House of Representatives, Ninety- 
eighth Congress, second session, Febru- 
ary 9, 1984., 84-21673 


Airplanes, Military — Inspection — 
Handbooks, manuals, etc. 
Trainer’s guide : observation airplane, 
technical inspector, MOS 66 H., 84- 
20690 


Trainer’s guide : utility/cargo airplane, 
technical inspector, MOS 66G., 84- 
20689 


technical standard 


Airplanes, Military — Maintenance and 
repair — Handbooks, manuals, etc. 

Army training and evaluation program 
for transportation aircraft maintenance 
intermediate support company 
(AVIM)., 84-20714 
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Aviation maintenance ratings 1 & C /, 
84-20864 


Soldier’s manual skill level 4 and trainer's 
guide, MOS 68K aircraft component 
repair supervisor., 84-20705 


Soldier’s manual skill levels 3/4 and 
trainer’s guide, MOS 67G utility/cargo 
airplane repairer., 84-20696 


Trainer’s guide : observation airplane, 
technical inspector, MOS 66 H., 84- 
20690 


Trainer’s guide : utility/cargo airplane, 
technical inspector, MOS 66G., 84- 
20689 


Airplanes, Military — United States — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Soldier’s manual skill level 3 and trainer’s 
guide, aircraft structural repairer MOS 
68G., 84-20704 


Soldier’s manual skill levels 3 and train- 
er’s guide, aircraft powerplant repairer 
MOS 68B., 84-20702 


Airplanes, Military — United States — 
Testing. 
Assessing aircraft battle damage : infor- 
mation and support requirements /, 
84-20894 


Airport noise — Washington Metropolitan 

Area. 

National Airport scatter plan test : hear- 
ing before the Subcommittee on Avia- 
tion of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-eighth Congress, 
second session, on National Airport 
scatter plan test, April 12, 1984. &84- 
21637 


Airports — United States — Accidents. 
Aircraft fire and rescue communications., 
84-21378 


Airports — United States — Communication 
systems. 
Aircraft fire and rescue communications., 
84-21378 


Airports — United States — Fires and fire 
prevention. 
Aircraft fire and rescue communications., 
84-21378 


Airways — United States. 
Specification for taxiway and runway 
signs., 84-21379 


Alabama — Industries — Periodicals. 
County business patterns, Alabama., 
20318 


84- 


ALcohol — Physiological effect. 
Cancer prevention research summary : al- 
cohol., 84-21098 
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Alcoholism counseling — United States — 

Finance. 

States have made few changes in imple- 
menting the alcohol, drug abuse, and 
mental health services block grant : 
report to the Congress /, 84-21017 


Alkalic igneous rocks. 
Alkaline rock complexes in the Wet 
Mountains area, Custer and Fremont 
counties, Colorado /, 84-21152 


Allegheny National Forest (Pa.) 

Designating certain areas in the Alleghe- 
ny National Forest as wilderness and 
recreation areas : report (to accompany 
H.R. 5076)., 84-21466 


Allen, Nathaniel T., 1823-1872. 
A case study in the professionalization of 
nineteenth century teaching : Nathaniel 
T. Allen, 1823-1872, 84-20915 


Aluminum coatings. 
Protective coatings for aluminum torpe- 
does /, 84-20818 


American Gold Star Mothers, Inc. 

American Gold Star Mothers, Inc. : hear- 
ing before the Subcommittee on Ad- 
ministrative Law and Governmental 
Relations of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, on H.R. 3811, March 21, 1984., 
84-21690 


American Samoa — Census, 1980. 
1980 census of housing., 84-20334 


American teachers in foreign countries — 
Recruiting. 
Peace Corps, education., 


Ammunition. 

Logistics complete round charts : gre- 
nades, mines, pyrotechnics, rockets, 
rocket motors, demolition material., 


84-20731 


84-21308 


Ammunition — Handbooks, manuals, etc. 
Ammunition service in the theater of op- 
erations., 84-20642 


Amtrak — Finance. 
Railroad Authorization Act : report (to 
accompany S. 2537)., 84-21413 


Andrews Air Force Base (Washington, D.C.) 
— Directories. 
Military Airlift Command, Andrews and 
Bolling Air Force bases : telephone di- 
rectory., 84-20882 


Animal food. 

Guidelines for integrated reproduction 
management (IRM) : a problem-solving 
concept for increasing food animal re- 
productive efficiency., 84-20219 
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Animal industry — United States — Costs 
— Periodicals. 
Costs of production, 84-20237 


Economic indicators of the farm sector., 
84-20237 


Animal populations — United States. 
A Summary of selected fish and wildlife 
characteristics of the 50 states /, 84- 
21210 


Animal products — United States — 
Handbooks, manuals, etc. 


Animal product regulations., 84-20240 


Animals — Reproduction — Research — 

United States. 

Guidelines for integrated reproduction 
management (IRM) : a problem-solving 
concept for increasing food animal re- 
productive efficiency., 84-20219 


Annuities — Taxation — United States. 

Tax treatment of life insurance products 
and policyholders : hearing before the 
Committee on Finance, United States 
Senate, Ninety-eighth Congress, second 
session, on S.1992, January 31, 1984., 
84-21659 


Antennas (Electronics) — Handbooks, 
manuals, etc. 
Handbook for broadband isotropic anten- 
na system /, 84-20397 


Antidumping duties — United States. 
Administration of suspension agreements 
by the Department of Commerce : 
report to the chairman, Subcommittee 
on Trade, Committee on Ways and 
Means, House of Representatives /, 
84-21030 


Antioxidants — Bibliography. 

Butylated hydroxyanisole (bha) or buty- 
lated hydroxytoluene (bht) : January 
1977 through May 1984, 145 citations / 
, 84-21110 


Antitrust law — United States. 

Federal antitrust enforcement and _ its 
impact c.. small business : hearing 
before the Committee on Small Busi- 
ness, United States Senate, Ninety- 
eighth Congress, second session, on 
federal antitrust enforcement and its 
impact on smal] business, February 7, 
1984., 84-21717 


Aplite — Statistics — Periodicals. 
Feldspar, nepheline, syenite, and aplite, 

84-21195 
Preprint from the ... 
Minerals yearbook., 


Bureau of Mines 
84-21195 


Appellate procedure — United States. 
Selection of court of appeals in multiple 
appeals of agency orders : report (to 
accompany H.R. 5365) (including cost 
estimate of the Congressional Budget 
Office)., 84-21521 





Apprentices — United States. 

Oversight hearings on the National Ap- 
prenticeship Training Act : hearings 
before the Subcommittee on Employ- 
ment Opportunities of the Committee 
on Education and Labor, House of 
Representatives, Ninety-eighth Con- 
gress, first session, hearings held in 
Washington, D.C., on November 15, 
17, 1983., 84-21643 


Aquaculture — Bibliography. 
Literature for United States aquaculture : 
1970-1982 /, 84-20187 


Aquaculture — Tennessee. 

Summary of channel catfish and rainbow 
trout production at the Gallatin waste 
heat aquaculture facility, 1979-1980 /, 
84-21595 


Aquatic plants — California. 
The use of insects to manage alligator- 
weed /, 84-20783 


Aquatic plants — Southeastern States. 
The use of insects to manage alligator- 
weed /, 84-20783 


Aquifers — Nebraska — Box Butte County. 

Hydrologic analysis of the High Plains 

aquifer system in Box Butte County, 
Nebraska /, 84-21175 


Arapaho National Forest (Colo.) 

Final environmental impact statement : 
Arapaho and Roosevelt National For- 
ests and Pawnee National Grassland., 
84-20209 


Architectural practice — United States — 
Statistics. 
1982 census of service industries., 
20370 
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Architecture and climate — United States. 
Elevated residential structures /, 84- 
20965 


Architecture and energy conservation — 
United States. 
Architecture 

84-20874 


Arctic National Wildlife Range (Alaska) 
Landsat-assisted environmental mapping 
in the Arctic National Wildlife Refuge, 
Alaska /, 84-20785 


Arctic regions — Maps. 
Arctic region., 84-21313 


: earth-sheltered buildings., 


Arecibo Metropolitan Area (P.R.) — Census, 
1980, 


1980 census of housing., 


84-20337 


Arid regions — United States. 
Water-related technologies for sustainable 
agriculture in U.S. arid/semiarid lands., 
84-21590 
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Artillery, Field and mountain U.S. 
Armaments — Handbooks, manuals, etc. 


Ammunition service in the theater of op- 
erations., 84-20642 


Armored vehicles, Military — Maintenance 
and repair — Handbooks, manuals, etc. 
Direct support and general support main- 

tenance repair parts and special tools 
list (including depot maintenance repair 
parts and special tools) for launcher 
and M60A1 tank chassis, transporting : 
for bridge, armored-vehicle-launched, 
scissoring type, class 60 5420-00-889- 
2020., 84-20605 


Division maintenance operations., 
20683 


84- 


Arms control. 

Efforts to improve management practices 
and increase resources at the Arms 
Control and Disarmament Agency : 
report to the Subcommittee on Interna- 
tional Security and Scientific Affairs, 
Committee on Foreign Affairs, House 
of Representatives /, 84-21020 


Arms control — Addresses, essays, lectures. 
Arresting the nuclear genie : May 2, 
1984., 84-21323 


Realism and responsibility : the U.S. ap- 
proach to arms control : May 14, 1984., 
84-21319 


Army Recruiting Support Center (U.S.) 
U.S. Army Recruiting Support Center : a 
center of excellence., 84-20588 


Arrest (Police methods) 
Entering premises to arrest : an analysis 
of the warrant requirement /, 84- 
21224 


Use of deadly force to arrest a fleeing 
felon : a constitutional challenge /, 
84-21226 


Arsenic — Environmental aspects — United 

States. 

A literature review on occurrence and 
methodology for determination of 
nickel, chromium, manganese, and ar- 
senic species in air /, 84-20953 


Artillery — United States. 
Division artillery, field artillery brigade, 
and field artillery section (corps)., 84- 
20638 


Artillery, Field and mountain — Handbooks, 
manuals, etc. 
Field artillery cannon battalion, 
20637 


84- 


Artillery, Field and mountain — United 
States. 
Division artillery, field artillery brigade, 
and field artillery section (corps)., 84- 
20638 
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Artillery, Field and mountain U.S. Handbooks, 


Avtillery, Field and mountain — United 
States — Handbooks, manuals, etc. 
Field artillery sound ranging., 84-20639 


Arts — United States. 

Arts and education : report (to accompa- 
ny H.J. Res. 452) (including cost esti- 
mate of the Congressional 
Office)., 84-21534 


Asbestos industry — Statistics — 
Periodicals. 
Asbestos, 84-21194 


Preprint from the ... 
Minerals yearbook., 


Bureau of Mines 
84-21194 


Asbestos industry — United States — 
Statistics. 
1982 census of manufactures., 


ASEAN -- Addresses, essays, lectures 


The near west, America and the Pacific : | 


May 9, 1984., 84-21320 


Ash (Tree) — Climatic factors. 
Evidence of floods on the Potomac River 
from anatomical abnormalities in the 
wood of flood-plain trees /, 84-21160 


Ash (Tree) — Growth. 
Evidence of floods on the Potomac River 
from anatomical abnormalities in the 
wood of flood-plain trees /, 84-21160 


Assiniboin Indians — Claims. 

S. 1871—S. 1967 : hearing before the 
Select Committee on Indian Affairs, 
United States Senate, Ninety-eighth 
Congress, second session, on S. 1871 ... 
S. 1967 ... March 7, 1984, Washington, 
D.C., 84-21682 


Astronautics and state — United States. 
Civilian space policy and applications : 
summary., 84-21587 
Commercial Space Launch Act : report 
(to accompany H.R. 3942) (including 
cost estimate of the Congressional 
Budget Office)., 84-21520 


Atmosphere. 
FGGE level III-B daily global analyses / 
, 84-20458 


Atmosphere — Observations — Catalogs. 
First GARP Global Experiment (FGGE) 
: (the global weather experiment) : data 
catalogue /, 84-20464 


Atmospheric circulation. 
FGGE level III-B daily global analyses / 
, 84-20458 


Atmospheric temperature — Arizona — 
Tables — Periodicals. 
Statewide average climatic history., 
20467 


84- 
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Atmospheric temperature — Arkansas — 
Tables — Periodicals. 
Statewide average climatic history., 
20468 


Atmospheric temperature — Connecticut — 
Tables — Periodicals. 
Statewide average climatic history., 
20469 


84- 


Atmospheric temperature — Montana — 
Tables — Periodicals. 
Statewide average climatic history., 
20470 


84- 


Atmospheric temperature — Nebraska — 
Tables — Periodicals. 
Statewide average climatic history., 
20471 


84- 


Atmospheric temperature — Nevada — 
Tables — Periodicals. 
Statewide average climatic history., 
20472 


84- 


Atmospheric temperature — New Hampshire 
— Tables — Periodicals. 
Statewide average climatic history., 
20473 


84- 


Atmospheric temperature — North Carolina 
— Tables — Periodicals. 
Statewide average climatic history., 
20474 


84- 


Atmospheric temperature — United States. 
Atlas of mean winter temperature depar- 
tures from the long-term mean over the 
contiguous United States 1895-1983., 
84-20466 


| Atmospheric turbulence. 


Comparison of airborne turbulence-indi- 
cating doppler radar systems with 
ground-based doppler radar systems /, 
84-21381 


Studies of nocturnal stable layers at BAO 
/, 84-20494 


Atmospheric waves. 
Atmospheric channel performance meas- 


urements at 10 to 100 GHz /, 84- 
20498 


Atomic power — Government policy — 

Great Britain. 

Cooperation on the uses of atomic energy 
between the United States and the 
United Kingdom of Great Britain and 
Northern Ireland for mutual defense 
purposes : message from the President 
of the United Staies, transmitting the 
text of an amendment to the agreement 
between the government cf the United 
States of America and the government 
of the Kingdgom of Great Britain and 
Northern Ireland for cooperation on 
the uses of atomic energy ...., 84- 
21452 
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Subject Index 
| Atomic power — Government policy — 
| United States. 
| Cooperation on the uses of atomic energy 
between the United States and the 
United Kingdom of Great Britain and 
Northern Ireland for mutual defense 
purposes : message from the President 
of the United States, transmitting the 
text of an amendment to the agreement 
between the government of the United 
States of America and the government 
of the Kingdgom of Great Britain and 
Northern Ireland for cooperation on 
the uses of atomic energy ...., 84- 
21452 


Atomic power-plants — Environmental 
aspects — Illinois — Metropolis. 
Environmental impact appraisal for re- 

newal of source material license no. 
SUB-526, docket no. 40-3392 : Allied 
Chemical Company, UF6 Conversion 
Plant., 84-21563 


Atomic power-plants — Environmental 
aspects — South Carolina, 

Safety evaluation report related to the 
operation of Catawba Nuclear Station, 
Units 1 and 2 : docket nos. 50-413 and 
50-414 : Duke Power Company, et al., 
84-21555, 84-21556 


Atomic power-plants — Illinois — Ogle 
County — Licenses. 
Safety evaluation report related to the 
operation of Byron Station, Units 1 and 
2, docket nos. STN 50-454 and STN 
50-455 : Commonwealth Edison Com- 
pany., 84-21554 


Atomic power-plants — Michigan — Safety 
measures. 

Integrated plant safety assessment : sys- 
tematic evaluation program, Big Rock 
Point Plant : Consumers Power Com- 
pany, docket no. 50-155, final report., 
84-21553 


Atomic power-plants — New York (State) — 

Safety measures. 

Safety evaluation report related to the 
operation of Shoreham Nuclear Power 
Station, Unit No. 1 : docket no. 50-322, 
Long Island Lighting Company., 84- 
21552 


Safety evaluation report related to the re- 
newal of te operating license for the 
Union Carbide Subsidiary B, Inc. re- 
search reactor : docket no. 50-54., 84- 
21561 


Atomic power-plants — United States — 
Accidents. 
Dose calculations for severe LWR acci- 
dent scenarios /, 84-21562 
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Atomic power-plants — United States — 

Design and construction. 

Improving quality and the assurance of 
quality in the design and construction 
of nuclear power plants : a report to 
Congress /, 84-21559 


Atomic power-plants — United States — 
Safety measures. 
Methods for implementing revisions to 
emergency operating procedures /, 
84-21575 


Safety-related operator actions : method- 
ology for developing criteria /, 84- 
21573 


Atomic power-plants — Washington (State) 

— Licenses. 

Federal/state cooperation in the licensing 
of a nuclear power project : a joint 
licensing process between the U.S. Nu- 
clear Regulatory Commission and the 
Washington State Energy Facility Site 
Evaluation Council., 84-21558 


Atomic submarines — United States. 

The 1978 Navy shipbuilding claim settle- 
ment at Electric Boat— status as of 
July 2, 1983 : report to the Congress /, 
84-21025 


Atomic warfare — Government policy — 

Soviet Union. 

Nuclear risk reduction : hearing before 
the Committee on Foreign Relations, 
United States Senate, Ninety-eighth 
Congress, second session, on S. Res. 
329 ... April 4, 1984., 84-21670 


Atomic warfare — Government policy — 

United States. 

Nuclear risk reduction : hearing before 
the Committee on Foreign Relations, 
United States Senate, Ninety-eighth 
Congress, second session, on S. Res. 
329 ... April 4, 1984., 84-21670 


Atomic weapons — Transportation — 

Handbooks, manuals, etc. 

Air transport procedures, transport of 
Pershing II warhead section in ship- 
ping and storage container, M620, by 
US Army helicopters., 84-20706 


Atsina Indians — Claims. 

S. 1871—S. 1967 : hearing before the 
Select Committee on Indian Affairs, 
United States Senate, Ninety-eighth 
Congress, second session, on S. 1871 ... 
S. 1967 ... March 7, 1984, Washington, 
D.C., 84-21682 


Audio-visual equipment — Maintenance and 
repair — Handbooks, manuals, etc. 
Trainer’s guide : 41E, audio-visual equip- 

ment repairer., 84-20659 


Audio-visual materials — United States. 
U.S. Naval Audiovisual Center : your re- 
source for audiovisual support., 84- 
20856 





Auditing, Internal — United States. 

An assessment of random audit : a new 
Department of Labor program to im- 
prove the accuracy of unemployment 
insurance benefit payments : report to 
the Secretary of Labor /, 84-21012 


The Department of Health and Human 
Services’ first-year implementation of 
the Federal Managers’ Financial Integ- 
rity Act : report to the Secretary of 
Health and Human Services /, 84- 
21015 


National Aeronautics and Space Adminis- 
tration’s first-year implementation of 
the Federal Managers’ Financial Integ- 
rity Act : report to the Administrator, 
National Aeronautics and Space Ad- 
ministration /, 84-21027 


Transportation’s first-year implementation 
of the Federal Managers’ Financial In- 
tegrity Act : report to the Secretary of 
Transportation /, 84-21039 


Automatic data collection systems. 
Automated source data collection system 
desk guide : uniform chart of accounts., 
84-20516 


Automation — United States. 
Computerized manufacturing automation 
employment, education, and the 
workplace., 84-21588 


Automobile driver education — Handbooks, 
manuals, etc. 
Safety belt usage : lesson plans and in- 
structor’s guide /, 84-21390 


Automobile drivers — United States — Drug 


use. 
Drugs & driving : why take the risk?, 
84-21122 


Automobile driving in rain. 
Predictor model for seasonal variations in 
skid resistance., 84-21368 


Automobile industry and trade — United 
States — Statistics. 


1982 census of manufactures., 84-20289 


Automobile supplies industry — United 
States — Statistics. 


1982 census of manufactures., 84-20288 


Automobile theft — United States. 
Motor Vehicle Theft Law Enforcement 
Act of 1984 : report (to accompany S. 
1400)., 84-21422 


Automobiles — Odometers — Standards — 
United States. 
Consumer protection from fraudulent 
automobile odometer modifications : 


report (to accompany S. 1407)., 84- 
21437 


Automobiles — Seat belts. 
Safety belt usage : lesson plans and in- 
structor’s guide /, 84-21390 
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Automobiles — Service stations — United 
States — Statistics. 


1982 census of retail trade., 84-20345 


Automobiles — Standards — United States. 

Automobile odometer modification 
hearing before the Subcommittee on 
Surface Transportation of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-eighth Congress, second ses- 
sion, on S. 1407 ... April 12, 1984., 84- 
21631 


Automobiles — United States — Cost of 
operation — Statistics — Periodicals. 
Cost of owning and operating automo- 

biles and vans /, 84-21372 


Automobiles — United States — Electric 
Equipment — Statistics. 


1982 census of manufactures., 84-20288 


Automobiles — United States — 

Maintenance and repair — Catalogs. 

Hand receipt catalog covering content of 
sets, kits, and outfits components list 
for shop equipment, automotive main- 
tenance and repair, field maintenance, 
supplemental set no. 2, less power 
(NSN 4910-00-754-0707), (LIN T25756) 
and shop equipment, automotive main- 
tenance and repair, field maintenance, 
supplemental set no. 2, map only, map 
only (NSN _ 4910-00-919-0093)., 84- 
20629 


Automobiles — United States — 
Maintenance and repair — Statistics. 
1982 census of service industries., 

20369 


Automobiles — United States — Parts. 
Motor Vehicle Theft Law Enforcement 
Act of 1984 : report (to accompany S. 
1400)., 84-21422 


Automobiles — United States — 

Registration. 

Automobile odometer modification 
hearing before the Subcommittee on 
Surface Transportation of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-eighth Congress, second ses- 
sion, on S. 1407 ... April 12, 1984., 84- 
21631 


Automobiles — United States — Safety 
appliances — Handbooks, manuals, etc. 
The Profit in safety belts : a handbook 

for employers., 84-21391 


Automobiles — United States — Seat belts. 
Progress and assessment report on the na- 
tional safety belt usage program., 84- 
21389 
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Automobiles — United States — Seat belts 
— Handbooks, manuals, etc. 
The Profit in safety belts : 

for employers., 84-21391 


a handbook 


Automobiles — United States — Traction. 
Driving traction on ice with all-season 
and mud-and-snow radial tires /, 84- 
20802 


Automobiles, Military — Maintenance and 
repair — Handbooks, manuals, etc. 
Equipment improvement report and 

maintenance digest (US Army Tank- 
Automotive Command) tank and 
automotive equipment (Apr. thru June 
- 2nd gtr CY 83)., 84-20749 


Aviation mechanics (Persons) — United 
States. 
Aviation machinist’s mate 3 /, 84-20863 


B 


Backscattering. 
Frequency correlation of HF skywave 
ground backscatter Doppler spectra /, 
84-20439 


Backscattering — Statistics. 
Statistics of HF skywave ground backs- 
catter Doppler spectra /, 84-20440 


Balance 


Scales, balances and optical instruments., 
84-20555 


Balance of payments — United States. 

Trade deficit and the economy : hearing 
before the Subcommittee on Com- 
merce, Transportation, and Tourism of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, March 6, 1984., 84-21658 


Balance of trade — United States. 

Trade deficit and the economy : hearing 
before the Subcommittee on Com- 
merce, Transportation, and Tourism of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, March 6, 1984., 84-21658 


Ball-bearings — Statistics. 


1982 census of manufactures., 84-20280 


Ball mills — Grinding media — Corrosion. 
Corrosion rates of grinding media in mill 
water /, 84-21187 


Ballistic missiles. 
Defense against ballistic missiles : an as- 
sessment of technologies and policy im- 
plications., 84-20512 


Bank employees — United States — 
Recruiting. 


Nationwide job opportunities., 84-20990 
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Bank failures — Texas. 

Adequacy of Federal Home Loan Bank 
Board supervision of Empire Savings 
and Loan Association : hearing before 
a subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-eighth Con- 
gress, second session, April 25, 1984., 
84-21674 


Bank mergers — United States. 

The Financial Services Competitive 
Equity Act : report of the Committee 
on Banking, Housing, and Urban Af- 
fairs, United States Senate, to accompa- 
ny S. 2851, together with additional 
views., 84-21444 


Banking law. 

Statutory requirements for examining 
international banking institutions need 
attention : report to the Congress /, 
84-21006 


Statutory requirements for examining 
international banking institutions need 
attention : summary : report to the 
Congress /, 84-21007 


Banking law — United States — Criminal 
provisions. 

Testimony of John C. Keeney before the 
Subcommittee on Commerce, Con- 
sumer and Monetary Affairs, Commit- 
tee on Government Operations, House 
of Representatives regarding criminal 
violations of federal banking laws on 
May 3, 1984., 84-21222 


Banking law — United States — Periodicals. 
Banks and banking, 84-21052 


CFR. 12, Banks and banking, &4-21052 
Code of federal regulations., 84-21052 


Bankruptcy — United States. 
Act to Continue the Transition Provi- 
sions of the Bankruptcy Act Until May 
1, 1984, and for Other Purposes, 84- 
21065 


Bankruptcy of commodity and securities 
brokers : hearings before the Subcom- 
mittee on Monopolies and Commercial 
Law of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
seventh Congress, first session, on 
bankruptcy of commodity and securi- 
ties brokers, July 23 and September 17, 
1981., 84-21687 


Bankruptcy Reform Act of 1978, a before 
and after look : report to the Chair- 
man, Committee on the Judiciary, 
House of Representatives /, 84-21001 


Provisions of the Bankruptcy Act., 84- 
21065 


Representation of creditors’ committees : 
hearing before the Subcommittee on 
Monopolies and Commercial Law of 
the Committee on the Judiciary, House 
of Representatives, Ninety-seventh 
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Congress, first session, on H.R. 3949 ... 
July 23, 1981., 84-21688 


Banks and banking — United States. 

The Financial Services Competitive 
Equity Act : report of the Committee 
on Banking, Housing, and Urban Af- 
fairs, United States Senate, to accompa- 
ny S. 2851, together with additional 
views., 84-21444 


Banks and banking, International. 

Statutory requirements for examining 
international banking institutions need 
attention : report to the Congress /, 
84-21006 


Statutory requirements for examining 
international banking institutions need 
attention : summary : report to the 
Congress /, 84-21007 


Batholiths — Idaho. 

Geology along the northwest border 
zone of the Idaho batholith, northern 
Idaho : stratigraphy, correlation, and 
some petrologic aspects of the meta- 
morphic rocks northwest of the Idaho 
batholith /, 84-21136 


Bathythermograph. 

NODC inventory of XBT data along 
transects in U.S. Atlantic and Gulf 
coastal waters from NMFS/MARAD 
Ship of Opportunity Program for 
1981., 84-20463 


Batteries — Testing — Programmed 
Instruction. 


Batteries., 84-20850 


Battle casualties — Records and 
correspondence — Handbooks, manuals, 
etc. 


Wartime casualty reporting., 84-20665 


Beef cattle — United States — Programmed 
instruction. 

Beef cattle husbandry : study course /, 
84-20192 


Belt industry — United States — Statistics. 
1982 census of manufactures., 84-20269 


*Bibliography — bibliographies. 
Bibliography of the history of medicine /, 
84-21112 


Bicycle industry — United States — 
Statistics. 


1982 census of retail trade., 84-20347 


Big Creek (Cuyahoga County, Ohio) 
Big Creek flood-control project, Cleve- 
land, Ohio : hydraulic model investiga- 
tion /, 84-20779 


Bills, Legislative — United States. 
Providing for the consideration of H.R. 
1510 : report (to accompany H. Res. 
519)., 84-21525 
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Providing for the consideration of H.R. 
3282 : report (to accompany H. Res. 
522)., 84-21530 


Providing for the consideration of H.R. 
3678 : report (to accompany H. Res. 
515)., 84-21518 


Providing for the consideration of H.R. 
4706 : report (to accompany H. Res. 
470)., 84-21457 


Providing for the consideration of H.R. 
4785 : report (to accompany H. Res. 
514)., 84-21517 


Providing for the consideration of H.R. 
5154 : report (to accompany H. Res. 
469)., 84-21456 


Providing for the consideration of H.R. 
5395 : report (to accompany H. Res. 
527)., 84-21536 


Providing for the consideration of H.R. 
5399 : report (to accompany H. Res. 
520)., 84-21528 


Providing for the consideration of H.R. 
5490 : report (to accompany H. Res. 
528)., 84-21537 


Providing for the consideration of H.R. 
5604 : report (to accompany H. Res. 
529)., 84-21538 


Providing for the consideration of H.R. 
5680 : report (to accompany H. Res. 
526)., 84-21535 


Providing for the consideration of the bill 
H.R. 5541 : report (to accompany H. 
Res. 521)., 84-21529 


Waiving certain points of order against 
consideration of H.R. 5713 : report (to 
accompany H. Res. 511)., 84-21515 

Waiving certain points of order against 
consideration of H.R. 5813 : report (to 
accompany H. Res. 524)., 84-21531 


Waiving certain points of order against 
consideration of H.R. 5898 : report (to 
accompany H. Res. 532)., 84-21542 


Waiving certain points of order against 
consideration of H.R. 5899 : report (to 
accompany H. Res. 533)., 84-21543 


Waiving certain points of order against 
the conference report on S . 1852 : 
report (to accompany H. Res. 479)., 
84-21459 


Bioclimatology — United States — 
Bibliography. 
Human biometeorology : an updated se- 
lected bibliography /, 84-20441 


Birds, Protection of — North Carolina — 

Oregon Inlet. 

Emergency Wetlands Resources Act of 
1983 (with specific reference to the 
provision relating to the Oregon Inlet 
Project in North Carolina) : hearing 
before the Subcommittee on Water Re- 
sources of the Committee on Public 
Works and Transportation, House of 





Representatives, Ninety-eighth Con- 
gress, first [ie. second] session, on H.R. 
3082 ... February 7, 1984., 84-21708 


Blast effect. 
Review of the propagation of inelastic 
pressure waves in snow /, 84-20791 


Blind — Orientation and mobility — 
Bibliography. 
Mobility and mobility aids for visually 
handicapped individuals., 84-21292 


Block grants — Law and legislation — 

United States. 

Titles X and XX and preventive health 
services block grants : report together 
with dissenting views (to accompany 
H.R. 5600)., 84-21514 


Blood — Analysis and chemistry. 
Clinical pathology and blood bank guide., 
84-21090 


Blood — Diseases — United States — 
Periodicals. 
Report of the Director, National Heart, 
Lung, and Blood Institute., 84-21105 


Blood banks. 
Clinical pathology and blood bank guide., 
84-21090 


Board of Governors of the Federal Reserve 

System (U.S.) 

The status of M1 as a target for monetary 
policy : hearing before the Subcommit- 
tee on Domestic Monetary Policy of 
the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, February 9, 1984., 84- 
21618 


Board of Governors of the Federal Reserve 
System (U.S.) — Appointments, 
promotions, salaries, etc. 

Nomination of Martha Romayne Seger : 
hearings before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-eighth 
Congress, second session, on nomina- 
tion of Martha Romayne Seger to be a 
member of the Board of Governors of 
the Federal Reserve System for a term 
of 14 years from February 1, 1984; 
June 19, 20, 21, and 22, 1984. 84- 
21625 


Board of Governors of the Federal Reserve 

System (U.S.) — Fees. 

Federal Reserve pricing policy on check 
clearing services : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-eighth Congress, second ses- 
sion, on an analysis of the progress the 
Federal Reserve has made to fully re- 
cover its check clearing costs and to 
assess certain Federal Reserve actions 
that have been questioned by its pri- 
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Boring machinery Catalogs. 


vate sector competitors, April 11, 
1984., 84-21623 


Boats and boating — United States — 

Safety measures. 

Action manual : a guide to developing, 
planning, and executing a successful 
National Safe Boating Week cam- 
paign., 84-21383 


Think before you drink : be a responsible 
boat operator : press kit : National Safe 
Boating Week., 84-21384 


Boilers — Fuel. 

Development of criteria for extension of 
applicability of low emission, high effi- 
ciency coal burners : first annual report 
/, %84-20958 


Development of criteria for extension of 
applicability of low emission, high effi- 
ciency coal burners : second annual 
report /, 84-20959 


Evaluation of low emission coal burner 
technology on _ industrial boilers 
second annual report (1980) /, 84- 
20960 


Boiling water reactors. 

A Description and assessment of 
RAMONA-3B MOD.0O Cycle 4 : a 
computer code with three-dimensional 
neutron kinetics for BWR system tran- 
sients /, 84-21577 


Bolling Air Force Base (Washington, D.C.) 
— Directories. 
Military Airlift Command, Andrews and 
Bolling Air Force bases : telephone di- 
rectory., 84-20882 


Bombing and gunnery ranges — Ohio — 

Cincinnati. 

GSA’s operation of a firing range in the 
Cincinnati post office and courthouse 
building : report to Congressman Ed 
Bethune, House of Representatives /, 
84-21008 


Bon Secour National Wildlife Refuge (Ala.) 
Additions to Bon Secour National Wild- 
life Refuge : report (to accompany 
H.R. 4921) (including cost estimate ot 
[ie. of] the Congressional Budget 
Office)., 84-21463 


Bonds — United States. 
United States savings bonds seminar : 
seminar leader’s guide., 84-21356 


Boots and shoes — Trade and manufacture 
— United States — Statistics. 
1982 census of wholesale trade., 84- 
20359 


Boring machinery — Catalogs. 
Boring machines, broaching machines, 
gear cutting and finishing machines : 
FSC 3411, 3412, 3414., 84-20569 
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Borings — Montana. 

Relationship of porosity and permeability 
to petrology of the Madison limestone 
in rock cores from three test wells in 
Montana and Wyoming /, 84-21154 


Borings — Wyoming. 

Relationship of porosity and permeability 
to petrology of the Madison limestone 
in rock cores from three test wells in 
Montana and Wyoming /, 84-21154 


Boundaries, State. 

Miscellaneous boundary adjustments, 
public land conveyances, commemora- 
tion and ceiling increases : hearing 
before the Subcommittee on Public 
Lands and Reserved Water of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
eighth Congress, first session, on S.J. 
Res. 139, S. 1868, S. 1775, S. 1790, S. 
806, S. 1389, S. 1654, H.R. 451, S. 
1547, H.R. 1191, S. 1860, S. 1688, and 
S. 1705, October 6, 1983., 84-21647 


Boxes, Wooden — Statistics. 
1982 census of manufactures., 84-20261 


Bridge construction — United States — 
Handbooks, manuals, etc. 
Bridge crewman, soldier’s manual : skill 
levels 2/3/4 and trainer’s guide., 84- 
20634 


Bridges — Bearings — Computer programs. 
Earthquake resistant bridge bearings., 
84-21367 


Bridges — Earthquake effects — Computer 
programs. 
Earthquake resistant 
84-21367 


bridge _bearings., 


Bridges — United States —- Snow and ice 
control — Mathematical models. 
Ice forces on model bridge piers /, 84- 
20797 


Bridges — Vermont — Ottauquechee River 
— Foundations and piers. 
Ice force measurements on a bridge pier 
in the Ottauquechee River, Vermont /, 
84-20806 


Broaching machines — Catalogs. 
Boring machines, broaching machines, 
gear cutting and finishing machines : 
FSC 3411, 3412, 3414., 84-20569 


Broadcasting — Law and legislation — 
United States. 
The law of political broadcasting and 
cablecasting : a political primer /, 84- 
20509 


Broadcasting — Licenses — United States. 
Statements of account covering compul- 
sory licenses for secondary transmis- 
sions by cable systems : [symbol for 

section] 201.17, 37 C.F.R., 84-21279 
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Brokers — United States. 

Bankruptcy of commodity and securities 
brokers : hearings before the Subcom- 
mittee on Monopolies and Commercial 
Law of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
seventh Congress, first session, on 
bankruptcy of commodity and securi- 
ties brokers, July 23 and September 17, 
1981., 84-21687 


Small Business Secondary Market Im- 
provement Act of 1984 : report (to ac- 
company H.R. 4773) (including cost es- 
timate of the Congressional Budget 
Office)., 84-21541 


Bromine. 

Bromination process for 
spilled hazardous 
20928 


disposal of 
materials /, 84- 


Broom and brush industry — United States 
— Statistics. 


1982 census of manufactures., 84-20294 


Buckley, Elliot Ross, 1921- 

Nomination : hearing before the Commit- 
tee on Labor and Human Resources, 
United States Senate, Ninety-eighth 
Congress, first session, on nomination 
of Elliot Ross Buckley, of Virginia, to 
be a member of the Occupational 
Safety and Health Review Commis- 
sion, November 8, 1983., 84-21695 


Budget — Law and legislation — United 

States. 

An Act to Provide for Reconciliation 
Pursuant to Section 3 of the First Con- 
current Resolution on the Budget for 
the Fiscal Year 1984., 84-21079 


Omnibus Budget Reconciliation Act of 
1983, 84-21079 


Budget — United States. 

Fiscal year 1985 budget review : hearings 
before the Committee on Environment 
and Public Works, United States 
Senate, Ninety-eighth Congress, second 
session, February 23, 27; and March 2, 
1984., 84-21705 


Legislative branch appropriations for 
1985 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety- 
eighth Congress, second session /, 84- 
21615 


Proposed fiscal year 1985 budget request 
: hearings before the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-eighth Congress, 
second session, to review the Presi- 
dent’s proposed budget for fiscal year 
1985 in connection with the prepara- 
tion of the March 15 report to the 
Senate Budget Committee, February 7, 
8, and 9, 1984., 84-21654 
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Building — Contracts and specifications — 
United States — Handbooks, manuals, etc. 
National engineering handbook., 84- 

20222 


Building — Estimates — United States, 
Targeting Farmers Home Administration 
section 502 housing loans : hearing 
before the Subcommittee on Housing 
and Community Development of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-eighth Congress, second 

session, March 28, 1984., 84-21622 


Building, Stormproof — United States. 
Elevated residential structures. /, 84- 
20965 


Building inspection — Handbooks, manuals, 
etc. 
Construction inspector’s guide : dams, 
levees, pile driving and related items., 
84-20809 


Building management — Handbooks, 
manuals, etc. 
Real property management : building 
manager’s handbook., 84-20887 


Building materials — United States. 
Construction materials for coastal struc- 
tures /, 84-20808 


Buildings — United States — Energy 
conservation. 
Effectiveness of solar shading for an 
Office building /, 84-20384 


Buildings — United States — Energy 
consumption — Computer programs. 

Use of the building loads analysis and 
system thermodynamics (BLAST) 
computer program to review new 
Army building designs for energy effi- 
ciency /, 84-20815 


Buses — United States — Safety measures. 
Motor Carrier Safety Act of 1984 : report 
(to accompany S. 2174)., 84-21410 


Business education — Colombia. 
Accounting for the micro business : a 
teaching manual /, 84-21311 


Business enterprises — United States. 

The Land Remote-Sensing Commercial- 
ization Act of 1984—H.R.4836 and 
H.R. 5155 : hearing before the Sub- 
committee on Natural Resources, Agri- 
culture Research, and Environment 
and the Subcommittee on Space Sci- 
ence and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety- 
eighth Congress, second session, March 
6, 1984., 84-21709 
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Business enterprises — United States — 
Employees — Statistics — Periodicals. 
Employee benefits in medium and large 

firms /, 84-21250 


Business enterprises, Sale of — United 
States. 
Buying and selling a business /, 84- 
21344 


Business records — United States. 
Statistical uses of administrative records : 


recent research and present prospects / 
84-21352 


Button industry — United States — 
Statistics. 
1982 census of manufactures., 


C 


Cabinet-work — United States — Statistics. 
1982 census of manufactures., 84-20264 


84-20293 


Caguas Metropolitan Area (P.R.) — Census, 
1980. 


1980 census of housing., 84-20338 


Calibration. 
Air flow calibration of building pressur- 
ization devices /, 84-20410 


Calibration procedure for digital volt- 
meters, Hewlett-Packard models 
405AR, 405BR, 5265A (PL1344U), and 
3430A; AN/GSM-64 (ME218), (non- 
linear systems model V35A), AN/ 
GSM-64A (ME218A) and AN/USM- 
192 (ME277U)., 84-20744 


Calibration procedure for igniter circuit 
tester, M.B. electronics models 101- 
5BG, 101-5BF, 101-SBFG, 101-5CF, 
and 101-SCPBG., 84-20743 


Calibration procedure for internal com- 
bustion engine tester (general)., 84- 
20735 


Calibration procedure for micrometers, 
inside (general)., 84-20741 


Calibration procedure for test station, 
guided missile system AN/TSM-93, 
4935-00-930-7250, land combat support 
system (LCSS)., 84-20740 


Measurement assurance programs., 
20382 


National Bureau of Standards response to 
the 1982 National measurement re- 
quirements survey of the NCSL Na- 
tional Measurement Requirements 
Committee /, 84-20409 


NBS physical measurement 
status report /, 84-20413 


84- 


services 


California Immigrant Trail. 

Amending the National Trails System 
Act by adding the Oregon-California 
Trail to the study list : report (to ac- 
company H.R. 3787) (including the 
cost estimate of the Congressional 
Budget Office)., 84-21469 





Calorimeters and calorimetry. 
Assessing the credibility of the calorific 
value of municipal solid waste /, 84- 
20403 


Fire performance of furnishings as meas- 
ured in the NBS furniture calorimeter., 
84-20398 


Cameras — Handbooks, manuals, etc. 
GE CCTV camera., 84-20840 


Canada — Commercial treaties. 
Authority for tirade agreements with 
Israel and Canada : report (to accom- 

pany S. 2746)., 84-21441 


Cancer — Nutritional aspects. 
Cancer prevention research summary : 
nutrition., 84-21099 


Cancer — Research grants — United States 
— Periodicals. 
Grants for training, construction, cancer 
control, medical libraries /, 84-21093 


Cancer — United States — Prevention. 
Cancer prevention research summary : al- 
cohol., 84-21098 


Cancer prevention research summary : 
nutrition., 84-21099 


Capacitators. 
Capacitance., 84-20852 
Capital gains tax — United States. 
Deficit Reduction Act of 1984 /, 84- 
21545 


Description of S. 1915 relating to tax 
treatment of foreign investment in U.S. 
real property : scheduled for a hearing 
before the Committee on Finance on 
June 19, 1984 /, 84-21719 


Summary of tax and spending reduction 
provisions (within the jurisdiction of 
the committees) on Ways and Means 
and Finance of H.R. 4170 as passed by 
the House and Senate /, 84-21720 


Capitol (Washington, D.C.) 

Acquisition of property for United States 
Capitol grounds : report together with 
minority views (to accompany H.R. 
2896) (including cost estimate of the 
Congressional Budget Office)., 84- 
21497 


Carbon, Activated — Environmental aspects 
— Ohio — Cincinnati. 
Determination of dioxin levels in carbon 
reactivation process effluent streams /, 
84-20931 


Carcinogenesis — Research — United States 

— Periodicals. 

Annual report on National Cancer Insti- 
tute and Environmental Protection 
Agency projects : NCI/EPA collabo- 
rative program on environmental car- 
cinogenesis., 84-21101 
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Cardiovascular instruments, Implanted — 

Congresses. 

Cardiovascular instrumentation : proceed- 
ings of the Working Conference on 
Applicability of New Technology to 
Biobehavioral Research, May 16-19, 
1982, Houston, Texas /, 84-21102 


Cardiovascular system — Diseases — United 
States — Periodicals. 

Report of the Director, National Heart, 

Lung, and Blood Institute., 84-21105 


Career education — United States. 
The Training and Career Development 
Center., 84-20996 


Caribbean Area — Foreign economic 
relations — United States. 
Caribbean Basin business 

starter kit., 84-20502 
1984 Caribbean Basin initiative starter kit 


: a guide for Caribbean Basin firms /, 
84-20501 


information 


Carpentry — Military aspects — 
Handbooks, manuals, etc. 
Carpentry., 84-20635 


Casillas, Frank Cerda, 1926- 

Nomination : hearing before the Commit- 
tee on Labor and Human Resources, 
United States Senate, Ninety-eighth 
Congress, second session, on the nomi- 
nation of Frank C. Casillas, of Illinois, 
to be Assistant Secretary of Labor for 
Employment and Training, Department 
of Labor, May 2, 1984., 84-21694 


Cataloging — United States — Data 
processing. 

ERIC processing manual : rules and 
guidelines for the acquisition, selection, 
and technical processing of documents 
and journal articles by the various 
components of the ERIC network., 
84-20909 


Cataloging of technical literature. 

ERIC processing manual : rules and 
guidelines for the acquisition, selection, 
and technical processing of documents 
and journal articles by the various 
components of the ERIC network., 
84-20909 


Cataract. 
Cataracts /, 84-21113 


Catfishes — Tennessee. 

Summary of channel catfish and rainbow 
trout production at the Gallatin waste 
heat aquaculture facility, 1979-1980 /, 
84-21595 


Catfishes — United States. 
Catfish : processors, July 1981, grower 
survey, inventory-July 1, 1981, sales- 
January-June 1981., 84-20233 
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Cathodic protection. 


Cathodic protection. 
Preliminary investigation of ceramic- 
coated anodes for cathodic protection 
/, %4-20821 


Cavalry — Handbooks, manuals, etc. 
Air cavalry platoon handbook., 
20675 


84- 


Caves — Florida — Surveying. 
Cavity detection and delineation research 
/, %84-20774 


Cement clinkers. 
Development of strength in cements., 
84-21369 


Center for Materials Science (National 
Measurement Laboratory) 
The Center for Materials Science., 
20373 


84- 


Central America — Foreign relations — 

United States. 

Eastern Pacific ocean tuna fishing agree- 
ment : report (to accompany H.R. 
5147) (including cost estimate of the 
Congressional Budget Office)., 84- 
21471 


Ceramic coating. 
Preliminary investigation of ceramic- 
coated anodes for cathodic protection 

/, 84-20821 


Channels (Hydraulic engineering) 
An analytical treatment of channel-mor- 
phology relations /, 84-21158 


Big Creek flood-contro! project, Cleve- 
land, Ohio : hydraulic model investiga- 
tion /, 84-20779 


Great Lakes connecting channels and 
harbors : draft interim feasibility report 
supporting documentation., 84-20837 


Use of flumes in measuring discharge /, 
84-21144 


Channels (Hydraulic engineering) — Design 
and construction. 

Horn Lake Creek and tributaries, includ- 
ing Cow Pen Creek, Tennessee and 
Mississippi : communication from the 
Assistant Secretary of the Army (Civil 
Works) transmitting a letter from the 
Chief of Engineers, Department of the 
Army, dated January 4, 1983, submit- 
ting a report together with accompany- 
ing papers and illustration, on Horn 
Lake Creek and tributaries, including 
Cow Pen Creek, Tennessee and Missis- 
sippi ...., 84-21447 


Channels (Hydraulic engineering) — 
Environmental aspects — Great Lakes. 
Great Lakes connecting channels and 

harbors : draft interim feasibility report 
and environmental impact statement., 
84-20836 
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Charcoal — Caribbean Area. 

Produccion de carbon vegetal, una opor- 
tunidad para el Caribe Charcoal pro- 
duction, an opportunity for the Carib- 
bean., 84-20217 


Charities — United States. 

The new proposed revisions to OMB Cir- 
cular A-122 : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, November 10, 1983., 84-21676 


Check collection systems — United States — 

Cost control. 

Federal Reserve pricing policy on check 
clearing services : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-eighth Congress, second ses- 
sion, on an analysis of the progress the 
Federal Reserve has made to fully re- 
cover its check clearing costs and to 
assess certain Federal Reserve actions 
that have been questioned by its pri- 
vate sector competitors, April 11, 
1984., 84-21623 


Checkoff — United States. 

U.S. Olympic Checkoff Act : hearing 
before the Subcommittee on Adminis- 
trative Law and Governmental Rela- 
tions of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, second session, on 
H.R. 1984 ... March 8, 1984. 84- 
21689 


Chemical apparatus — Catalogs. 
Chemical and pharmaceutical products 
manufacturing machinery : FSC 3650., 
84-20560 


Chemical processes — Environmental aspects 
— United States. 
Estimation methods for process constants 


and properties used in fate assessments 
/, 84-20947 


Chemical reactions. 
Direct simulations of chemically reacting 
turbulent mixing layers /, 84-21301 


Chemica) warfare -— Addresses, essays, 
lectures. 
Realism and responsibility : the U.S. ap- 
proach to arms control : May 14, 1984., 
84-21319 


Chemical warfare — Bibliography. 
Review of literature on herbicides, in- 
cluding phenoxy herbicides and associ- 


ated dioxins /, 84-2140) 
Chemical warfare — Handbooks, manuals, 


etc. 
Chemical Surety Program : nuclear and 


chemical weapons and material., 84- 
20592 
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Chemistry, Analytic — Congresses. 
Abstracts, symposium on Improving the 
Analytical Chemistry/Regulatory 
Interface : October 19-21, 1982, Na- 
tional Bureau of Standards, Gaithers- 

burg, Maryland /, 84-20372 


Chemistry, Analytic — Equipment and 
supplies — Catalogs. 
Chemical analysis and laboratory instru- 
ments., 84-20557 


Chemistry, Pharmaceutical — United States. 

Chemical and pharmaceutical products 

manufacturing machinery : FSC 3650., 
84-20560 


Cherenkov radiation. 

A stochastic model for photon noise in- 
duced by charged particles in multipli- 
er phototubes of the space telescope 
fine guidance sensors /, 84-21303 


Child abuse — Southeastern States. 

Children, youth, and families in the 
Southeast : hearing before the Select 
Committee on Children, Youth, and 
Families, House of Representatives, 
Ninety-eighth Congress, first session, 
hearing held in Miami, Fla., on Octo- 
ber 14, 1983., 84-21626 


Child molesting — United States — 
Prevention. 
Protect your children : information from 
the Child Safety Program /, 84-20245 


Child welfare — Information services — 

United States. 

Hearing on Child Care Information and 
Referral Services Act : hearing before 
the Subcommittee on Human Re- 
sources of the Committee on Education 
and Labor, House of Representatives, 
Ninety-eighth Congress, first session, 
on H.R. 2242 ... hearing held in Wash- 
ington, D.C. on September 15, 1983., 
84-21644 


Children — Care and hygiene — 

Southeastern States. 

Children, youth, and families in the 
Southeast : hearing before the Select 
Committee on Children, Youth, and 
Families, House of Representatives, 
Ninety-eighth Congress, first session, 
hearing held in Miami, Fla., on Octo- 
ber 14, 1983., 84-21626 


Children — Law — United States. 

Juvenile Justice, Runaway Youth, and 
Missing Children’s Amendments of 
1984 : report together with supplemen- 
tal views (to accompany H.R. 4971) 
(including cost estimate of the Con- 
gressional Budget Office)., 84-21481 





October 1984 


Children — Nutrition — Law and legislation 

— United States. 

National School Lunch and Child Nutri- 
tion Programs Reauthorization Act of 
1984 : report together with additional 
views (to accompany S. 2722)., 84- 
21429 


Children — United States — Nutrition — 

Psychological aspects. 

Extending and improving the National 
School Lunch Act and Child Nutrition 
Act of 1966 : report together with sup- 
plemertal and minority views (to ac- 
company H.R. 7) (including cost esti- 
mate of the Congressional Budget 
Office)., 84-21455 


Children — United States — Writing. 

Uses of the primary trait system : a col- 
laborative descriptive research project : 
writing research and resources project 
final report, 84-20912 


Children’s clothing industry — United States 
— Statistics. 
1982 census of wholesale trade., 
20358 


84- 


Chinook salmon. 

FY 1978-79 report for project 817 : a 
study to assess status of smoltification 
and fitness for ocean survival of chi- 
nook, coho, and steelhead /, 84-20475 


Migrational characteristics and survival 
of juvenile salmonids entering the Co- 
lumbia River Estuary in 1981 /, 84- 
20479 


Transportation operations and research 
on the Snake and Columbia rivers, 
1981 /, 84-20482 


Chromatographic analysis. 

Characterization of organometallic poly- 
mers by chromatographic methods and 
nuclear magnetic resonance /, 84- 
20400 


Chromium — Environmental aspects — 

United States. 

A literature review on occurrence and 
methodology for determination of 
nickel, chromium, manganese, and ar- 
senic species in air /, 84-20953 


Chromium alloys — Corrosion. 
Corrosion rates of grinding media in mill 
water /, 84-21187 


Chromium industry. 
Chromium availability— market economy 
countries : a minerals availability pro- 
gram appraisal /, 84-21190 


Chromium ores. 
Chromium availability— market economy 
countries : a minerals availability pro- 
gram appraisal /, 84-21190 





Chronically ill — Care and treatment — 

United States. 

Long-term care : need for a national 
policy : hearing before the Subcommit- 
tee on Health and Long-Term Care of 
the Select Committee on Aging, House 
of Representatives, Ninety-eighth Con- 
gress, first session, December 15, 1983, 
San Francisco, Calif., 84-21605 


Cities and towns — United States. 

Building and sustaining the economic re- 
covery : credit conditions, employ- 
ment, and economic prospects : hearing 
before the Subcommittee on Domestic 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety- 
eighth Congress, first session ...., 84- 
21621 


City planning and redevelopment iaw — 
United States — Periodicals. 
CFR. 24, Housing and urban develop- 
ment, 84-21057 


Code of federal regulations., 


Housing and urban development, 
21057 


Civil defense. 

American Defense Education Act 
report together with minority views (to 
accompany H.R. 5609) (including cost 
estimate of the Congressional Budget 
Office)., 84-21486 


84-21057 
84- 


Civil defense — Handbooks, manuals, etc. 
Emergency management course : student 
manual., 84-20966 


Formulating public policy in emergency 


management : a course book and re- 
source manual for public officials. 84- 
20967 


Model community., 84-20964 


Civil rights. 

Political killings by governments of their 
citizens : hearings before the Subcom- 
mittee on Human Rights and Interna- 
tional Organizations of the Committee 
on Foreign Affairs, House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, November 16 and 17, 1983., 
84-21666 


Civil rights — United States. 
Civil rights statutes and the law enforce- 
ment officer /, 84-21225 
Federal government affirmative action 
policies and programs : joint hearing 
before the Subcommittee on Civil 
Service of the Committee on Post 
Office and Civil Service and the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, first session, Decem- 
ber 16, 1983., 84-21703 
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Cleaning compounds Statistics. 


Civil service — Employees — Training of — 
United States. 
Commission on the centennial review of 
the civil service : report (to accompany 
S. 803)., 84-21408 


Civil service — United States, 
GAO, working for the people., 
20997 


Nationwide job opportunities, 84-20990 


Civil service — United States — Handbooks, 
manuals, etc. 
Employee services and quality of work- 
life : first steps in the quest for excel- 
lence., 84-20725 


Civil service — United States — Periodicals. 
Administrative personnel, 84-21051 


CFR. 5, Administrative personnel, 
21051 


Code of federal regulations., 


84- 


84. 


84-21051 


Civil service pensions — United States. 
Forums on federal pensions /, 84-21680 


The US Army nonappropriated fund em- 
ployee retirement plan : summary plan 
description., 84-20718 


Civil supremacy over the military — United 
States — Addresses, essays, lectures. 
Command crisis : MacArthur and the 

Korean War /, 84-20902 


Claims — United States. 
James P. Purvis : report (to accompany 
S. Res. 48)., 84-21409 


Clay — Caribbean Area. 
Kaolin, refractory clay, ball clay, and 
halloysite in North America, Hawaii, 
and the Caribbean region /, 84-21163 


Clay — Hawaii. 
Kaolin, refractory clay, ball clay, and 
halloysite in North America, Hawaii, 
and the Caribbean region /, 84-21163 


Clay — North America. 
Kaolin, refractory clay, ball clay, and 
halloysite in North America, Hawaii, 
and the Caribbean region /, 84-21163 


Clay minerals — Appalachian Region. 
Clay mineralogy of Devonian shales in 
the Appalachian Basin /, 84-21161 


Clay wastes — Dewatering. 
A review of phosphatic clay dewatering 
research /, 84-2119) 


Cleaning and dyeing industry — United 
States — Statistics. 
1982 census of service industries., 
20366 


84- 


Cleaning compounds — Statistics. 


1982 census of manufactures., 84-20267 
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Clement J. Zablocki Memorial Outpatient Facility 


Clement J. Zablocki Memorial Outpatient 
Facility (Krakow, Poland) 
An Act to Authorize Funding for the 


Clement J. Zablocki Memorial Outpa- | 


tient Facility at the American Chil- 
dren’s Hospital in Krakow, Poland., 
84-21077 


Clement J. Zablocki Veterans’ 
Administration Medical Center 
(Milwaukee, Wis.) 

Naming of Veterans’ Administration 
Medical Center at Milwaukee, Wis., for 
Clement J. Zablocki : report (to ac- 
company H.R. 4734)., 84-21503 


Cleveland (Ohio) — Harbor. 
Cleveland Harbor, Ohio, design for the 


safe and efficient passage of 1,000-ft- | 
long vessels at the west (main) en- | 


trance : hydraulic model investigation / 
84-20778 


Climatology, Medical — United States — 
Bibliography. 
Human biometeorology : an updated se- 
lected bibliography /, 84-20441 


Clocks and watches — United States — 
Statistics. 
1982 census of wholesale trade., 
20354 


84- 


Closed-circuit television. 


GE CCTV camera., 84-20840 


Clothing trade — South Africa. 
Survey of the apparel market in South 
Africa., 84-20500 


Coal-fired furnaces. 

Development of criteria for extension of 
applicability of low emission, high effi- 
ciency coal burners : first annual report 
/, %4-20958 


Development of criteria for extension of 
applicability of low emission, high effi- 
ciency coal burners : second annual 
report /, 84-20959 


Evaluation of low emission coal burner 
technology on industrial boilers 
second annual report (1980) /, 84- 
20960 


Coal gasification — North Dakota. 
Status of the Great Plains Coal Gasifica- 
tion Project : summary : report to the 
Congress /, 84-21037 


Coal leases — Environmental aspects — 
Powder River Region (Wyo. and Mont.) 
Draft environmental impact statement for 

round II coal lease sale in the Powder 
River Region., 84-21134 


Coal leases — United States. 

Amending the Mineral Leasing Act of 
1920 : hearing before the Subcommittee 
on Energy and Mineral Resources of 
the Committee on Energy and Natural 


Page I-286 


Resources, United States Senate, 
Ninety-eighth Congress, first session, 
on S. 1634 ... October 18, 1983., 84- 
21648 


Legislative changes are needed to author- 
ize emergency federal coal leasing : 
report /, 84-21032 


| Coal mines and mining — Environmental 

aspects — Kentucky. 

Areawide environmental assessment on 
the development of a NEPA compli- 
ance strategy for new source coal 
mining activity in the western Ken- 
tucky coal field /, 84-20920 





Coal mines and mining — Environmental 
aspects — Powder River Region (Wyo. 
and Mont.) 

Draft environmental impact statement for 
round II coal lease sale in the Powder 
River Region., 84-21134 


Coal mines and mining — Environmental 
aspects — West (U.S.) 
Groundwater quality monitoring recom- 
mendations for western surface coal 
mines /, 84-20951 


Coal mines and mining — Government 
ownership — United States. 
Legislative changes are needed to author- 
ize emergency federal coal leasing : 
report /, 84-21032 


Coal mines and mining — Law and 
legislation — Kentucky. 

Areawide environmental assessment on 
the development of a NEPA compli- 
ance strategy for new source coal 
mining activity in the western Ken- 
tucky coal field /, 84-20920 


Coal mines and mining — North Dakota — 
McKenzie County. 
Williams and McKenzie Counties study 
report : resource & potential reclama- 
tion evaluation., 84-21215 


Coal mines and mining — North Dakota — 
Williams County. 
Williams and McKenzie Counties study 
report : resource & potential reclama- 
tion evaluation., 84-21215 


Coal mines and mining — United States. 

Amending the Mineral Leasing Act of 
1920 : hearing before the Subcommittee 
on Energy and Mineral Resources of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-eighth Congress, first session, 
on S. 1634 ... October 18, 1983., 84- 
21648 


Coal mines and mining — United States — 

Data processing. 

Addition of coal mining regulations to 
the computer-aided environmental leg- 
islative data system (CELDS) /, 84- 
20832 
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Coastal ecology — Mississippi River Valley 
— Maps. 
Lower Mississippi Valley ecological in- 
ventory /, 84-21207 


Coastal engineering — United States. 
Construction materials for coastal struc- 
tures /, 84-20808 


Coastal zone management — United States. 

Coastal zone management hearing 
before the National Ocean Policy 
Study of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-eighth Congress, 
second session, on S. 2324 ... March 28, 
1984., 84-21636 


Coastal zone management — Washington 
(State) — Gray’s Harbor. 
Grays Harbor estuary management plan., 
84-20455 


Coated fabrics — Statistics. 
1982 census of manufactures., 84-20259 


Cognition in children. 
The effect of the Head Start program on 
children’s cognitive development : pre- 
liminary report /, 84-21127 


Coho salmon. 

FY 1978-79 report for project 817 : a 
study to assess status of smoltification 
and fitness for ocean survival of chi- 
nook, coho, and steelhead /, 84-20475 


Migrational characteristics and survival 
of juvenile salmonids entering the Co- 
lumbia River Estuary in 1981 /, 84- 
20479 


Collecting of accounts. 

National health corps scholarship collec- 
tion : hearing before the Subcommittee 
on Energy, Nuclear Proliferation, and 
Government Processes of the Commit- 
tee on Governmental Affairs, United 
States Senate, Ninety-eighth Congress, 
second session, April 12, 1984. 84- 
21679 


Collecting of accounts —- United States. 
Amending Chapter 37, Title 31, United 
Siates Code, to authorize contracts re- 
taining private counsel to furnish col- 
lection services in the case of indebt- 
ness owed the United States : report 

(to accompany S. 1668)., 84-21442 


Collection agencies — United States. 
Amending Chapter 37, Title 31, United 
States Code, to authorize contracts re- 
taining private counsel to furnish col- 
lection services in the case of indebt- 
ness owed the United States : report 
(to accompany S. 1668)., 84-21442 





October 1984 


Collective bargaining — Government 
employees — United States — 
Handbooks, manuals, etc. 

Representation case handling manual., 
84-21551 


College attendance — United States — 
Statistics — Periodicals. 
Fall enrollment in colleges and universi- 
ties., 84-20907 


College students — United States — 
Statistics — Periodicals. 
Fall enrollment in colleges and universi- 
ties., 84-20907 


Colorado — Population — Statistics. 
Estimates of the population of Colorado 
counties and metropolitan areas : July 
1, 1981, and 1982 (provisional)., 84- 
20306 


Colorado River Watershed (Colo.-Mexico) 
Colorado River Basin salinity control 
project : Grand Valley unit, Title II 
division (under construction) : Colora- 
do, Mesa County /, 84-21180 


Combat — Handbooks, manuals, etc. 
Army training and evaluation program 
for the combat aviation battalion., 84- 
20711 


Combat service 
corps., 84-20709 

Combat service support operations divi- 
sion., 84-20708 


US Army air defense artillery employ- 
ment., 84-20685 


Combat — Psychological aspects. 
Management of stress in Army oper- 
ations., 84-20682 


support operations- 


Soldier performance in continuous oper- 


84-20677 


Combined sewers — United States — 
Overflows. 
Combined sewer overflow toxic pollutant 
study /, 84-20921 


Command and control systems. 
Combat operation C*I : fundamentals and 
interactions /, 84-20885 


ations., 


Commerce — Addresses, essays, lectures. 
An expanding private sector : key to un- 
precedented growth : March 1984., 
84-21317 


Commercial buildings — United States — 
Heating and ventilation. 
Performance criteria for solar heating and 
cooling systems in commercial build- 
ings /, 84-20388 


Commercial treaties. 
GATT standards code activities of the 
National Bureau of Standards 1983 /, 
84-20383 





Commodity exchanges — United States. 

Bankruptcy of commodity and securities 
brokers : hearings before the Subcom- 
mittee on Monopolies and Commercial 
Law of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
seventh Congress, first session, on 
bankruptcy of commodity and securi- 
ties brokers, July 23 and September 17, 
1981., 84-21687 


Commonwealth Edison Company. 
Safety evaluation report related to the 
operation of Byron Station, Units 1 and 
2, docket nos. STN 50-454 and STN 
50-455 : Commonwealth Edison Com- 
pany., 84-21554 


Communicable diseases in animals — United 
States — Prevention. 
100 years of animal health, 1884-1984., 
84-20239 


Communication, International. 
Volunteers for international communica- 
tion : report of USIA private sector 
committees., 84-21219 


Communications, Military. 
Communications-electronics 
directory., 84-20888 


equipment 


Communications, Military — Handbocks, 
manuals, etc. 
Radio and radar reference data., 
20680 


Wire and multichannel reference data., 
84-2068 1 


84- 


Community colleges — United States. 
At the crossroads : general education in 
community colleges /, 84-20916 


Compressors — Valves — Testing. 
Calibration procedure for compressor 
bleed valve test stand, Lycoming, 
model LTCT421., 84-20736 


Computer-assisted instruction — United 

States. 

National Educational Software Act of 
1984 : report together with minority 
views (to accompany H.R. 4628, which 
on January 24, 1984, was referred 
jointly to the Committees on Education 
and Labor and Science and Technolo- 
gy) (including cost estimate of the 
Congressional Budget Offfice)., 84- 
21485 


Computer crimes — United States. 

Federal Computer Systems Protection 
Act : hearing before the Subcommittee 
on Civil and Constitutional Rights of 
the Committee on the Judiciary, House 
of Representatives, Ninety-seventh 
Congress, second session, on H.R. 3970 
... September 23, 1982., 84-21686 
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Consumer credit U.S. 


Computer industry — United States. 
Semiconductor Chip Protection Act of 
1984 : report (to accompany H.R. 
5525) (including cost estimate of the 
Congressional Budget Office)., 84- 
21506 


Computer programs. 

Computer program CDCID : an automat- 
ed quality control program using CDC 
update /, 84-21570 

Computer programs for urban transporta- 


tion planning : PLANPAC2 user docu- 
mentation., 84-21371 


Introduction to software packages /, 84- 
20377 


Computer service industry — United States 
— Statistics. 
1982 census of service industries., 
20368 


84- 


Computers — Bibliography — Catalogs. 
The Computer science and technology 
series., 84-20385 


Computers — Equipment and supplies — 
Statistics. 


1982 census of manufactures., 84-20281 


Concerts — United States. 
The fourth amendment at a rock concert 
/, %4-21230 


Concrete, Effect of temperature on. 
Offshore concrete structures in the Arctic 
: research needs /, 84-20390 


Concrete construction. 
Probability based safety checking of nu- 
clear plant structures /, 84-21574 


Conduction band — Testing. 

Thermal conductivity of glass fiber/ 
epoxy composite support bands for 
cryogenic dewars, phase II /, 84- 
20416 


Conservation of natural resources — 
Colorado — San Juan National Forest. 
Summary : final environmental impact 

statement for the San Juan National 
Forest land and resource management 
plan., 84-20210 


Consolidation and merger of corporations — 

Taxation — United States. 

Federal income tax considerations in oil 
and gas company mergers and acquisi- 
tions : a report of the Senate Commit- 
tee on Finance /, 84-21661 


Consumer credit — United States. 

Credit card surcharge ban hearing 
before the Subcommittee on Consumer 
Affairs and Coinage of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, Ninety- 
eighth Congress, second session, on 
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TER. SUES 
2984., 


S. 2336 ... 
84-21620 


March 27, 


Consumer price indexes — United States. 
BLS handbook of methods., 84-21247 


Consumer protection — United States. 
International Organizations Public Proce- 
dures Act : hearing before the Commit- 
tee on Foreign Relations, United States 
Senate, Ninety-eighth Congress, second 
session, on S. 1910 ... April 12, 1984., 
84-21672 


Consumer protection — United States — 

Bibliography — Catalogs. 

FDA information for consumers : a cata- 
log of Food and Drug Administration 
publications, slide shows, and films., 
84-21115 


Continental shelf — United States. 
Consideration of legislation to restrict the 
Department of the Interior’s oil and 
gas leasing program on the outer conti- 
nental shelf : hearings before the Sub- 
committee on Mining, Forest Manage- 
ment, and Bonneville Power Adminis- 
tration of the Committee on Interior 
and Insular Affairs, House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, on H.R. 2059 ... H.R. 3640 ... 
H.R. 3864 ... : hearings held July 2, 
1983, San Francisco, Calif.; September 
12, 1983, San Diego, Calif.; September 
20, 1983, Washington, D.C.; September 
22, 1983, Washington, D.C., 84-21685 


Contracts, Letting of — United States. 
Multiple award federal supply schedule : 
new item introductory schedule., 84- 
21048 


Conveyancing — United States. 

Miscellaneous boundary adjustments, 
public land conveyances, commemora- 
tion and ceiling increases : hearing 
before the Subcommittee on Public 
Lands and Reserved Water of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
eighth Congress, first session, on S.J. 
Res. 139, S. 1868, S. 1775, S. 1790, S. 
806, S. 1389, S. 1654, H.R. 451, S. 
1547, H.R. 1191, S. 1860, S. 1688, and 
S. 1705, October 6, 1983., 84-21647 


Cookery, Military — Handbooks, manuals, 
ete. 
Preparation and serving of food in the 
garrison dining facility., 84-20648 


Copyright — Art — United States. 
Pictorial, graphic, and sculptural works : 
[symbol for section] 202.10, 37 C.F.R., 
84-21281 


Copyright — Duration — United States. 
Duration of copyright., 84-21268 
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Copyright — Music — United States. 


In answer to your query : copyright reg- 


istration of music., 84-21287 


Copyright — Phonorecords — United States. 
Notice of intention to obtain a compulso- 
ty license for making and distributing 
phonorecords of nondramatic musical 
works : [symbol for section] 201.18, 37 
C.F.R., 84-21282 


Copyright — Sound recordings — United 

States. 

Royalties and statements of account 
under compulsory license for making 
and distributing phonorecords of non- 
dramatic musical works : [symbol for 
section] 201.19, 37 C.F.R., 84-21280 


Copyright — Transfer — United States. 
Notices of termination of transfers and 
licenses covering extended renewal 
term : [symbol for section] 201.10, 37 
C.F.R., 84-21271 


Copyright — United States. 
Advance notices of potential infringement 
of works consisting of sounds, images, 
or both : [symbol for section] 201.22, 
37 C.F.R., 84-21272 


Communications with the Copyright 
Office, information given by the Copy- 
right Office [symbol for section] 
201.1, 201.2, 37 C.F.R., 84-21276 


Copyright fees effective, January 1, 
1978., 84-21267 


Corrections and amplifications of copy- 
right registrations; applications for sup- 
plementary registration : [symbol for 
section] 201.5, 37 C.F.R., 84-21275 


Freedom of Information Act : policies 
and procedures : 203, 37 C.F.R., 84- 
21283 


In answer to your query : copyright reg- 
istration of books, manuscripts, and 
speeches., 84-21289 


In answer to your query : copyright reg- 
istration of poetry., 84-21288 


Material not subject to copyright : 
[symbol for section] 202.1, 37 C.F.R., 
84-21274 


Notices of termination of transfers and 
licenses covering extended renewal 
term : [symbol for section] 201.10, 37 
C.F.R., 84-21271 


Payment and refund of Copyright Office 
fees : [symbol for section] 201.6, 37 
C.F.R., 84-21285 


Recordation and certification of coin-op- 


erated phonorecord players : [symbol 
for section] 201.16, 37 C.F.R.., 84- 
21278 


Recordation of agreements between 
copyright owners and public broad- 
casting entities : [symbol for section] 
201.9, 37 C.P.R., 84-21277 
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Recordation of certain contracts by cable 
systems located outside of the forty- 
eight contiguous states : [symbol for 
section] 201.12, 37 C.F.R., 84-21273 


Renewal of the generalized system of 
preferences : report (to accompany S. 
1718)., 84-21427 


Semiconductor Chip Protection Act of 
1984 : report (to accompany H.R. 
5525) (including cost estimate of the 
Congressional Budget Office)., 84- 
21506 


Statements of account covering compul- 
sory licenses for secondary transmis- 
sions by cable systems : [symbol for 
section] 201.17, 37 C.F.R., 84-21279 


Voluntary license to permit reproduction 
of nondramatic literary works solely 
for use of the blind and physically 
handicapped [symbol for section] 
201.15, 37 C.F.R., 84-21286 


Warnings of copyright for use by certain 
libraries and archives : [symbol for sec- 
tion] 201.14, 37 C.F.R., 84-21269, 
84-21270 


Copyright infringement — United States. 
Advance notices of potential infringement 
of works consisting of sounds, images, 
or both : [symbol for section] 201.22, 
37 C.F.R., 84-21272 


Copyright licenses — United States. 

Notices of termination of transfers and 
licenses covering extended renewal 
term : [symbol for section] 201.10, 37 
C.F.R., 84-21271 


Voluntary license to permit reproduction 
of nondramatic literary works solely 
for use of the blind and physically 
handicapped [symbol for section] 
201.15, 37 C.F.R., 84-21286 


Coral reef ecology — Egypt — Ras 
Muhammad. 
Coral reefs and marine life at Ras Mo- 
hamed, Arab Republic of Egypt., 84- 
20421 


Corporation for Public Broadcasting — 
Appropriations and expenditures. 
Corporation for Public Broadcasting au- 

thorization : hearing before the Sub- 
committee on Communications of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-eighth Congress, second ses- 
sion, on S. 2436 ... March 26, 1984., 
84-21627 


Corporations — Taxation — United States. 
Deficit Reduction Act of 1984 /, 84- 
21545 


Summary of tax and spending reduction 
provisions (within the jurisdiction of 
the committees) on Ways and Means 





October 1984 


and Finance of H.R. 4170 as passed by 
the House and Senate /, 84-21720 


Corporations — Taxation — United States 

— Statistics — Periodicals. 

Active corporation income tax returns, 
source book, 84-21353 

Corporation 
21353 

Corporation source book of statistics of 
income, 84-21353 


Statistics of income., 


income tax returns, 84- 


84-21353 


Corrosion and anti-corrosives. 
Preliminary investigation of ceramic- 
coated anodes for cathodic protection 
/, 84-20821 


Cost accounting — Standards — United 

States. 

Cost accounting standards function 
hearing before the Subcommittee on 
Economic Stabilization of the Commit- 
tee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, March 7, 1984., 84-21619 


Cost effectiveness — Data processing. 
Table computation program 
manual /, 84-20895 


users 


Cotton — Diseases and pests — United 
States — Congresses. 
37th annual conference report on cotton- 
insect research and control : January 9- 
10, 1984, Atlanta, Georgia /, 84-20231 


Council on Environmental Quality (U.S.) — 

Appropriations and expenditures. 

Office of Environmental Quality and 
Council on Environmental Quality au- 
thorizations for fiscal years 1985, 1986, 
and 1987 : report (to accompany H.R. 
4585) (including cost estimate of the 
Congressional Budget Office)., 84- 
21462 


Courts-martial and courts of inquiry — 
United States. 
Manual for courts-martial, United States, 
1984., 84-20527 


Student pamphlet : military justice., 
20764 


84- 


Cow Pen Creek (De Soto County, Miss.) 

Horn Lake Creek and tributaries, includ- 
ing Cow Pen Creek, Tennessee and 
Mississippi : communication from the 
Assistant Secretary of the Army (Civil 
Works) transmitting a letter from the 
Chief of Engineers, Department of the 
Army, dated January 4, 1983, submit- 
ting a report together with accompany- 
ing papers and illustration, on Horn 
Lake Creek and tributaries, including 
Cow Pen Creek, Tennessee and Missis- 
sippi...., 84-21447 


450-992 0 - 84 - 11 : QL 3 


Credit cards — United States. 

Credit card surcharge ban : hearing 
before the Subcommittee on Consumer 
Affairs and Coinage of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, Ninety- 
eighth Congress, second session, on 
H.R. 5026 ... S. 2336 ... March 27, 
2984., 84-21620 


Credit unions — United States. 
Federal credit unions : America’s credit 
unions building on our past for a secure 
future., 84-21304 


Crime and criminals — Information services 
— United States. 
National Institute of Justice/NCJRS : 
meeting your needs for criminal justice 
information—., 84-21241 


Crime and criminals — United States. 
Motor Vehicle Theft Law Enforcement 
Act of 1984 : report (to accompany S. 
1400)., 84-21422 


Criminal justice, Administration of — 
Information services — United States. 
National Institute of Justice/NCJRS : 

meeting your needs for criminal justice 
information—., 84-21241 


Criminal procedure — United States. 
Organized Crime Commission subp[o]ena 


power : report (to accompany S.J. Res. 
233)., 84-21434 


Criminal psychology. 
Offender profiles : a multidisciplinary ap- 
proach., 84-21232 


Crustacea — Caribbean Sea — 

Classification. 

Cypridinidae of the continental shelves of 
southeastern North America, the north- 
ern Gulf of Mexico, and the West 
Indies (Ostracoda: Myodocopina) /, 
84-21346 


Crustacea — Mexico, Gulf of — 

Classification. 

Cypridinidae of the continental shelves of 
southeastern North America, the north- 
ern Gulf of Mexico, and the West 
Indies (Ostracoda: Myodocopina) /, 
84-21346 


Crustacea — Southern States — 

Classification. 

Cypridinidae of the continental shelves of 
southeastern North America, the north- 
ern Gulf of Mexico, and the West 
Indies (Ostracoda: Myodocopina) /, 
84-21346 


Cryptography — Standards — United States. 
Interoperability and security requirements 
for use of the data encryption standard 





in the physical layer of data communi- 
cations /, 84-21049 
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Dams. 


Cumberland River (Ky. and Tenn.) 

The Port of Louisville, Kentucky, ports 
on the Ohio River, miles 560-980, 
Cumberland and Green Rivers /, 84- 
20772 


Cumberland River (Ky. and Tenn.) — Maps. 
Navigation charts, Cumberland River, 
Nashville District, Smithland, Ken- 
tucky to Celina, Tennessee., 84-20838 


Cumberland River (Ky. and Tenn.) — 
Navigation. 
Navigation charts, Cumberland River, 
Nashville District, Smithland, Ken- 
tucky to Celina, Tennessee., 84-20838 


Cupola-furnaces. 
Evaluation of a gas-assisted cupola /, 
84-21189 


Current awareness services — United States 
— Handbooks, manuals, etc. 
Current awareness literature service 
(CALS) : user’s guide., 84-20218 


Curriculum change — Congresses. 
Institutionalization : how can we contin- 
ue good practices and functions when 
funding ends? /, 84-20914 


Customs administration — United States — 

Cases. 

United States Court of International 
Trade reports : cases adjudged in the 
United States Court of International 
Trade., 84-21244 


Cyclone forecasting — Mexico, Gulf of. 
A statistical tropical cyclone motion fore- 
casting system for the Gulf of Mexico 
/, %4-20453 


Cypridinidae — Classification. 

Cypridinidae of the continental shelves of 
southeastern North America, the north- 
ern Gulf of Mexico, and the West 
Indies (Ostracoda: Myodocopina) /, 
84-21346 


D 


Dairying — United States — Costs — 
Periodicals. 
Costs of production, 84-20237 
Economic indicators of the farm sector., 
84-20237 


Dam failures — Arizona — Theodore 
Roosevelt Dam. 
Hydraulic model studies: of Theodore 
Roosevelt Dam, south spillway /, 84- 
21185 


Dams. 
Downstream effects of dams on alluvial 
rivers /, 84-21157 
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Dams Chattahoochee River. 


Dams — Chattahoochee River. 
Walter F. George Lock and Dam : Chat- 
tahoochee River, Alabama-Georgia., 
84-20814 


Daniel Boone National Heritage Trail. 
Amending the National Trails System 
Act by adding the Oregon-California 
Trail to the study list : report (to ac- 
company H.R. 3787) (including the 
cost estimate of the Congressional 
Budget Office)., 84-21469 


1982 census of service industries. 84- 


20368 


Data transmission systems. 
Report on approaches to database transla- 
tion /, 84-20378 


Day care centers — Information services — 

United States. 

Hearing on Child Care Information and 
Referral Services Act : hearing before 
the Subcommittee on Human Re- 
sources of the Committee on Education 
and Labor, House of Representatives, 
Ninety-eighth Congress, first session, 
on H.R. 2242 ... hearing held in Wash- 
ington, D.C. on September 15, 1983., 
84-21644 


Day care centers — United States — 
Handbooks, manuals, etc. 
Child development services., 84-20601 


Dead — Identification. 
Ever ready to assist 
squad., 84-21227 
Problems and practices in fingerprinting 
the dead., 84-21234 


Debt — United States. 

National health corps scholarship collec- 
tion : hearing before the Subcommittee 
on Energy, Nuclear Proliferation, and 
Government Processes of the Commit- 
tee on Governmental Affairs, United 
States Senate, Ninety-eighth Congress, 
second session, April 12, 1984., 84- 
21679 


Debtor and creditor — United States. 

Representation of creditors’ committees : 
hearing before the Subcommittee on 
Monopolies and Commercial Law of 
the Committee on the Judiciary, House 
of Representatives, Ninety-seventh 
Congress, first session, on H.R. 3949 ... 
July 23, 1981., 84-21688 


Debts, Public —- United States. 

Increase of public debt limit : report (to 
accompany H.R. 5665) (including cost 
estimate of the Congressional Budget 
Office)., 84-21508 


United States of America, treasury notes 
of March 31, 1986, series S-1986., 84- 
21349 
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United States of America, treasury notes 
of March 31, 1988, series L-1988., 84- 
21350 


Decontamination (from gases, chemicals, etc.) 
Operation of the Chemical Agent Muni- 
tions Disposal System (CAMDS) at 
Tooele Army Depot, Utah : final envi- 
ronmental impact statement., 84-20754 


Defense Activity for Non-Traditional 
Education Support (Government Agency : 
US.) 

Guide to DANTES examinations., 
20519 


84- 


Defense contracts — United States. 

Analysis of benefits realized from mul- 
tiyear contracting for the Black Hawk 
helicopter : report to the Chairman, 
Subcommittee on Defense, Committee 
on Appropriations, House of Repre- 
sentatives /, 84-21024 


Contracting for major operation and 
maintenance services., 84-20891 


Management of the Department of De- 
fense : hearing before the Committee 
on Governmental Affairs, United States 
Senate, Ninety-eighth Congress, first 
session., 84-21677 


Defense contracts — United States — 
Handbooks, manuals, etc. 
Contract property disposition manual., 
84-20576 


Defense information, Classified — United 
States — Directories. 
Defense Technical Information Center., 
84-20545 


Defense Technical Information Center (U.S.) 
— Directories. 
Defense Technical Information Center., 
84-20545 


Deficit financing — United States. 
Deficit Reduction Act of 1984 /, 
21545 


Degree days — Arizona — Tables — 
Periodicals. 
Statewide average climatic history., 
20467 


Degree days — Arkansas — Tables — 
Periodicals. 
Statewide average climatic history., 
20468 


Degree days — Connecticut — Tables — 
Periodicals. 
Statewide average climatic history., 
20469 


84- 


Degree days — Montana — Tables — 
Periodicals, 
Statewide average climatic history., 
20470 


84- 
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Degree days — Nebraska — Tables — 
Periodicals. 
Statewide average climatic history., 
20471 


84- 


Degree days — Nevada — Tables — 
Periodicals. 
Statewide average climatic history., 
20472 


Degree days — New Hampshire — Tables 
— Periodicals. 
Statewide average climatic history., 
20473 


Degree days — North Carolina — Tables — 
Periodicals. 
Statewide average climatic history., 
20474 


84- 


84- 


84- 


Delaware — Boundaries — Maryland. 
Report on surveys of Delaware Maryland 
boundaries in cooperation with the 
states of Delaware and Maryland., 84- 
20486 


Demographic surveys — United States. 
Fact sheet for the current population 
survey., 84-20253 


Dental jurisprudence — United States. 
Forensic odontology today : a “new” fo- 
rensic science /, 84-21229 


Dentists — In-service training — United 
States — Periodicals. 
The medical staff fellowship program at 
the National Institutes of Health : cata- 
log., 84-21094 


Dentists — United States — Supply and 
demand. 
The Dentist in the United States Public 
Health Service., 84-21085 


Department stores — United States — 
Statistics. 


1982 census of retail trade., 84-20343 


Deployment (Strategy) 
Global demands, limited forces : 
Army deployment /, 84-20540 


The role of the Marine Corps in rapid 
deployment forces /, 84-20544 


US 


Developing countries — Nutrition. 
Food policies in developing countries., 
84-20235 


Developmentally disabled — Services for — 

United States. 

Oversight of Developmental Disabilities 
Assistance and Bill of Rights Act : 
hearing before the Subcommittee on 
the Handicapped of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-eighth Congress, 
second session, on review of programs 
authorized under the Developmental 
Disabilities Assistance and Bill of 





October 1984 


Rights Act, February 23, 1984. 84- 


21696 


Developmentally disabled aged — Services 
for — United States. 

Oversight of Developmental Disabilities 
Assistance and Bill of Rights Act : 
hearing before the Subcommittee on 
the Handicapped of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-eighth Congress, 
second session, on review of programs 
authorized under the Developmental 
Disabilities Assistance and Bill of 
Rights Act, February 23, 1984., 84- 
21696 


Diabetes — United States. 
Interviewing guides for specific disabil- 
ities : diabetes., 84-21263 


Diabetics — Employment — United States. 
Interviewing guides for specific disabil- 
ities : diabetes, 84-21263 


Diagnosis, Laboratory. 
Clinical pathology and blood bank guide., 
84-21090 


Diagnosis, Ultrasonic — Bibliography. 
Source book of educational materials for 
diagnostic medical ultrasound /, 84- 
21118 


Diamond industry and trade — United States 
— Statistics. 
1982 census of wholesale trade., 
20354 


84- 


Diatoms — Montana — Fort Union Coal 
Region — Ecology. 
Ecology and distribution of major diatom 
ecotypes in the southern Fort Union 
Coal Region of Montana /, 84-21159 


Dielectric measurements. 
A portable ramped D-C test set using a 
USBR developed high-voltage D-C 
power supply /, 84-21186 


Diesel motor — Maintenance and repair. 
Adjusting the no-load speed, idle speed 
and buffer screw (Detroit diesel 
engine)., 84-20845 


Direct current amplifiers. 
A portable ramped D-C test set using a 
USBR developed high-voltage D-C 
power supply /, 84-21186 


Disasters — United States. 
Ever ready to assist : 
squad., 84-21227 


the FBI disaster 


District courts — United States. 
Act to Continue the Transition Provi- 
sions of the Bankruptcy Act Until May 
1, 1984, and for Other Purposes, 84- 
21065 


Provisions of the Bankruptcy Act., 
21065 


84- 





Dwellings U.S. Heating and ventilation 


Diving — Equipment and supplies — 

Catalogs. 

Hand receipt catalog covering content of 
sets, kits, and outfits components list 
for diving equipment set : individual 
swimmer support, scuba (NSN 4220-00- 
569-8809), (LIN D49154)., 84-20625 


Hand receipt catalog covering content of 
sets, kits, and outfits components list 
for diving equipment set : open circuit 
scuba (NSN 4220-00-541-3885), (LIN 
D32723)., 84-20624 


Hand receipt catalog covering content of 
sets, kits, and outfits components list 
for diving equipment set : scuba sup- 
port, type A (NSN 4220-01-023-0246), 
(LIN D32859)., 84-20626 


Doppler effect. 
Frequency correlation of HF skywave 
ground backscatter Doppler spectra /, 

84-20439 


Doppler effect — Statistics. 
Statistics of HF skywave ground backs- 
catter Doppler spectra /, 84-20440 


Doppler radar. 

Comparison of airborne turbulence-indi- 
cating doppler radar systems with 
ground-based doppler radar systems /, 
84-21381 


Investigation of the detectability and life- 
time of gust fronts and other weather 
hazards to aircraft /, 84-21380 


Down’s syndrome. 


Facts about Down syndrome., 84-21107 


Drawing materials — Catalogs. 
Rolling mills, drawing machines and 
metal finishing equipment., 84-20553 


Dredging soil — Delaware. 
Long-term plant persistence and restora- 
tion of acidic dredge soils with sewage 
sludge and lime /, 84-20803 


Drilling and boring machinery — Catalogs. 
Drilling and tapping machines : FSC 
3413., 84-20568 


Drilling muds — Environmental aspects — 
United States. 
Drill mud assessment chemical analysis 
reference volume., 84-20949 


Drinking water — New York (State) — Glen 
Cove — Contamination. 
Removal of organic contaminants from 
the drinking water supply at Glen 
Cove, N.Y. /, . 84-20933 


Drinking water — Standards — New York 
(State) — Glen Cove. 
Removal of organic contaminants from 
the drinking water supply at Glen 
Cove, N.Y. /, 84-20933 


Do not order from index; see indicated entry 





Drinking water — United States — Analysis. 
Two methods for analyzing trihalometh- 
anes in drinking water by purge and 
trap and liquid-liquid extraction tech- 
niques /, 84-20952 


Droughts — United States. 

Prototypal application of a drought man- 
agement optimization procedure to an 
urban water supply system /, 84- 
20834 


Drug abuse — Florida. 

Effects of drug trafficking and drug 
abuse in the south Florida community : 
hearing before the Select Committee 
on Narcotics Abuse and Control, 
House of Representatives, Ninety- 
eighth Congress, first session, October 
12 and 13, 1983., 84-21701 


Drug abuse — United States. 
International study missions : 
report 1984 /, 84-21699 


Drug abuse — United States — Prevention. 
Idea exchange : helping teens turn down 
drugs, Action’s Drug Prevention Pro- 
gram., 84-20246 


Law enforcement report /, 84-21221 
Drug trade — United States — Statistics. 


1982 census of wholesale trade., 
20356 


Drugs — Analysis — Bibliography — 
Catalogs. 


summary 


84- 


FDA information for consumers : a cata- 
log of Food and Drug Administration 
publications, slide shows, and films., 
84-21115 


Drugs — Law and legislation — United 
States — Periodicals. 
CFR. 21, Food and drugs., 
84-21055 


Code of federal regulations., 
84-21055 


Food and drugs, 84-21054, 84-21055 


Drugs — Testing — Research — United 
States. 
Application of a human tumor colony 
forming assay to new drug screening., 
84-21095 


Dwellings — United States — Fires and fire 
prevention. 

Estimating effectiveness of state-of-the-art 
detectors and automatic sprinklers on 
life safety in residential occupancies /, 
84-20402 


84-21054, 


84-21054, 


Dwellings — United States — Heating and 
ventilation — Automatic control. 
Control algorithms for building manage- 
ment and control systems : hot deck/ 
cold deck/supply air reset, day/night 
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Dwellings U.S. Heating and ventilation 


setback, ventilation purging, and hot 
and chilled water reset /, 84-20408 


Atmospheric channel performance meas- 
urements at 10 to 100 GHz /, 84- 
20498 


E 


Earth — Crust. 
Vertical crustal movements in southern 
California, 1974 to 1978 /, 84-21139 


Earth movements — California. 
Vertical crustal movements in southern 
California, 1974 to 1978 /, 84-21139 


— Indiana. 
Geophysical investigations of the western 
Ohio-Indiana region /, 84-21566 


— Information services. 
Earthquake data services and publications 
(including Tsunami)., 84-20462 


Earthquakes — Ohio. 
Geophysical investigations of the western 
Ohio-Indiana region /, 84-21566 


Earthquakes and building — California — 

Fort Ord — Data processing. 

Preliminary analysis of the seismic vul- 
nerability of selected buildings at Fort 
Ord, California, using the rapid seismic 
analysis procedure., 84-20817 


Echo scattering layers. 
Frequency correlation of HF skywave 
ground backscatter Doppler spectra /, 
84-20439 


Echo scattering layers — Statistics. 
Statistics of HF skywave ground backs- 
catter Doppler spectra /, 84-20440 


Economic assistance, American. 

Improved management of Productive 
Credit Guaranty Program can mini- 
mize U.S. risk exposure and costs : 
report to the Administrator, Agency 
for International Development /, 84- 
21019 


Refugees, overseas aid and domestic ad- 
missions : March 30, 1984., 84-21318 


Economic assistance, American — Caribbean 
Area. 
Caribbean Basin business 
starter kit., 84-20502 
1984 Caribbean Basin initiative starter kit 


: a guide for Caribbean Basin firms /, 
84-20501 


Economic assistance, American — Liberia. 
Area development in Liberia : toward in- 
tegration and participation /, 84- 
21342 
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Economic assistance, Domestic — United 
States. 
Human Services Reauthorization Act : 
report (to accompany S. 2565)., 84- 
21426 


Overview of refugee situation in South- 
east Asia : hearing before the Subcom- 
mittee on Asian and Pacific Affairs of 
the Committee on Foreign Affairs, 
House of Representatives, Ninety- 
eighth Congress, second session, April 
5, 1984., 84-21668 


Edmund S. Muskie Federal Building 
(Augusta, Me.) 
An Act to Designate a Federal Building 
in Augusta, Maine, as the “Edmund S. 
Muskie Federal Building.”, 84-21081 


Education — Data processing. 

ERIC processing manual : rules and 
guidelines for the acquisition, selection, 
and technical processing of documents 
and journal articles by the various 
components of the ERIC network., 
84-20909 


Education — United States. 
A case study in the professionalization of 
nineteenth century teaching : Nathaniel 
T. Allen, 1823-1872, 84-20915 


Education — United States — Aims and 
objectives. 


Arts and education : report (to accompa- | 


ny H.J. Res. 452) (including cost esti- 
mate of the Congressional Budget 
Office)., 84-21534 


Education, Elementary — United States. 
Uses of the primary trait system : a col- 
laborative descriptive research project : 
writing research and resources project 
final report, 84-20912 


Education, Higher — United States — 
Curricula. 
At the crossroads : general education in 
community colleges /, 84-20916 


Education and state — United States. 

Arts and education : report (to accompa- 
ny H.J. Res. 452) (including cost esti- 
mate of the Congressional Budget 
Office)., 84-21534 


Education Day, U.S.A. 
Joint Resolution Designating April 13, 
1984, as “Education Day, U.S.A.”, 
84-21076 


Educational innovations — Congresses. 
Institutionalization : how can we contin- 
ue good practices and functions when 
funding ends? /, 84-20914 


Educational planning — Congresses. 
Institutionalization : how can we contin- 
ue good practices and functions when 
funding ends? /, 84-20914 
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Educational reports — United States. 
Learning Center Instructor Course : stu- 
dent workbook /, 84-20860 


Educational technology — United States. 

National Educational Software Act of 
1984 : report together with minority 
views (to accompany H.R. 4628, which 
on January 24, 1984, was referred 
jointly to the Committees on Education 
and Labor and Science and Technolo- 
gy) (including cost estimate of the 
Congressional Budget Office). 84- 
21485 


Effluent quality — Ohio — Cincinnati. 
Determination of dioxin levels in carbon 
reactivation process effluent streams /, 
84-20931 


El Salvador — Foreign relations — United 

States. 

Resolution of inquiry concerning the 
Central Intelligence Agency and death 
squads in El Salvador : adverse report 
(to accompany H. Res. 467)., 84- 
21464 


Electric capacity — 
Capacitance., 84-20852 


instruction. 


Electric circuits — Maintenance and repair 
— Handbooks, manuals, etc. 
Soldier’s manual : MOS 31N tactical cir- 
cuit controller, skill levels 1/2/3., 84- 
20656 


Trainer’s guide : MOS 31N tactical cir- 
cuit controller., 84-20657 


Electric furnaces — Environmental aspects 
— United States. 
Pilot demonstration of magnetic filtration 
with continuous media regeneration /, 
84-20956 


Electric household appliances industry — 
United States — Statistics — Periodicals. 
Current industrial reports., 84-20303 


Electric housewares and fans, 84-20303 


Electric industries — United States — 
Statistics. 
1982 census of manufactures., 


Electric machinery — Catalogs. 
Machining centers, way type machines, 
electrical and ultrasonic erosion ma- 
chines : FSC 3408, 3410., 84-20566 


Electric noise — Standards. 
A coaxial noise standard for the 1 GHz 
to 12.4 GHz frequency range /, 84- 
20386 


84-20283 


Electric power-plants — New York (State) 
— Safety measures. 
Safety evaluation report related to the 
operation of Shoreham Nuclear Power 
Station, Unit No. 1 : docket no. 50-322, 





October 1984 


Long Island Lighting Company., 
21552 ; 


84- 


Electric power-plants — United States. 

Need for new powerplants : hearing 
before the Subcommittee on Energy 
Conservation and Power of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety- 
eighth Congress, second session, on 
Congressional Research Service and 
Department of Energy electric utility 
reports, February 7, 1984., 84-21655 


Electric switchgear — Statistics. 
1982 census of manufactures., 84-20282 


Electric switchgear industry — United States 
— Statistics. 


1982 census of manufactures., 84-20282 


Electric testing — Equipment and supplies. 
Economic model of calibration improve- 
ments for automatic test equipment /, 
84-20381 


Electric water heaters. 
How to insulate your electric water 
heater., 84-21596 


Electroacoustic transducers. 
Electromagnetic-acoustic-transducer/ 
synthetic-aperture system for thick- 
weld inspection /, 84-20387 


Electrolytes. 
Electrolytic stripping of tin in an acid 
fluoborate electrolyte /, 84-21188 


Electromagnetic fields — Computer 
programs. 
Free-space propagation of light pulses /, 
84-20405 


Electromagnetic pulse — Computer 
programs. 
Free-space propagation of light pulses /, 
84-20405 


Electromagnetism — Addresses, essays, 
lectures. 
Residual-stress measurements using shear- 
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2614)., 84-21415 


Indians of North America — Washington 

(State) — Government relations. 

H.R. 3376—S. 1979 : hearing before the 
Select Committee on Indian Affairs, 
United States Senate, Ninety-eighth 
Congress, second session, on H.R. 3376 
.. S. 1979 ... March 15, 1984, Washing- 
ton, D.C., 84-21681 


Industrial accidents — United States — 
Investigation. 
Mishap investigation, reporting and rec- 
ordkeeping (RCS: 1146-DOL-XX, DD- 
M (A)1446)., 84-20526 


Industrial accidents — United States — 

Statistics. 

Evaluating your firm’s injury & illness 
record, 1982 : manufacturing indus- 
tries, $4-21260 

Injuries in the logging industry., 
21249 


Injuries resulting from falls from eleva- 


tions., 84-21248 


84- 


Industrial capacity — United States — 
Statistics. 
Federal Reserve measures of capacity 


and capacity utilization., 84-20991 


Industrial equipment — United States — 
Catalogs. 
Environmental chambers 


84-20552 
Machining centers, way type machines, 
electrical and ultrasonic erosion ma- 
chines : FSC 3408, 3410., 84-20566 
Marking, assembly and miscellaneous in- 


dustry machinery : FSC 3611, 3693, 
and 3695., 84-20559 


: FSC 6636., 


Industrial equipment — United States — 
Maintenance and repair — Catalogs. 
Miscellaneous maintenance and repair 

shop specialized equipment FSC 
4940., 84-20561 


Industrial hygiene — United States — 
Statistics. 
Evaluating your firm’s injury & illness 
record, 1982 : manufacturing indus- 
tries, 84-21260 





— United States. 
Industrial policy movement in the United 
States : is it the answer? : a staff study 


/, %4-21641 
Industrial safety. 
Hand and power tools., 84-21262 


Job hazard analysis : a tool to a safer, 


more healthful workplace., 84-21261 


Industrial statistics. 
BLS handbook of methods., 84-21247 


Industrial supply houses — Statistics. 
1982 census of wholesale trade., 


20352 


84- 


Industry — Security measures — United 
States. 
Industrial security manual for safeguard- 
ing classified information., 84-20531 


Industrial security regulation., 84-20515 


Industry and state — United States. 
Industrial policy movement in the United 
States : is it the answer? : a staff study 
/, %4-21641 


The Land Remote-Sensing Commercial- 
ization Act of 1984—H.R.4836 and 
H.R. 5155 : hearing before the Sub- 
committee on Natural Resources, Agri- 
culture Research, and Environment 
and the Subcommittee on Space Sci- 
ence and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety- 
eighth Congress, second session, March 
6, 1984., 84-21709 


Infants (Newborn) — Care and hygiene — 
United States — Handbooks, manuals, etc. 
Handbook of postpartum & infant care., 

84-20842 


Information storage and retrieval systems. 
Addition of coal mining regulations to 
the computer-aided environmental leg- 
islative data system (CELDS) /, 84- 
20832 


An interactive soils information system 


users manual /, 84-20826 


Information storage and retrieval systems — 
Handbooks, manuals, etc. 
Current awareness literature service 


(CALS) : user’s guide., 84-20218 


Information storage and retrieval systems — 
Hospitals. 
Automated source data collection system 


desk guide : uniform chart of accounts., 
84-20516 


Insecticides. 
Insecticides for the southern pine beetle., 
84-20216 
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Institute for Computer Sciences and 
Technology — Bibliography — Catalogs. 
The Computer science and technology 

series., 84-20385 


Instructional materials centers — United 
States. 
U.S. Naval Audiovisual Center : your re- 


source for audiovisual support., 84- 
20856 


Instrument flying. 
Oculometric indices of simulator and air- 
craft motion /, 84-21300 


Instrument landing systems. 
Ocuiometric indices of simulator and air- 
craft motion /, 84-21300 


Insulation (Heat) 


How to insulate your electric water 
heater., 84-21596 


Insurance, Disability — Illinois. 

Social security disability reviews : the 
human costs : hearing before the Spe- 
cial Committee on Aging, United 
States Senate, Ninety-eighth Congress, 
second session., 84-21599 


Insurance, Disability — United States — 

Periodicals, 

Annual report of the Board of Trustees 
of the Federal Old-age and Survivors 
Insurance and Disability Insurance 
Trust Funds (1984), 84-21448 


Annual report of the Board of Trustees 
of the Federal Old-age and Survivors 
Insurance and Disability Insurance 
Trust Funds : communication from the 
Board of Trustees, Federal Old-age 
and Survivors Insurance and Disability 
Insurance Trust Fund transmitting the 
annual report of the Board, pursuant to 
SSA, sec.201(c)(2)., 84-21448 


Insurance, Flood — Alabama — Chilton 
County. 
Flood insurance study : Chilton County, 
Alabama, unincorporated areas., &4- 


20968 


Insurance, Flood — Alabama — Lowndes 
County. 
Flood insurance 
County, Alabama, 
areas., 84-20969 


Insurance, Flood — California — Alameda 
County. 
Flood insurance study : city of Pleasan- 
ton, California, Alameda County., 84- 
20970 


Lowndes 


study : 
unincorporated 


Insurance, Flood — California — Santa 
Cruz County. 
Flood insurance study : city of Watson- 
ville, California, Santa Cruz County., 
84-20971 
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Insurance, Flood Georgia Rockdale County. 


Insurance, Flood — Georgia — Rockdale 
insurance study 
County, Georgia, 
areas., 84-20972 


Rockdale 
unincorporated 


Insurance, Flood — Illinois —- Coles County. 
Flood insurance study : city of Charles- 
ton, Illinois, Coles County., 84-20973 


Insurance, Flood — Louisiana — Rapides 
Parish. 
Flood insurance study : Rapides Parish, 
Louisiana (unincorporated areas)., 84- 
20974 


Insurance, Flood — Maryland — Calvert 
County. 
Flooc insurance study : Calvert County, 
Maryland, unincorporated areas., 84- 
20975 


Insurance, Flood — Maryland — Queen 
Anne’s County. 
Flood insurance study : Queen Annes 
County, Maryland, unincorporated 
areas., 84-20976 


Insurance, Flood — Maryland — Talbot 
County. 
Flood insurance study : town of Easton, 
Maryland, Talbot County., 84-20977 


Insurance, Flood — Maryland — Wicomico 
County 


Flood insurance study : city of Salisbury, 
Maryland, Wicomico County., 84- 
20978 


Flood insurance study : town of Tisbury, 
Massachusetts, Dukes County., 84- 
20979 


Insurance, Flood — Pennsylvania — Blair 
County. 
Flood insurance study : borough of Dun- 
cansville, Pennsylvania, Blair County., 
84-20980 


Insurance, Flood — Tennessee — 
Montgomery County. 
Flood insurance study 

County, Tennessee, 
areas., 84-20981 


: Montgomery 
unincorporated 


Insurance, Flood — Tennessee — Robertson 


insurance 
County, 
areas., 


Robertson 
unincorporated 


study 
Tennessee, 
84-20982 


Insurance, Flood — Texas — Bexar County. 
Flood insurance study : city of Castle 
Hills, Texas, Bexar County., 84-20983 


Insurance, Flood — Vermont — Caledonia 
County. 
Flood insurance study : town and village 
of Hardwick, Vermont, Caledonia 
County., 84-20984 
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Insurance, Flood — West Virginia — 
McDowell County. 
Flood insurance study : city of Iaeger. 
West Virginia, McDowell County., 
84-20986 


Flood insurance study : town of Davy, 
West Virginia, McDowell County., 
84-20985 


Flood insurance study 
West Virginia, 
84-20987 


: town of War, 
McDowell County., 


Insurance, Flood — Wisconsin — Jefferson 
County. 
Flood insurance study : Jefferson County, 
Wisconsin, unincorporated areas., 84- 
20988 


Insurance, Flood — Wisconsin — Outagamie 
County. 
Flood insurance 
County, 
areas)., 


study 
Wisconsin 
84-20989 


Outagamie 
(unincorporated 


*Insurance, Health 


CHAMPUS handbook., 84-20530 


Insurance, Health — United States. 
Estimation and sampling procedures in 
the NMCES insurance surveys /, 84- 
21121 


Insurance, Health — United States — 
Handbooks, manuals, etc. 
CHAMPUS handbook., 84-20530 

Insurance, Unemployment — United States. 
Railroad Retirement and Unemployment 

Insurance Solvency Act of 1983 : hear- 
ing before the Committee on Labor 
and Human Resources, United States 
Senate, Ninety-eighth Congress, first 
session, on S. 1076 ... April 19, 1983., 
84-21693 


Insurance, Unemployment — United States 

— Auditing and inspection. 

An assessment of random audit : a new 
Department of Labor program to im- 
prove the accuracy of unemployment 
insurance benefit payments : report to 
the Secretary of Labor /, 84-21012 


Insurance, War risk — United States. 
Amending Title XII of the Merchant 
Marine Act, 1936 : report (to accompa- 
ny H.R. 5505) (including cost estimate 
of the Congressional Budget Office)., 
84-21483 


Insurance policies — Taxation — United 

States. 

Tax treatment of life insurance products 
and policyholders : hearing before the 
Committee on Finance, United States 
Senate, Ninety-eighth Congress, second 
session, on S.1992, January 31, 1984., 
84-21659 
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Intakes (Hydraulic engineering) 
Lake water intakes under icing conditions 
/, 84-20793 


Integrated logistic support. 
Integrated logistic support : developmen- 
tal supportability test and evaluation 
guide., 84-20726 


Logistics, funding for integrated logistics 
support (ILS)., 84-20603 


Intelligence service — United States. 

Central Intelligence Agency Information 
Act : report (to accompany H.R. 5164 
which on March 15, 1984, was referred 
jointly to the Permanent Select Com- 
mittee on Intelligence and the Commit- 
tee on Government Operations)., 84- 
21474 


Intelligence Authorization Act for fiscal 


year 1985 : report (to accompany H.R. 
5399)., 84-21482 


Interest — United States. 

Credit card surcharge ban : hearing 
before the Subcommittee on Consumer 
Affairs and Coinage of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, Ninety- 
eighth Congress, second session, on 
H.R. 5026 ... S. 2336 ... March 27, 
2984., 84-21620 


Internal combustion engines — Statistics. 
1982 census of manufactures., 84-20277 


Internal combustion engines — Statistics — 
Periodicals. 
Current industrial reports., 84-20302 


Internal combustion engines, 84-20302 


Internal combustion engines — Testing. 
Calibration procedure for internal com- 
bustion engine tester (general)., 84- 
20735 


Internal revenue law — United States — 
Periodicals. 
CFR. 26, Internal revenue, 
84-21059, 84-21060 


Code of federal regulations., 
84-21059, 84-21060 


Internal revenue, 84-21058, 84-21059, 
84-21060 


84-21058, 


84-21058, 


International agencies — United States. 
International Organizations Public Proce- 
dures Act : hearing before the Commit- 
tee on Foreign Relations, United States 
Senate, Ninety-eighth Congress, second 
session, on S. 1910 ... April 12, 1984., 
84-21672 


International Brotherhood of Boilermakers, 
Iron Shipbuilders, Blacksmiths, Forgers, 
and Helpers. 

Oversight on Boilermakers, 1983 : hear- 
ings before the Committee on Labor 
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and Human Resources, United States 
Senate, Ninety-eighth Congress, first 
session, on examination on alleged ille- 
gal sales of union memberships or 
books to unqualified welders by offi- 
cials of local chapters of the Interna- 
tional Brotherhood of Boilermakers, 
Iron Shipbuilders, Blacksmiths, Forg- 
ers, and Helpers., 84-21692 


International cooperation — Research grants 

— United States. 

USIA has taken action to improve the 
management of the Private Sector Pro- 
gram : report to the Chairman and 
ranking minority member, Senate Com- 
mittee on Foreign Relations /, 84- 
21021 


International economic relations. 

Prospects for the London economic 
summit : joint hearings before the Sub- 
committees on Europe and the Middle 
East and on International Economic 
Policy and Trade of the Committee on 
Foreign Affairs, House of Representa- 
tives, and the Subcommittee on Eco- 
nomic Goals and Intergovernmental 
Policy of the Joint Economic Commit- 
tee, Congress of the United States, 
Ninety-eighth Congress, second ses- 
sion, May 14 and 30. 1984., 84-21664 


Interstate agreements — California. 
Consenting to the Goose Lake Basin 
Compact between the states of Califor- 
nia and Oregon : report (to accompany 
S. 1135) (including cost estimate of the 
Congressional Budget Office)., 84- 
21532 


Interstate agreements — Oregon 
Consenting to the Goose 


Lake Basin 
Compact between the states of Califor- 
nia and Oregon : report (to accompany 
S. 1135) (including cost estimate of the 


Congressional Budget 


Office)., 
21532 


84- 


Interstate commerce. 

Automobile odometer modification 
hearing before the Subcommittee on 
Surface Transportation of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-eighth Congress, second ses- 
sion, on S. 1407 ... April 12, 1984., 84- 
21631 


Inventors — United States — Biography. 
The National Inventors Hall of Fame : 
dedicated to the spirit of invention., 
84-20418 


Inventory control — Periodicals. 

Report to Congress of the Department of 
Defense in accordance with section 
2455, Title 10, U.S.C. of the Defense 
Cataloging and Standardization Act of 
1952 : report of the Investigations Sub- 





Judicial review of administrative acts U.S. 


committee of the Committee on Armed 
Services, United States House of Rep- 
resentatives., 84-21617 


Investments, American — Caribbean Area. 
Caribbean Basin business information 
starter kit., 84-20502 


1984 Caribbean Basin initiative starter kit 
: a guide for Caribbean Basin firms /, 
84-20501 


Investments, Foreign — Taxation — United 

States. 

Description of S. 1915 relating to tax 
treatment of foreign investment in U.S. 
real property : scheduled for a hearing 
before the Committee on Finance on 
June 19, 1984 /, 84-21719 


Iodine. 
The chemical behavior of iodine in aque- 
ous solutions up to 150°C /, 84-21572 


Ionizing radiation — Measurement. 
Calibration handbook : ionizing radiation 
measuring instruments /, 84-20517 


Ionosphere — Observations — Data 


High frequency radar software reference 
manual for product two /, 84-20437 


Ireland — Description and travel. 
Background notes, Ireland., 84-21328 


Iron, Structural — Handbooks, manuals, etc. 
Sheet metal, structural iron & welding 
handbook engineered performance 
standards for real property mainte- 
nance activities., 84-20525 


Iron industry and trade — Pennsylvania — 
History. 
Hopewell Furnace : a guide to Hopewell 
Village National Historic Site, Pennsyl- 
vania /, 84-21206 


Islands of the Indian Ocean. 
Indian Ocean, five island countries /, 
84-20721 


Israel — Commercial treaties. 
Authority for trade agreements with 
Israel and Canada : report (to accom- 

pany S. 2746)., 84-21441 


J 


J. Percy Priest Lake (Tenn.) 
J. Percy Priest Lake., 84-20813 


James River (N.D. and S.D.) 
A preliminary assessment of the hydro- 
logic characteristics of the James River 
in South Dakota /, 84-21165 


Japan — Foreign economic relations — 
United States. 


US-Japanese trade., 84-21341 
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Japan — Foreign relations — United States. 
Taking stock of U.S.-Japan relations : 
June 12, 1984., 84-21326 


Japan — Foreign relations — United States 
— Addresses, essays, lectures. 
The near west, America and the Pacific : 
May 9, 1984., 84-21320 


Jefferson National Forest. 

Designating certain national forest system 
lands in the state of Virginia as wilder- 
ness, and for other purposes : report (to 
accompany H.R. 5121 which on March 
14, 1984 was referred jointly to the 
Committees on Interior and Insular Af- 
fairs and Agriculture)., 84-21465 


Jet planes — Fuel. 
Project, Rivet Shale : Air Force synfuels 
shale oil program., 84-20889 


Jetties. 
Weir jetty performance : hydraulic and 
sedimentary considerations : hydraulic 
model investigation /, 84-20777 


Jewelry trade — United States — Statistics. 
1982 census of wholesale trade, 84- 
20354 


Job vacancies — United States. 
Nationwide job opportunities., 84-20990 


John F. Kennedy Center for the Performing 
Arts (U.S.) — Appropriations and 
expenditures. 

Nonperforming arts functions of the John 
F. Kennedy Center : report (to accom- 
pany H.R. 5281) (including cost esti- 
mate of the Congressional Budget 
Office)., 84-21499 


John G. Fary Tower (Chicago, Ill.) 

An Act to Designate the Air Traffic 
Control Tower at Midway Airport, 
Chicago, as the “John G. Fary 
Tower.”, 84-21072 


Joints (Engineering) 
Prestressed pavement., 


Judges — United States. 

Nomination of Sherman E. Unger : hear- 
ing before the Committee on the Judi- 
ciary, United States Senate, Ninety- 
eighth Congress, first session, on the 
confirmation of Sherman E. Unger to 
be a judge for the United States Court 
of Appeals for the Federal Circuit ...., 
84-21691 


84-21365 


Judicial review of administrative acts — 

United States. 

Selection of court of appeals in multiple 
appeals of agency orders : report (to 
accompany H.R. 5365) (including cost 
estimate of the Congressional Budget 
Office)., 84-21521 
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Jukeboxes Licenses U.S. 


Jukeboxes — Licenses — United States. 
Recordation and certification of coin-op- 
erated phonorecord players : [symbol 
for section] 201.16, 37 C.F.R.., 84- 
21278 


Junior high school students — United States. 
Uses of the primary trait system : a col- 
laborative descriptive research project : 
writing research and resources project 
final report, 84-20912 


Jurisdiction — United States. 
Act to Continue the Transition Provi- 
sions of the Bankruptcy Act Until May 
1, 1984, and for Other Purposes, 84- 
21065 


Federal Computer Systems Protection 
Act : hearing before the Subcommittee 
on Civil and Constitutional Rights of 
the Committee on the Judiciary, House 
of Representatives, Ninety-seventh 
Congress, second session, on H.R. 3970 
... September 23, 1982., 84-21686 


Provisions of the Bankruptcy Act., 
21065 


84- 


Juvenile delinquency — United States — 

Prevention. 

Juvenile Justice, Runaway Youth, and 
Missing Children’s Amendments of 
1984 : report together with supplemen- 
tal views (to accompany H.R. 4971) 
(including cost estimate of the Con- 
gressional Budget Office)., 84-21481 


K 


Kaolin — Caribbean Area. 
Kaolin, refractory clay, ball clay, and 
halloysite in North America, Hawaii, 
and the Caribbean region /, 84-21163 


Kaolin — Hawaii. 
Kaolin, refractory clay, ball clay, and 
halloysite in North America, Hawaii, 
and the Caribbean region /, 84-21163 


Kaolin — North America. 
Kaolin, refractory clay, ball clay, and 
halloysite in North America, Hawaii, 
and the Caribbean region /, 84-21163 


Katmai National Monument (Alaska) 
The limnetic zooplankton of lakes in 
Katmai National Monument, Alaska /, 
84-20946 


Kentucky — Industries — Periodicals. 
County business patterns, Kentucky., 
84-20321 


Kentucky — Public lands. 

Areawide environmental assessment on 
the development of a NEPA compli- 
ance strategy for new source coal 
mining activity in the western Ken- 
tucky coal field /, 84-20920 
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Kidnapping, Parental — United States. 
Missing Children’s Assistance Act of 
1983 : report of the Committee on the 
Judiciary, United States Senate, on S. 
2014., 84-21433 


Kidneys — Cancer. 


Cancer of the kidney., 84-21100 


Korea (North) — Description and travel. 
Background notes, (North) Korea., 
21330 


84- 


Korean War, 1950-1953 — United States — 
Addresses, essays, lectures. 
Command crisis : MacArthur and the 
Korean War /, 84-20902 


L 


Labels. 
Advertising, packaging, & labeling : re- 
sponsive business approaches to con- 
sumer needs /, 84-20247 


Labor and laboring classes — United States. 
Fact sheet for the current population 
survey., 84-20253 


Labor and laboring classes — United States 
— Statistical services. 
BLS handbook of methods., 84-21247 


Labor and laboring classes — United States 

— Statistics. 

Lifetime work experience and its effect 
on earnings : retrospective data from 
the 1979 income survey development 
program /, 84-20305 


1980 census of population., 84-20333 


Labor laws and legislation — United States 

— Cases. 

Decisions and orders of the National 
Labor Relations Board., 84-21293 


Labor laws and legislation — United States 
— Periodicals. 
CFR. 20, Employees’ benefits, 84-21053 


Code of federal regulations., 84-21053 
Employees’ benefits, 84-21053 


Labor productivity — Study and teaching — 
United States. 
Work planning and control systems : de- 
fense management joint course : course 
book., 84-20757 


Work planning and control systems : de- 
fense management joint course : work 
book., 84-20758 


Labor productivity — United States. 
Implementing a productivity program : 
points to consider /, 84-20587 


Labor supply — United States — 
Periodicals. 
Occupational outlook handbook /, 
21259 


84- 
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Labor supply — United States —- Statistics. 
1980 census of population., 84-20333 


Laboratories — United States — Equipment 
and supplies — Catalogs. 
Chemical analysis and laboratory instru- 
ments., 84-20557 


Laboratory of Neurosciences (U.S.) 
National Institute on Aging : Laboratory 
of Neurosciences., 84-21114 


Ladders — Safety measures. 
Improved personnel access for surface 
mining equipment /, 84-21193 


Lake renewal — Canada — Congresses. 
Lake restoration, protection, and manage- 
ment proceedings of the second 
annual conference, North American 
Lake Society, October 26-29, 1982, 
Vancouver, British Columbia. 84- 
20919 


Lake renewal —- United States —- 

Congresses. 

Lake restoration, protection, and manage- 
ment proceedings of the second 
annual conference, North American 
Lake Society, October 26-29, 1982, 
Vancouver, British Columbia., 84- 
20919 


Lakes. 
Principal rivers and lakes of the world /, 
84-20492 


Lakes — Virginia. 

To prohibit the Secretary of the Army 
from issuing certain permits in connec- 
tion with a proposed water pipeline 
project until an environmental impact 
statement for that project has been 
completed : hearing before the Sub- 
committee on Water Resources of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, on H.R. 4317 .. February 8, 
1984., 84-21707 


Lampreys. 

Amending the Wild and Scenic Rivers 
Act to permit the control of the lam- 
prey eel in the Pere Marquette River : 
report (to accompany H.R. 3472) (in- 
cluding the cost estimate of the Con- 
gressional Budget Office)., 84-21467 


Lance (Missile) — Maintenance and repair 
— Handbooks, manuals, etc. 
Soldier’s manual : lance system repairer, 
skill levels 1,2,3, MOS 27L., 84-20643 


Trainer’s guide : lance system repairer, 
MOS 27L., 84-20644 


Land titles — Registration and transfer — 
Capitol Hill (Washington, D.C.) 
Acquisition of property for United States 

Capitol grounds : report together with 
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minority views (to accompany H.R. 
2896) (including cost estimate of the 
Congressional Budget Office)., 84- 
21497 


Land titles — Registration and transfer — 

United States. 

The Barrow Gas Field Transfer Act of 
1984 : report (to accompany H.R. 
5740) (including cost estimate of the 
Congressional Budget Office)., 84- 
21533 


White Sands Missile Range, New Mexico 
: hearing before the Subcommittee on 
Public Lands and Reserved Water of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-eighth Congress, first session, 
on acquistion of land and acquistion 
and termination of grazing permits or 
licenses issued by the Bureau of Land 
Management pursuant to the Taylor 
Grazing Act (43 U.S.C. 315 et seq) at 
the White Sands Missile Range, New 
Mexico, Novemver 15, 1983., 84- 
21651 


Land titles — Registration and transfer — 

Virginia — Craig County. 

Conveyance of national forest system 
land to Craig County, Va. : report (to 
accompany H.R. 5183) (including Con- 
gressional Budget Office cost esti- 
mate)., 84-21544 


Land use — Planning — Michigan — 
Mecosta County. 
Soil survey of Mecosta County, Michigan 
/, %84-20229 


Land use — Planning — Minnesota — 
Houston County. 
Soil survey of Houston County, Minneso- 
ta/, 84-20227 


Land use — Planning — Missouri — Butler 
County. 
Soil survey of Butler County and part of 
Ripley County, Missouri /, 84-20225 


Land use — Planning — Missouri — Ripley 
County. 

Soil survey of Butler County and part of 

Ripley County, Missouri /, 84-20225 


Land use — Planning — Utah — Juab 
County. 
Soil survey of Fairfield-Nephi area, Utah 
: b parts of Juab, Sanpete, and Utah 
Counties /, 84-20226 


Land use — Planning — Utah — Sanpete 
County. 
Soil survey of Fairfield-Nephi area, Utah 
: b parts of Juab, Sanpete, and Utah 
Counties /, 84-20226 
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Land use — Planning — Utah — Utah 
County. 
Soil survey of Fairfieid-Nephi area, Utah 
: b parts of Juab, Sanpete, and Utah 
Counties /, 84-20226 


Land use — United States — Directories. 
Compendium of administrators of land 
use and related programs., 84-20822 


Landsat satellites. 
Land Remote-Sensing Commercialization 
Act report (to accompany H.R. 
5155)., 84-21414 


Landsat satellites — Economic aspects — 

United States. 

The Land Remote-Sensing Commercial- 
ization Act of 1984—H.R.4836 and 
H.R. 5155 : hearing before the Sub- 
committee on Natural Resources, Agri- 
culture Research, and Environment 
and the Subcommittee on Space Sci- 
ence and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety- 
eighth Congress, second session, March 
6, 1984., 84-21709 


Laos — Description and travel. 
Background notes, Laos., 84-21329 


Lasers. 
Suggested state regulations for control of 
radiation /, 84-21117 


Lathes — Catalogs. 


Metalworking lathes., 84-20571 


Launch vehicles (Astronautics) 

Commercial Space Launch Act : report 
(to accompany H.R. 3942) (including 
cost estimate of the Congressional 
Budget Office)., 84-21520 


Law enforcement — United States. 

Federal antitrust enforcement and its 
impact on small business : hearing 
before the Committee on Small Busi- 
ness, United States Senate, Ninety- 
eighth Congress, second session, on 
federal antitrust enforcement and its 
impact on small business, February 7, 
1984., 84-21717 


IRS criminal investigation in action., 
21351 


84- 


Law enforcement — United States — 
Handbooks, manuals, etc. 
Law enforcement policy and guideline : 
release no. 2., 84-21203 


Law reporting — United States — 
Handbooks, manuals, etc. 
Soldier’s manual and trainer’s guide MOS 
TIE, skill levels 2/3/4/5, court report- 
er., 84-20669 


Lead compounds — Mathematical models. 
Development of a model to predict the 
adsorption of lead from solution on a 
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/, 84 


Leadership. 


Leadership in organizations., 84-20853 


Leadership training : a manual for train- 
ing teachers to be leaders in profession- 
al development /, 84-20908 


Leases — United States. 

S. 1871—S. 1967 : hearing before the 
Select Committee on Indian Affairs, 
United States Senate, Ninety-eighth 
Congress, second session, on S. 1871 ... 
S. 1967 ... March 7, 1984, Washington, 
D.C., 84-21682 


Least squares — Data processing. 
HEART OF GOLD : computer routines 
for large, sparse, least squares computa- 
tions /, 84-20450 


Leather industry and trade — United States 
— Statistics. 
1982 census of manufactures., 84-20270 


Legal assistants. 
Legal clerk MOS 71D : soldier’s manual, 
skill levels 4/5., 84-20668 


Legal assistants — Handbooks, manuals, etc. 
Legal clerk, MOS 71D : soldier’s manual, 
skill levels 1/2/3, and trainer’s guide 

for MOS 71D., 84-20667 


Lenses — Programmed instruction. 
Lenses., 84-20848 


Leukemia. 
What you need to know about adult leu- 
kemia., 84-21096 


Leukemia in children. 
What you need to know about childhood 
leukemia., 84-21097 


Liability for hazardous substances pollution 
damages — United States. 

Superfund Expansion and Protection Act 
of 1984 : report together with dissent- 
ing, additional, and supplementary 
views (to accompany H.R. 5640 ... re- 
ferred jointly to the Committee on 
Energy and Commerce and Public 
Works and Transportation for a period 
ending not iater than July 24, 1984; and 
to the Committee on Ways and Means) 
(including cost estimate of the Con- 
gressional Budget Office)., 84-21548 


Liberia — Economic conditions, 
Area development in Liberia : toward in- 
tegration and participation /, 84- 
21342 


Library of Congress — Catalogs and 
collections. 
Three masters : the stringed instrument 
collection in the Library of Congress /, 
84-21264 
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Library of Congress. Copyright Office. 
Privacy act, policies and procedures : 
204, 37 C.F.R., 84-21284 


Light water reactors — Safety measures — 
Periodicals. 
Light water reactor safety research pro- 
gram., 84-21581 


Light water reactors — United States. 
COBRA-NC post-test predictions for 
HDR containment steam blowdown 
test V44 (International standard prob- 
lem 16) /, 84-21583 


Light water reactor pressure vessel sur- 
veillance dosimetry improvement pro- 
gram /, 84-21567 


Use of neutron noise for diagnosis of in- 
vessel anomalies in light-water reactors 
/, 84-21568 


Light water reactors — United States — 
Safety measures. 
Dose calculations for severe LWR acci- 
dent scenarios /, 84-21562 


Nuclear fuel cycle risk assessment : pro- 
gram summary through fiscal year 
1983 /, 84-21579 


Lime industry — United States — Statistics. 
1982 census of manufactures., 84-20271 


Limestone — Montana. 

Relationship of porosity and permeability 
to petrology of the Madison limestone 
in rock cores from three test wells in 
Montana and Wyoming /, 84-21154 


Limestone — Northwestern States. 

Apparent water resistivity, porosity, and 
water temperature of the Madison 
Limestone and underlying rocks in 
parts of Montana, Nebraska, North 
Dakota, South Dakota, and Wyoming 
/, 84-21155 


Limestone — Wyoming. 

Relationship of porosity and permeability 
to petrology of the Madison limestone 
in rock cores from three test wells in 
Montana and Wyoming /, 84-21154 


Lincoln National Forest (N.M.) 
A Classification of forest habitat types of 
the Lincoln National Forest, New 
Mexico /, 84-20207 


Liquid chromatography. 
Application of a spray deposition method 
for reversed phase liquid chromatogra- 
phy-mass spectrometry /, 84-20961 


Lithium — Statistics — Periodicals. 
Lithium, 84-21198 


Preprint from the ... 
Minerals yearbook., 


Bureau of Mines 
84-21198 


Lithography — United States — Statistics. 
1982 census of manufactures., 84-20266 


Page 1-312 





Loans — United States — Government 


guaranty. 

S. 2069, a bill to amend the Small Busi- 
ness Act in order to permit the SBA to 
approve combined 7(a) regular business 
loans and 502/503 development compa- 
ny loans which exceed $500,000 : hear- 
ing before the Committee on Small 
Business, United States Senate, Ninety- 
eighth Congress, second session, on S. 
2069 ... May 1, 1984., 84-21718 


Small Business Secondary Market Im- 
provement Act of 1984 : report (to ac- 
company H.R. 4773) (including cost es- 
timate of the Congressional Budget 
Office)., 84-21541 


Targeting Farmers Home Administration 
section 502 housing loans : hearing 
before the Subcommittee on Housing 
and Community Development of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-eighth Congress, second 
session, March 28, 1984., 84-21622 


Veterans’ home loan guaranty program : 
hearing before the Subcommittee on 
Housing and Memorial Affairs of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, second session, March 19, 1984., 
84-21722 


Lobbying — United States. 

The new proposed revisions to OMB Cir- 
cular A-122 : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, November 10, 1983., 84-21676 


Local finance — United States. 

The fiscal dilemma facing local govern- 
ment : hearing before the Joint Eco- 
nomic Committee, Congress of the 
United States, Ninety-eighth Congress, 
second session, January 23, 1984., 84- 
21639 


Local government — United States. 
Individual state descriptions., 84-20589 


Local transit — Planning — United States. 
Short-range public transportation im- 
provements : final report /, 84-21359 


Logging — United States — Accidents — 
Statistics. 
Injuries in the logging industry., 
21249 


Logistics — Handbooks, manuals, etc. 

DoD LOGDESMAP : Department of 
Defense logistics data element stand- 
ardization and management program 
procedures., 84-20546 


User guide : Department of Defense Lo- 
gistics Data Resource Management 
System (DoD LOGDRMS)., 84- 
20547 


84- 
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Long-term care of the sick — New Jersey. 
Meeting the present and future needs for 
long-term care : hearing before the 
Special Committee on Aging, United 
States Senate, Ninety-eighth Congress, 
second session, Jersey City, N.J., Feb- 
ruary 27, 1984., 84-21601 


Long-term care of the sick — United States. 
Differences among black, Hispanic, and 
white people in knowledge about long- 
term care services /, 84-21126 


Long-term care : need for a national 
policy : hearing before the Subcommit- 
tee on Health and Long-Term Care of 
the Select Committee on Aging, House 
of Representatives, Ninety-eighth Con- 
gress, first session, December 15, 1983, 
San Francisco, Calif., 84-21605 


Looe Key National Marine Sanctuary (Fla.) 
Looe Key National Marine Sanctuary 
management plan /, 84-20457 


Loup River (Neb.) 

Hydrogeology of parts of the Central 
Platte and Lower Loup natural re- 
sources districts, Nebraska /, 84- 
21171 


Low-fat diet. 


Fat restricted diet., 84-20890 


Lungs — Diseases — United States — 
Periodicals. 
Report of the Director, National Heart, 
Lung, and Blood Institute., 84-21105 


M 


Machine-guns — Maintenance and repair — 
Handbooks, manuals, etc. 
Operator’s manual machine gun, 
5.56MM, M249 (1005-01-127-7510)., 
84-20606 


Machine shops — Handbooks, manuals, etc. 
Machine shop, machine repairs handbook 
: engineered performance standards for 
real property maintenance activities., 
84-20521 


Machine-tools — Catalogs. 
Miscellaneous machine tools : FSC 3419., 
84-20567 


Portable machine tools and machine tool 
accessories., 84-20554 


Secondary metal forming and cutting ma- 
chines : FSC 3441, 3442, 3443, 3445, 
3446, 3447, 3448, 3449., 84-20570 


Machinery — Trade and manufacture — 
United States — Statistics. 
1982 census of manufactures., 84-20273, 
84-20277 


1982 census of wholesale trade., 
20351 


84- 
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Machinery, Automatic. 
Computerized manufacturing automation 
employment, education, and the 
workplace., 84-21588 


Machinists — United States. 
Aviation machinist’s mate 2 /, 84-20862 


Maine — Population — Statistics. 
Estimates of the population of Maine 
counties and metropolitan areas : July 
1, 1981, and 1982 (provisional)., 84- 
20309 


Maintainability (Engineering) 


Is maintenance unique??? /, 84-21597 


Maintenance. 
Is maintenance unique??? /, 84-21597 


Makah Indians — Land tenure. 

H.R. 3376—S. 1979 : hearing before the 
Select Committee on Indian Affairs, 
United States Senate, Ninety-eighth 
Congress, second session, on H.R. 3376 
.. S. 1979 ... March 15, 1984, Washing- 
ton, D.C., 84-21681 


Management. 
Management concepts and practices /, 
84-20543 


Management — Study and teaching — 
United States. 
Elements of management analysis : 
dent manual., 84-21312 


stu- 


Management information systems. 
JOIN leader’s manual., 84-20733 


uals, 
MCL user manual., 84-20722 


Mobilization cross-leveling (MCL) user 
manual., 84-20723 


Manganese — Environmental aspects — 

United States. 

A literature review on occurrence and 
methodology for determination of 
nickel, chromium, manganese, and ar- 
senic species in air /, 84-20953 


Manpower policy — United States. 
Industrial policy movement in the United 
States : is it the answer? : a staff study 
/, %84-21641 


Manpower and equipment control : man- 
power staffing standards system., 84- 
20598 


Manufactures — Catalogs. 
G.S.A. supply catalog, 


GSA supply catalog., 


84-21050 
84-21050 


Maps, Military — History. 
MC&G : mapping — charting — geodesy 
: a brief history of U.S. military map- 
making, and the first decade of the De- 
fense mapping agency., 84-20533 





Margaret Chase Smith Federal Building 

(Bangor, Me.) 

An Act to Designate a Federal Building 
in Bangor, Maine, as the “Margaret 
Chase Smith Federal Building.”, 84- 
21082 


Marinaccio, Charles L., 1933- 

Nomination of Charles L. Marinaccio and 
Aulana Louise Peters : hearing before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-eighth Congress, second 
session, on the nominations of Charles 
L. Marinaccio, to be a commissioner of 
the Securities and Exchange Commis- 
sion for the remainder of the term ... 
May 16, 1984., 84-21624 


Marine accidents. 

Marine casualty report : MV Inca Tupac 
Yupanqui, TB Panama City, Tug Capt. 
Norman; collision in the lower Missis- 
sippi River on 30 August 1979 with 
loss of life /, 84-21387 


Marine ecology — Washington (State) 
Technical development plan, fiscal year 
1982 : MESA Puget Sound Project /, 
84-20423 


Marine mammals — Law and legislation — 

United States. 

Marine Mammal Protection Act authori- 
zation for fiscal years 1985-1988 
report (to accompany H.R. 4997) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 84-21488 


Marine Mammal Protection Act reau- 
thorization : hearing before the Nation- 
al Ocean Policy Study of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-eighth Congress, second session 
... April 26, 1984., 84-21635 


Marine parks and reserves — Florida — 
Looe Key. 
Looe Key National Marine Sanctuary 
management plan /, 84-20457 


Marine pollution — Washington (State) — 
Puget Sound. 
Survey of biological effects of toxicants 
upon Puget Sound biota. 84-20431, 
84-20451 


Marital status — United States — Statistics 
— Periodicals. 
Marital status and living arrangements., 
84-20304 


Marketing — Thailand. 
Marketing in Thailand /, 84-20507 


Marketing — Zaire. 
Marketing in Zaire /, 84-20506 


Marquez, Jim Jacob, 1941- 
Nominations—Department of Transporta- 
tion : hearing before the Committee on 
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Commerce, Science, and Transporta- 
tion, United States Senate, Ninety- 
eighth Congress, second session, on 
nominations of Charles Hardin, to be 
Assistant Secretary of Transportation 
for Governmental Affairs and Jim J. 
Marquez, to be general counsel, De- 
partment of Transportation., 84-21632 


Marsh flora — United States. 
Shore stabilization with salt marsh vege- 
tation /, 84-20807 


Marshes, Tide — United States. 
Shore stabilization with salt marsh vege- 
tation /, 84-20807 


Maryland — Boundaries — Delaware. 
Report on surveys of Delaware Maryland 
boundaries in cooperation with the 
states of Delaware and Maryland., 84- 
20486 


Maryland — Population — Statistics. 
Estimates of the population of Maryland 
counties and metropolitan areas : July 
1, 1981, and 1982 (provisional)., 84- 
20310 


Mass spectrometry. 
Application of a spray deposition method 
for reversed phase liquid chromatogra- 
phy-mass spectrometry /, 84-20961 


Materials at high temperatures. 
Data summary report for fission product 
release test HI-3 /, 84-21569 


Materials management — United States — 
Handbooks, manuals, etc. 


MILSPETS procedures., 84-20549 


Mathematics, Japanese — Bibliography. 
Pre-Meiji works in the Library of Con- 
gress : Japanese mathematics /, 84- 
21290 


Mattress industry — United States — 
Statistics. 


1982 census of manufactures., 84-20262 


McClintock House (Waterloo, N.Y.) 

Amending section 160(d) of Public Law 
96-607 to permit the Secretary of the 
Interior to acquire title in fee simple to 
McClintock House at 16 East Williams 
Street, Waterloo, New York : report 
(to accompany H.R. 4596) (including 
the cost estimate of the Congressional 
Budget Office)., 84-21472 


Meat industry and trade — United States. 
Changing trends in the red meat distribu- 
tion system /, 84-20191 
Guidelines for integrated reproduction 
management (IRM) : a problem-solving 
concept for increasing food animal re- 
productive efficiency., 84-20219 
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Meat inspecion — United States — 
Bibliography — Catalogs. 
Technical information from the Food 
Safety and Inspection Service., 84- 
20243 


Meat inspection — Information services — 
United States. 
Information for consumers from FSIS., 
84-20242 


Meat inspection — United States — 
Catalogs. 
Technical information from the Food 
Safety and Inspection Service., 84- 
20243 


Meat inspection — United States — 
Information services. 
Technical information from the Food 
Safety and Inspection Service., 84- 
20243 


Medical care — United States. 
Interpersonal relations in the care and 
management of patients., 84-20715 


Medical personnel and patient. 
Patient radiation exposure in diagnostic 
radiology examinations: an overview /, 
84-21116 


Medical research — Research grants — 
United States — Periodicals. 
Grants for training, construction, cancer 
control, medical libraries /, 84-21093 
84-21091 


Research grants /, 84-21091 


NIH research grants, 


Medical research — United States. 


On the horizon of discovery., 84-20858 


Medical research — United States — 
Periodicals. 
NIH research and development contracts, 
84-21092 


Research and development contracts /, 
84-21092 


Medicare. 

Medicare : physician payment options : 
hearing before the Special Committee 
on Aging, United States Senate, 
Ninety-eighth Congress, second ses- 
sion, Washington, D.C., March 16, 
1984., 84-21600 

Meeting the present and future needs for 
long-term care : hearing before the 
Special Committee on Aging, United 
States Senate, Ninety-eighth Congress, 


second session, Jersey City, N.J., Feb- | 


84-2160) 


Medicare — Handbooks, manuals, etc. 
Medicare carriers manual., 84-21123, 
84-21124 


ruary 27, 1984., 
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Medicine — History — Bibliography — 
Periodicals. 
Bibliography of the history of medicine /, 
84-21112 


Medicine — History — Indexes — 
Periodicals. 
Bibliography of the history of medicine /, 
84-21112 


Medicine — Scholarships, fellowships, etc. 
— United States — Periodicals. 
Grants for training, construction, cancer 
control, medical libraries /, 84-21093 


Medicine, Preventive — Study and teaching 
— United States. 
US Army Preventive Medicine Residen- 
cy Training Programs., 84-20841 


Meningitis. 
Bacterial meningitis /, 84-21106 


Men’s clothing industry — United States — 
Statistics. 
1982 census of wholesale trade., 
20358 


84- 


Mensuration. 
Experimentation and measurement /, 
84-20380 


Measurement assurance programs., 
20382 


84- 


Mensuration — Information services — 

United States. 

National Bureau of Standards response to 
the 1982 National measurement re- 
quirements survey of the NCSL Na- 
tional Measurement Requirements 
Committee /, 84-20409 


Mensuration — Quality control. 


Quality Verification Center., 84-20881 


Mental health services — United States — 

Finance. 

States have made few changes in imple- 
menting the alcohol, drug abuse, and 
mental health services block grant : 
report to the Congress /, 84-21017 


Mentally ill children — Education — United 

States. 
Progress or change : issues in educating 
the emotionally disturbed /, 84-20917 


Merchant marine — United States. 
Amending Title XII of the Merchant 
Marine Act, 1936 : report (to accompa- 
ny H.R. 5505) (including cost estimate 
of the Congressional Budget Office)., 
84-21483 


Maritime Administration authorization : 
hearing before the Subcommittee on 
Merchant Marine of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety- 
eighth Congress, second session, on S. 


2499 ... April 5, 1984.,  84-21629 
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Merchant marine — United States —- 

Defense measures. 

Establishment of commission on Mer- 
chant Marine and defense : report (to 
accompany H.R. 3289 ... referred joint- 
ly to the Committee on Armed Serv- 
ices and the Committee on Merchant 
Marine and Fisheries) (including cost 
estimate of the Congressional Budget 
Office)., 84-21454 


Mercury — Environmental aspects -- Green 
River (Wyo.-Utah) 
Mercury mass distribution during labora- 
tory and simulated in-situ oil shale re- 
torting /, 84-20943 


Mercury — Statistics — Periodicals. 
Mercury, 84-21199 


Preprint from the ... 
Minerals yearbook., 


Bureau of Mines 
84-21199 


Metal spraying. 
Electromagnetic shielding of full-sized 
Structures by metal arc spraying /, 
84-20820 


Metal-work — United States — Statistics. 
1982 census of manufactures., 84-20265 


Metal-working machinery — Catalogs. 
Metalworking lathes., 84-20571 


Portable machine tools and machine tool 
accessories., 84-20554 


Rolling mills, drawing machines and 
metal finishing equipment., 84-20553 


Metal-working machinery — Statistics. 
1982 census of manufactures., 84-20278 


Metals — Fatigue. 
Experimental results for fitness-for-serv- 
ice assessment of HY130 weldments /, 
84-20401 


Metals — Heat treatment. 
Industrial furnaces, ovens and heat treat- 
ing equipment., 84-20550 


Meteorites — Antarctic regions. 
Field and laboratory investigations of me- 
teorites from Victoria Land, Antarctica 
/, 84-21345 


Meteorological satellites — International 
cooperation. 
International 

system 


satellite 
84-20461 


Meteorological services — United States. 
Federal plan for mutual support and co- 
operative backup among operational 
processing centers., 84-20426 


meteorological 
: issues and options., 


Meteorology — Data processing. 
METLIB-II : a program library for cal- 
culating and plotting atmospheric and 


oceanic fields /, 84-20436 
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Meteorology — United States — 
Communication systems — Data 
processing. 

Verification of asynchronous transmis- 
sions /, 84-20454 


Meteorology — United States — 
Communication systems — Handbooks, 
manuals, etc. 

AFOS handbook 2 : 
book., 84-20459 


operator’s hand- 


Meteorology, Maritime — Atlantic Ocean. 
Analyses of aerosol and precipitation 
samples collected during a transatlantic 
research cruise /, 84-20433 


Mexico — Foreign relations — United 
States. 


US-Mexican relations., 84-21340 


Mexico, Gulf of — Hurricanes — 
Mathematical models. 
A statistical tropical cyclone motion fore- 
casting system for the Gulf of Mexico 
/, 84-20453 


Michigan — Industries — Periodicals. 
County business patterns, Michigan., 84- 
20322 


Michigan — Population — Statistics. 
Estimates of the population of Michigan 
counties and metropolitan areas : July 
1, 1981, and 1982 (provisional)., 84- 
20311 


Microcomputers. 

Microcomputer-based monitoring and 
control system with uranium mining 
application /, 84-21192 


The microcomputer knowledge base : In- 
troduction and user instructions /, 84- 
20830 


Microcomputers : introduction to features 
and uses /, 84-20376 


Selected articles on microcomputers /, 
84-20414 


Microelectronics — Equipment and supplies 
— Handbooks, manuals, etc. 
Specialized semiconductor, microelec- 
tronic circuit board manufacturing ma- 
chinery., 84-20573 


Micrometer. 
Calibration procedure for micrometers, 
inside (general)., 84-20741 


Military architecture — United States. 
Architecture : earth-sheltered buildings., 
84-20874 


Military art and science — Handbooks, 
manuals, etc. 
Soldier’s manual and trainer’s guide, 
MOS 15J : operations/fire direction 
specialist, skill level 2/3/4., 84-20636 





Military art and science — United States. 
Combat operation C*I : fundamentals and 
interactions /, 84-20885 


Military art and science — United States — 
Dictionaries. 
Dictionary of United States Army terms 
(short title: AD)., 84-20596 


Military art and science — United States — 
Mathematical models. 
The Military applications of modeling /, 
84-20880 


Military assistance, American. 

Trade offsets in foreign military sales : 
report to the chairman, Subcommittee 
on Economic Stabilization, Committee 
on Banking, Finance and Urban Af- 
fairs, House of Representatives /, 84- 
21028 


Military bases — Near East. 
Troop construction in the Middle East., 
84-20816 


Military bases — United States — Water- 
supply. 
Distribution of water use at representa- 
tive fixed army installations /, 84- 
20824 


Military bridges — Handbooks, manuals, 
etc. 


Engineer bridge companies., 84-20710 


Military dependents — United States. 
SEA LEGS : a handbook for the Navy 
family., 84-20872 


Military education — United States. 

Combined Arms Division basic skill level 
30 course., 84-20847 

Development of a facility management 
and improvement manual for Army 
service schools., 84-20829 

Military requirements for petty officer 
third class., 84-20868 

A Soldier’s guide to education., 
20724 

US Army Preventive Medicine Residen- 
cy Training Programs., 84-20841 


84- 


Military education — United States — 
Curricula. 
US Army formal schools catalog, 
20719, 84-20720 


84- 


Military education — United States — 

Handbooks, manuals, etc. 

Army Training and Evaluation Program 
for Headquarters and Headquarters 
Detachment, Military Police Battalion., 
84-20712 


Military ethics. 
Foundations of professional morality /, 


84-20899 
Do not order from index; see indicated entry 





Military law U.S. 


Military helicopters — Inspection — 
Handbooks, manuals, etc. 
Trainer’s guide : attack helicopter, techni- 
cal inspector, MOS 66Y., 84-20695 


Trainer’s guide medium helicopter, 
technical inspector, MOS 66U., 84- 
20693 


Trainer’s guide : observation/scout heli- 
copter, technical inspector, MOS 66V., 
84-20694 


Trainer’s guide : tactical transport heli- 
copter, technical inspector, MOS 66T., 
84-20692 


Military helicopters — Maintenance and 
repair — Handbooks, manuals, etc. 
Soldier’s manual, skill level 3 and train- 
er’s guide : MOS 67N, utility helicop- 
ter repairer., 84-20698 

Soldier’s manual, skill level 3 and train- 
er’s guide : MOS 67V observation/ 
scout helicopter repairer., 84-20700 


Soldier’s manual skill level 3 and trainer’s 
guide, aircraft structural repairer MOS 
68G., 84-20704 


Soldier’s manual skill levels 3 and train- 
er’s guide, aircraft powerplant repairer 
MOS 68B., 84-20702 


Soldier’s manual skill levels 3/4 and 
trainer’s guide, MOS 67T tactical trans- 
port helicopter repairer., 84-20699 


Trainer’s guide : attack helicopter, techni- 
cal inspector, MOS 66Y., 84-20695 


Trainer’s guide medium helicopter, 
technical inspector, MOS 66U., 84- 
20693 


Trainer’s guide : observation/scout heli- 
copter, technical inspector, MOS 66V., 
84-20694 


Trainer’s guide : tactical transport heli- 
copter, technical inspector, MOS 66T., 
84-20692 


Military hygiene — United States — 
Handbooks, manuals, etc. 
Field laundry, clothing exchange, and 
bath operations., 84-20651 


Military intelligence. 
Combat operation C*l : fundamentals and 
interactions /, 84-20885 


Military intelligence — United states. 
Our purpose, vision, missions and goals., 
84-20532 


Military law — United States. 
Legaiman 2., 84-20870 


Student pamphlet : military justice., 
20764 


84- 
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Military law — United States — 
Handbooks, manuals, etc. 
Soldier’s manual and trainer’s guide MOS 


TIE, ski) levels 2/3/4/5, court report- 
er., 84-20669 


Military post schools, American. 
Development of a facility management 


and improvement manua) for Army 
service schools., 84-20829 


Military posts — United States. 
Base structure annex to manpower re- 


quirements report for FY 1979 /, 84- 
20528 


Military supplies. ; 
Maintenance management policy., 84- 


20893 
Milk, Condensed — Statistics. 
1982 census of manufactures., 84-20257 
Milk, Evaporated — Statistics. 


1982 census of manufactures., 84-20257 


Milk trade — United States — Statistics. 


1982 census of manufactures., 84-20257 


Milling machinery — Catalogs. 
Milling machines., 84-20572 


Mine drainage. 
Dewatering and groundwater control., 
84-20604 


Mineral industries — United States — 
Statistics. 


1982 census of manufactures, 84-20274 


Mines and mineral resources — Virginia. 
Reclamation of toxic mine waste utilizing 
sewage sludge : Contrary Creek dem- 
onstration project, addendum report /, 
84-20932 


Minorities — Education — United States. 
Minority students at the Air Force Acad- 
emy., 84-20898 


Minorities — Employment — United States. 
Study of United States Postal Service 
promotion policies and practices to- 
gether with appendix : final report /, 
84-21702 


Minorities — United States. 

Federal government affirmative action 
policies and programs : joint hearing 
before the Subcommittee on Civil 
Service of the Committee on Post 
Office and Civil Service and the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, first session, Decem- 
ber 16, 1983., 84-21703 


Minority aged — Services for — California, 


California concerns regarding reauthor- 
ization of the Older Americans Act : 
1984 : hearing before the Select Com- 
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mittee on Aging, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, November 28, 1983, Los Angeles, 
Calif., 84-21604 


Minority business enterprises — Information 
services — United States. 
Guide to information 

MBDA., 84-20250 


Misconduct in office — United States. 

In the matter of Representative George 
V. Hansen : report of the Committee 
on Standards of Official) Conduct, 
House of Representatives., 84-21549 


Interview of public employees regarding 
criminal misconduct allegations : con- 
stitutional considerations /, 84-21235 


Missing persons — Legal status, laws, etc. 

— United States. 

Missing Children’s Assistance Act of 
1983 : report of the Committee on the 
Judiciary, United States Senate, on S. 
2014., 84-21433 
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Mississippi — Industries — Periodicals. 
County business patterns, Mississippi., 
84-20323 


Mississippi River. 

Marine casualty report : MV Inca Tupac 
Yupanqui, TB Panama City, Tug Capt. 
Norman; collision in the lower Missis- 
sippi River on 30 August 1979 with 
loss of life /, 84-21387 


Mississippi River Valley — Maps. 
Lower Mississippi Valley ecological in- 
ventory /, 84-21207 


Mississippi Sound. 
Mississippi Sound wave-hindcast study : 
main text and appendices A and B /, 
84-20780 


Mobile homes — United States. 


Guide for movement of mobile homes., 
84-20727 


Monetary policy — United States. 

The status of M1 as a target for monetary 
policy : hearing before the Subcommit- 
tee on Domestic Monetary Policy of 
the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, February 9, 1984., 84- 
21618 


Monk seals. 
Diving patterns of the Hawaiian monk 
seal, Lisianski Island, 1982 /, 84-20448 


Moratorium — United States. 

Consideration of legislation to restrict the 
Department of the Interior’s oil and 
gas leasing program on the outer conti- 
nental shelf : hearings before the Sub- 
committee on Mining, Forest Manage- 
ment, and Bonneville Power Adminis- 
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tration of the Committee on Interior 
and Insular Affairs, House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, on H.R. 2059 ... H.R. 3640 ... 
H.R. 3864 ... : hearings held July 2, 
1983, San Francisco, Calif.; September 
12, 1983, San Diego, Calif.; September 
20, 1983, Washington, D.C.; September 
22, 1983, Washington, D.C., 84-21685 


Moratorium on pension plan reversions, 
1984 : hearing before the Subcommittee 
on Labor of the Committee on Labor 
and Human Resources, United States 
Senate, Ninety-eighth Congress, second 
session, on exploring the public policy 
implications of such a moratorium and 
determining what steps the administra- 
tion is contemplating regarding the 
recent wave of excess plan termina- 
tions, April 4, 1984., 84-21697 


Mortality — United States — Statistics — 
Periodicals. 
Fatal accident reporting system /, 84- 
21392 


Mortars (Ordnance) 


60-MM mortar, M224., 84-20679 


Mortgage loans — United States. 

Veterans’ home loan guaranty program : 
hearing before the Subcommittee on 
Housing and Memorial Affairs of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, second session, March 19, 1984., 
84-21722 


Motels — United States — Statistics. 
1982 census of service industries., 
20365 


Motor vehicle driving — Handbooks, 
manuals, etc, 
Soldier’s manual : motor transport opera- 
tor, MOS 64 C, skill levels 1/2., 84- 
20687 


84- 


Motor vehicles — Cold weather operation. 
Developing a model for predicting snow- 
pack parameters affecting vehicle mo- 
bility /, 84-20794 


Motor vehicles — United State, — Bodies 
— Statistics, 


1982 census of manufactures., 


Motor vehicles — United States — 

Maintenance and repair. 

Consumer protection from fraudulent 
automobile odometer modifications : 
report (to accompany S. 1407)., 84- 
21437 


84-20289 


Handbooks, manuals, etc. 
Wire and multichannel reference data., 
84-2068 1 
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Municipal finance — United States. 

The fiscal dilemma facing local govern- 
ment : hearing before the Joint Eco- 
nomic Committee, Congress of the 
United States, Ninety-eighth Congress, 
second session, January 23, 1984. 84- 
21639 


Municipal water supply — United States — 
Management. 
Prototypal application of a drought man- 


agement optimization procedure to an 
urban water supply system /, 84- 
20834 


Munitions — Storage — Environmental 
aspects — Utah. 

Operation of the Chemical Agent Muni- 
tions Disposal System (CAMDS) at 
Tooele Army Depot, Utah : final envi- 
ronmental impact statement., 84-20754 


Mutagenicity testing. : 
Validation of chemical and biological 
techniques for evaluation of vapors in 
ambient air/mutagenicity testing of 
twelve (12) vapor-phase compounds /, 
84-20926 
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Narcotics, 

Investigations of major drug trafficking 
organizations : report to the Honorable 
Joseph R. Biden, Jr., United States 
Senate /, 84-21005 


Narcotics, Control of. 
International study missions : 
report 1984 /, 84-21699 


summary 


Narcotics, Control of — Colombia. 

Recent developments in Colombian nar- 
cotics control : hearing before the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, second session, May 24, 1984., 
84-21665 


Narcotics, Control of — Florida. 

Effects of drug trafficking and drug 
abuse in the south Florida community : 
hearing before the Select Committee 
on Narcotics Abuse and _ Control, 
House of Representatives, Ninety- 
eighth Congress, first session, October 
12 and 13, 1983., 84-21701 


Narcotics, Control] of — International 
cooperation. 
International 

21339 


narcotics control. 84- 


Narcotics, Contro) of — United States. 

Drug law enforcement strategy (DEA, 
Coast Guard, Customs) hearing 
before the Select Committee on Nar- 
cotics Abuse and Control, House of 
Representatives, Ninety-eighth Con- 
gress, first session, May 24, June 8, 
1983., 84-21700 





Law enforcement report /, 84-21221 


Narcotics and crime — Colombia. 

Recent developments in Colombian nar- 
cotics control : hearing before the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, second session, May 24, 1984., 
84-21665 


National Building Museum (U.S.) — 

Appropriations and expenditures. 

National Historic Preservation Act 
amendments : report (to accompany 
H.R. 2889) (including cost estimate of 
the Congressional Budget Office)., 84- 
21489 


National Building Museum (U.S.) — 

Preservation. 

National Historic Preservation Act 
amendments : report (to accompany 
H.R. 2889) (including cost estimate of 
the Congressional Budget Office)., 84- 
21489 


National Cancer Institute (U.S.) — 

Periodicals. 

Annual report on National Cancer Insti- 
tute and Environmental Protection 
Agency projects : NCI/EPA collabo- 
rative program on environmental car- 
cinogenesis., 84-21101 


National Criminal Justice Reference Service 
(US,) 
National Institute of Justice/NCJRS : 
meeting your needs for criminal justice 
information—., 84-21241 


National Fisheries Marketing Council (U.S.) 
National Fisheries Marketing Council : 
hearings before the National Ocean 
Policy Study of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety- 
eighth Congress, second session, on S. 
2160 ... February 9 and March 23, 
1984., 84-21634 


National Hearing Impaired Awareness Week. 
Joint Resolution Designating the Week 
Beginning April 8, 1984, as “National 
Hearing Impaired Awareness Week.”, 
84-21075 


National Heart, Lung, and Blood Institute — 
Periodicals. 

Report of the Director, National Heart, 

Lung, and Blood Institute., 84-21105 


National Institute on Alcohol Abuse and 


Alcoholism (U.S.) — Appropriations and 

expenditures, 

Alcohol abuse, alcoholism, and drug 
abuse amendments of 1984 : report (to 
accompany S. 2615)., 84-21421 
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National Institute on Drug Abuse — 
Appropriations and expenditures. 
Alcohol abuse, alcoholism, and drug 
abuse amendments of 1984 : report (to 
accompany S. 2615)., 84-21421 


National Institutes of Health (U.S.) — 
Curricula — Periodicals. 
The medical staff fellowship program at 
the National Institutes of Health : cata- 
log., 84-21094 


National Institutes of Health (U.S.) — 
Periodicals. 
Grants for training, construction, cancer 
control, medical libraries /, %84-21093 
NIH research and deveiopment contracts, 


84-21092 


NIH research grants, 84-21091 


Research and development contracts /, 
84-21092 


Research grants /, $4-21091 


National Inventors Day. 
Joint Resolution Designating February 
11, 1984, “National Inventors’ Day.”, 
84-21066 


National Maritime Museum (U.S.) 

Protection of historic shipwrecks and the 
National Maritime Museum: hearing 
before the Subcommittee on Public 
Lands and Reserved Water of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
eighth Congress, first session, on S. 
1504 ... S. 1647 ... October 21, 1983., 
84-21650 


National Measurement Laboratory (U.S.) 


National Measurement Laboratory., 
20375 
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National Mental Health Counselors Week. 
Joint Resolution Designating the Week 
Beginning April 8, 1984, as “National 
Mental Health Counselors Week.”, 
84-21069 


National Ocean Survey. Office of Program 


Handbooks, manuals, etc. 
National Ocean Survey publications 
handbook /, 84-20489 


National P.O.W.-M.1.A. Recognition Day. 
Joint Resolution to Provide for the Des- 
ignation of July 20, 1984, as “National 
P.O.W./M.LA. Recognition Day.”, 
84-21074 


National parks and reserves — California. 
California Wilderness Act of 1983 : hear- 
ing before the Subcommittee on Public 
Lands and Reserved Water of the 
Committee on Energy and Natura) Re- 
sources, United States Senate, Ninety- 
eighth Congress, first session, on S. 5 ... 
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S. 1515 ... H.R. 1437 ... July 28, 1983., 
84-21649 


National Safe Boating Week. 

Action manual : a guide to developing, 
planning, and executing a successful 
National Safe Boating Week cam- 
paign., 84-21383 


Think before you drink : be a responsible 
boat operator : press kit : National Safe 
Boating Week., 84-21384 


National school lunch program. 

National School Lunch and Child Nutri- 
tion Programs Reauthorization Act of 
1984 : report together with additional 
views (to accompany S. 2722)., 84- 
21429 


Participation in the national school lunch 
program : report to the chairman, 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate /, 
84-21038 


National school lunch program — Finance. 

Extending and improving the National 
School Lunch Act and Child Nutrition 
Act of 1966 : report together with sup- 
plemental and minority views (to ac- 
company H.R. 7) (including cost esti- 
mate of the Congressional Budget 
Office)., 84-21455 


National Science Foundation (U.S.) — 
Appropriations and expenditures. 
Authorizing appropriations for the Na- 

tional Science Foundation, fiscal year 
1985 : report (to accompany S. 2521)., 
84-21431 


National Toxicology Program (U.S.) — 
Periodicals. 
Annual plan for fiscal year ... /, 
21088 


N.T.P. review of current DHHS, DOE & 
EPA research related to toxicology, 
84-21087 

National 
plan, 


84- 


Toxicology Program annual 
84-21088 


NTP review of current DHHS, DOE, & 
EPA research related to toxicology, 
84-21087 

Review of current D.H.H.S., D.O.E., and 
E.P.A. research related to toxicology, 
84-21087 

Review of current DHHS, DOE, and 
EPA research related to toxicology /, 
84-21087 


National Tuberous Sclerosis Week. 

Joint Resolution to Designate the Week 
of May 6, 1984, through May 13, 1984, 
as “National Tuberous Sclerosis 
Week.”, 84-21073 
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Nature trails — Pennsylvania — Terrace 
Mountain — Guide-books. 
Raystown Lake : Terrace Mountain trail 
guide., 84-20770 


Nautical charts — Cumberland River (Ky. 
and Tenn.) 
Navigation charts, Cumberland River, 
Nashville District, Smithland, Ken- 
tucky to Celina, Tennessee., 84-20838 


Nautical charts — Georgia — Sidney Lanier, 
Lake. 
Lake Sidney Lanier navigation charts., 
84-20767 


Nautical charts — Periodicals. 
Summary of corrections : 
20535 


charts., 84- 


Nautical charts — Tennessee River. 
Navigation charts, Tennessee River, 
Nashville District, Paducah, Kentucky 
to Knoxville, Tennessee., 84-20839 


Naval law — United States. 
Legalman 2., 84-20870 


Naval Medical Research Institute (U.S.) 
On the horizon of discovery., 84-20858 


Navigation — Antarctic regions. 
Omega propagation correction tables for 
10.2 kHz : area 19, Queen Maud Land, 
station F (Argentina) /, 84-20538 


Navigation — Antarctica — Tables. 
Omega propagation correction tables for 
10.2 kHz : area 21, Victoria Land, sta- 
tion B (Liberia) /, 84-20539 


Navigation — Ohio — Cleveland. 

Cleveland Harbor, Ohio, design for the 
safe and efficient passage of 1,000-ft- 
long vessels at the west (main) en- 
trance : hydraulic model investigation / 

84-20778 


Neighborhood — United States — Statistical 
services. 
Neighborhood statistics from the 1980 
census., 84-20254 


Neodymium — Spectra. 
Rare-earth ion-host lattice interactions : 
15. analysis of the spectra of Nd°@in 
GdsSc2GazO12/, 84-20846 


Nephelite — Statistics — Periodicals. 


Feldspar, nepheline, syenite, and aplite, 
84-21195 


Preprint from the ... 
Minerals yearbook., 


Bureau of Mines 
84-21195 


Neptune (Planet) 
Voyager at Neptune and Triton, 1989., 
84-21295 


Neutrons — Noise. 
Use of neutron noise for diagnosis of in- 


vessel anomalies in light-water reactors 
/, 84-21568 
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New York (N.Y.) — Harbor. 
New York Harbor circulation survey, 
1980-81 /, 84-20490 


Nickel — Environmental aspects — United 

States. 

A literature review on occurrence and 
methodology for determination of 
nickel, chromium, manganese, and ar- 
senic species in air /, 84-20953 


Night fighting (Military science) — 
Handbooks, manuals, etc. 
Night flight : techniques and procedures., 
84-20631 


Night vision — Handbooks, manuals, etc. 
Night flight : techniques and procedures., 
84-20631 


Nonferrous metal industries — United States 
— Statistics. 
1982 census of manufactures., 84-20276 


Nonwoven fabrics industry — United States 
— Statistics. 
1982 census of manufactures., 84-20260 


North America — Maps. 
North America., 84-21314 


North Atlantic Treaty Organization. 
The Atlantic alliance and the American 
national interest : April 30, 1984., 84- 
21322 


Northern fur seal. 
History of scientific study and manage- 
ment of the Alaskan fur seal, Callor- 
hinus ursinus, 1786-1964 /, 84-20427 


Norway — Description and travel, 
Background notes, Norway., 84-21331 


Nuclear engineering — Study and teaching. 
A Syllabus of courses offered through 
the IE training program, 1984 - 1985., 
84-21585 


Nuclear facilities — Environmental aspects 
— Alabama. 
Yellow Creek Nuclear Plant, units 1 and 
2., 84-21598 


Nuclear facilities — Environmental aspects 
— Mississippi. 
Yellow Creek Nuclear Plant, units 1 and 
2., 84-21598 


Nuclear facilities — Environmental aspects 

— New York (State) 

Safety evaluation report related to the re- 
newal of te operating license for the 
Union Carbide Subsidiary B, Inc. re- 
search reactor : docket no. 50-54., 84- 
21561 
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Nuclear facilities — Idaho — Computer 
programs — Quality control. 
Computer program CDCID : an automat- 
ed quality control program using CDC 
update /, 84-21570 


Nuclear facilities — Illinois — Ogle County 
— Safety measures. 

Safety evaluation report related to the 

operation of Byron Station, Units 1 and 

2, docket nos. STN 50-454 and STN 

50-455 : Commonwealth Edison Com- 
pany., 84-21554 


Nuclear facilities — Licenses — Kansas. 
Safety evaluation report related to the re- 
newal of the operating license for the 
research reactor at the University of 
Kansas, docket no. 50-148., 84-21557 


Nuclear facilities — Licenses — Washington 

(State) 

Federal/state cooperation in the licensing 
of a nuclear power project : a joint 
licensing process between the U.S. Nu- 
clear Regulatory Commission and the 
Washington State Energy Facility Site 
Evaluation Council., 84-21558 


Nuclear facilities — Michigan — Safety 
measures. 

Integrated plant safety assessment : sys- 
tematic evaluation program, Big Rock 
Point Plant : Consumers Power Com- 
pany, docket no. 50-155, final report., 
84-21553 


Nuclear facilities — Missouri — Safety 
measures. 

Technical specifications, Callaway Plant, 
Unit no. 1 : docket no. STN 50-483 : 
appendix “A” to license no. NPF-25., 
84-21560 


Nuclear facilities — South Carolina. 

Safety evaluation report related to the 
operation of Catawba Nuclear Station, 
Units 1 and 2 : docket nos. 50-413 and 
50-414 : Duke Power Company, et al., 
84-21555, 84-21556 


Nuclear facilities — South Carolina — 
Barnwell County. 
Status and commercial potential of the 
Barnwell Nuclear Fuel Plant : report /, 
84-21033 


Nuclear facilities — South Carolina — 

Safety measures. 

Technical specifications, Catawba Nucle- 
ar Station, Unit 1 : docket no. 50-413 : 
appendix “A” to license no. NPF-24., 
84-21564 


Nuclear facilities — Tennessee. 
Yellow Creek Nuclear Plant, units 1 and 
2., 84-21598 


Nuclear facilities — United States — Design 
and construction. 

Improving quality and the assurance of 
quality in the design and construction 
of nuclear power plants : a report to 
Congress /, 84-21559 


Nuclear facilities — United States — Safety 


measures. 

Nuclear fuel cycle risk assessment : pro- 
gram summary through fiscal year 
1983 /, 84-21579 

Probability based safety checking of nu- 
clear plant structures /, 84-21574 

Reliability assessment of Indian Point 
Unit 3 containment structure /, 84- 
21576 


Nuclear fuel elements. 
Data summary report for fission product 
release test HI-3 /, 84-21569 


Nuclear magnetic resonance. 
Clinical center : the magnetic resonance 
imaging scan., 84-21089 


Nuclear nonproliferation — Addresses, 
essays, lectures. 
Arresting the nuclear genie 
1984., 84-21323 


Realism and responsibility : the U.S. ap- 


proach to arms control : May 14, 1984., 
84-21319 


: May 2, 


Nuclear pressure vessels. 
Damping test results for straight sections 
of 3-inch and 8-inch unpressurized 
pipes /, 84-21580 


Nuclear pressure vessels — Design and 
construction. 
J-R curve characterization of irradiated 
low upper shelf welds /, 84-21571 


Nuclear reactors — United States — 

Containment. 

COBRA-NC post-test predictions for 
HDR containment steam blowdown 
test V44 (International standard prob- 
lem 16) /, 84-21583 


Nuclear reactors — United States — 
Containment — Reliability. 
Reliability assessment of Indian Point 
Unit 3 containment structure /, 84- 
21576 


Nuclear reactors — United States — Fluid 
dynamics — Mathematical models. 

A Description and assessment of 
RAMONA-3B MOD.0O Cycle 4 : a 
computer code with three-dimensional 
neutron kinetics for BWR system tran- 
sients /, 84-21577 


Nuclear reactors — United States — 
Materials — Testing. 
Light water reactor pressure vessel sur- 
veillance dosimetry improvement pro- 





gram /, 84-21567 
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Nuclear reactors — United States — Safety 
measures. 

Identification of equipment and compo- 
nents predicted as significant contribu- 
tors to severe core damage /, 84- 
21584 


Methods for implementing revisions to 
emergency operating procedures /, 
84-21575 

Safety-related operator actions : method- 


ology for developing criteria /, 84- 
21573 


Nuclear reactors — United States — 
Stability. 
Violent tornado climatography, 
1982 /, 84-21578 
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Numerical analysis — Mathematical models. 
Direct simulations of chemically reacting 
turbulent mixing layers /, 84-21301 


Nursing home care — United States. 
Long-term care : need for a national 
policy : hearing before the Subcommit- 
tee on Health and Long-Term Care of 
the Select Committee on Aging, House 
of Representatives, Ninety-eighth Con- 
gress, first session, December 15, 1983, 
San Francisco, Calif., 84-21605 


Nursing homes — Environmental aspects — 

California — San Francisco. 

Final environmental impact statement : 
120 bed nursing home care unit and 
parking structure, Medical Center, San 
Francisco, California., 84-21402 


Nutrition. 


Peace Corps, home economics and nutri- 
tion., 84-21309 


Nutrition — Study and teaching. 

Expanded Food and Nutrition Education 
Program : teaching nutrition to low- 
income families., 84-20220 

Expanded Food and Nutrition Education 
Program : the spinoffs of a successful 
program., 84-20221 


Nutrition — Study and teaching — United 
States. 
Foods for Health : ideas for program ac- 
tivities, 84-21103 
Foods for Health : illustrated guide to 
coordinating the Foods for Health ma- 
terials., 84-21104 


Nutrition extension work — United States. 
Expanded Food and Nutrition Education 
Program : teaching nutrition to low- 
income families., 84-20220 
Expanded Food and Nutrition Education 
Program : the spinoffs of a successful 
program., 84-20221 
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Nutrition policy — Developing countries. 
Food policies in developing countries., 
84-20235 


Nutrition policy — United States. 

Extending and improving the National 
School Lunch Act and Child Nutrition 
Act of 1966 : report together with sup- 
plemental and minority views (to ac- 
company H.R. 7) (including cost esti- 
mate of the Congressional Budget 
Office)., 84-21455 


Hunger Relief Act of 1984 : report to- 
gether with additional and supplemen- 
tal views (to accompany H.R. 5151 
which on March 15, 1984, was referred 
jointly to the Committees on Agricul- 
ture and Education and Labor)., 84- 
21507 
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Occupational diseases — United States — 
Statistics. 


Evaluating your firm’s injury & illness 
record, 1982 : manufacturing indus- 
tries., 84-21260 


Occupational! surveys. 
Employer perception survey of 1981., 
84-21246 


interaction. 
Analyses of aerosol and precipitation 
samples collected during a transatlantic 
research cruise /, 84-20433 


Ocean circulation — Atlantic Ocean. 
New York Harbor circulation survey, 
1980-81 /, 84-20490 


Ocean currents — Alaska — Kodiak Island. 
Topographic effects of the Alaskan 
stream on shelf currents /, 84-20435 


Ocean currents — Atlantic Ocean. 
New York Harbor circulation survey, 
1980-81 /, 84-20490 


Ocean currents — United States — 
Dictionaries. 
Tide and current glossary /, 84-20487 


y — Information services — 
United States. 
National Ocean Survey publications 
handbook /, 84-20489 


Oceanography — Nantucket Sound Region 
(Mass.) 

Nantucket shoals flux experiment., 
20442 


Oceanography — United States — 
Information services. 
National Ocean Service product informa- 
tion guide., 84-20488 


Office practice — Handbooks, manuals, etc. 
Yeoman 32 &2/, 84-20869 
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Offshore structures. 
Offshore concrete structures in the Arctic 
: research needs /, 84-20390 


Ohio — Industries — Periodicals. 
County business patterns, Ohio., 
20324 


84- 


Ohio — Population — Statistics. 
Estimates of the population of Ohio 
counties and metropolitan areas : July 
1, 1981, and 1982 (provisional)., 84- 
20312 


Ohmmeter — Programmed instruction. 
Use of ohmmeter-multimeter TS-352B/ 
U., 84-20849 


Oil and gas leases — United States. 
Consideration of legislation to restrict the 
Department of the Interior’s oil and 
gas leasing program on the outer conti- 
nental shelf : hearings before the Sub- 
committee on Mining, Forest Manage- 
ment, and Bonneville Power Adminis- 
tration of the Committee on Interior 
and Insular Affairs, House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, on H.R. 2059 ... H.R. 3640 ... 
H.R. 3864 ... : hearings held July 2, 
1983, San Francisco, Calif.; September 
12, 1983, San Diego, Calif.; September 
20, 1983, Washington, D.C.; September 
22, 1983, Washington, D.C., 84-21685 


Proposed Gulf of Alaska/Cook Inlet 
lease sale 88 : final environmental 
impact statement /, 84-21132 


Oil shales — Environmental aspects — 
Green River (Wyo.-Utah) 
Mercury mass distribution during labora- 
tory and simulated in-situ oil shale re- 
torting /, 84-20943 


Oil well drilling, Submarine — 
Environmental aspects — Alaska. 
Proposed Gulf of Alaska/Cook Inlet 

lease sale 88 : final environmental 
impact statement /, 84-21132 


Old age assistance — California. 

California concerns regarding reauthor- 
ization of the Older Americans Act : 
1984 : hearing before the Select Com- 
mittee on Aging, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, November 28, 1983, Los Angeles, 
Calif., 84-21604 


Reauthorization of the Older Americans 
Act : a rural perspective : hearing 
before the Subcommittee on Retire- 
ment Income and Employment of the 
Select Committee on Aging, House of 
Representatives, Ninety-eighth Con- 
gress, first session, December 2, 1983, 
Roseville, Calif., 84-21608 
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Old age assistance — United States. 
Older Americans Act amendments of 
1984 : report (to accompany S. 2603)., 
84-21417 


Older Americans Act amendments of 
1984 : report together with supplemen- 
tal and additional views (to accompany 
H.R. 4785) (including cost estimate of 
the Congressional Budget Office)., 84- 
21478 


Old age pensions — United States — 

Periodicals. 

Annual report of the Board of Trustees 
of the Federal Old-age and Survivors 
Insurance and Disability Insurance 
Trust Funds (1984), 84-21448 


Annual report of the Board of Trustees 
of the Federal Old-age and Survivors 
Insurance and Disability Insurance 
Trust Funds : communication from the 
Board of Trustees, Federal Old-age 
and Survivors Insurance and Disability 
Insurance Trust Fund transmitting the 
annual report of the Board, pursuant to 
SSA, sec.201(c)(2)., 84-21448 


Older Americans Month. 
Joint Resolution Designating May 1984, 
as “Older Americans Month.”, 84- 
21078 


Olympic games — Finance. 

U.S. Olympic Checkoff Act : hearing 
before the Subcommittee on Adminis- 
trative Law and Governmental Rela- 
tions of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, second session, on 
H.R. 1984 ... March 8, 1984, 84- 
21689 


Omega Navigation System — Maps. 
Omega coverage diagrams, 10.2 kHz /, 
84-20534 


Omega Navigation System — Tables. 
Omega propagation correction tables for 
10.2 kHz : area 16, South Pacific, sta- 
tion C (Hawaii) /, 84-20536 


Omega propagation correction tables for 
10.2 kHz : area 16, South Pacific, sta- 
tion D (North Dakota) /, 84-20537 


Omega propagation correction tables for 
10.2 kHz : area 19, Queen Maud Land, 
station F (Argentina) /, 84-20538 


Omega propagation correction tables for 
10.2 kHz : area 21, Victoria Land, sta- 
tion B (Liberia) /, 84-20539 


Operational rations (Military supplies) — 
United States. 
Ration distribution operations., 


Operations research. 
The Military applications of modeling /, 
84-20880 


84-20647 
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Optical fibers — Measurement. 
Measurement of multimode optical fiber 
attenuation : an NBS special test serv- 
ice /, 84-20396 


Optical instruments — United States — 
Catalogs. 
Scales, balances and optical instruments., 
84-20555 


Optical wave guides. 
Measurement of multimode optical fiber 
attenuation : an NBS special test serv- 

ice /, 84-20396 


Opticianry — United States — Statistics. 
1982 census of retail trade., 84-20349 


Ordnance — Handbooks, manuals, etc. 
Specialized ammunition and ordnance 
machinery., 84-20562 


Ordnance — Storage. 
Advanced structural concepts for weap- 
ons storage : flat and mountainous ter- 

rains., 84-20819 


Ordnance — Study and teaching — United 
States. 
Combined Arms Division basic skill level 
30 course., 84-20847 


Oregon — Public lands. 
Land sale : one parcel near Synarep, 
Washington /, 84-21218 


Organic compounds. 
Technology evaluation for priority pol- 
lutant removal from dyestuff manufac- 
ture wastewaters /, 84-20940 


Organic water pollutants, 
Combined sewer overflow toxic pollutant 
study /, 84-20921 


Removal of organic contaminants from 
the drinking water supply at Glen 
Cove, N.Y. /, 84-20933 


Organization of American States — 
Economic aspects — Addresses, essays, 
lectures. 

An expanding private sector : key to un- 
precedented growth : March 1984, 
84-21317 


Organization of Petroleum Exporting 
Countries, 
Food import demand of eight OPEC 
countries /, 84-20234 


Organized crime — United States. 
Investigations of major drug trafficking 
organizations : report to the Honorable 
Joseph R. Biden, Jr., United States 
Senate /, 84-21005 


Organized Crime Commission subp[o]ena 


power : report (to accompany S.J. Res. 
233)., 84-21434 
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Organized crime investigation — United 

States. 

Organized crime commission subp[o]ena 
power : report (to accompany H.J. 
Res. 548) (including cost estimate of 
the Congressional Budget Office)., 84- 
21477 


Organometallic compounds. 

Characterization of organometallic poly- 
mers by chromatographic methods and 
nuclear magnetic resonance /, 84- 
20400 


Ottawa National Forest (Mich.) — Maps. 
Ottawa National Forest : 7.5 minute 
series /, 84-20197 


Outer space — Exploration — United 
States, 
Civilian space policy and applications : 
summary., 84-21587 


Oxidation, Electrolytic. 

Bromination process for disposal of 
spilled hazardous materials /, 84- 
20928 


P 


Pacific Islands (Trust Territory) — Census, 
1980, 
1980 census of housing., 


Pacific Ocean — Navigation. 
Omega propagation correction tables for 
10.2 kHz : area 16, South Pacific, sta- 
tion C (Hawaii) /, 84-20536 


Pacific salmon — Columbia River. 
Evaluation of transportation and related 
research on Columbia and Snake 
rivers, 1982 /, 84-20484 


Migrational characteristics of juvenile 
salmon and steelhead trout in the Co- 
lumbia River system - 1981 : final 
report., 84-20480 


Pacific salmon — Oregon. 
Effects of the intermittent operation of 
submersible traveling screens on juve- 
nile salmonids, 1982 /, 84-20481 


Imprinting salmon and steelhead trout for 
homing, 1981 /, 84-20478 


Pacific salmon — Snake River, 
Evaluation of transportation and related 
research on Columbia and Snake 

rivers, 1982 /, 84-20484 


Pacific salmon — Umatilla, Lake (Wash, and 

Or.) 

Effects of flow on the migratory behav- 
ior and survival of juvenile fall anc: 
summer chinook salmon in John Day 
Reservoir /, 84-20476 


Radio tracking of juvenile salmonids in 
John Day Reservoir, 1982 /, 84-20483 


84-20335 
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Pacific salmon — Washington (State) 
Effects of the intermittent operation of 
submersible traveling screens on juve- 
nile salmonids, 1982 /, 84-20481 


Imprinting salmon and steelhead trout for 
homing, 1981 /, 84-20478 


Pacific salmon — Washington (State) — 
John Day Dam. 
Research to develop an improved fingerl- 
ing-protection system for John Day 
Dam, 1981 /, 84-20477 


P. 
Advertising, packaging, & labeling : re- 
sponsive business approaches to con- 
sumer needs /, 84-20247 


Pain, 

The management of new pain in office- 
based ambulatory care : national ambu- 
latory medical care survey, 1980 and 
1981 /, 84-21119 


Pakistan — Description and travel. 
Background notes, Pakistan., 84-21332 


Paleobotany — Cretaceous, 
Palynological evaluation of Cedar Moun- 
tain and Burro Canyon formations, 
Colorado Plateau /, 84-21156 


Paleontology — Kentucky. 
Middle and Late Ordovician solitary 
rugose corals of the Cincinnati Arch 
region /, 84-21145 


Paleontology — Ordovician. 
Middle and Late Ordovician solitary 
rugose corals of the Cincinnati Arch 
region /, 84-21145 


Palynology — Colorado Plateau. 
Palynological evaluation of Cedar Moun- 
tain and Burro Canyon formations, 
Colorado Plateau /, 84-21156 


Paper making and trade — United States — 
Statistics, 
1982 census of wholesale trade. 84- 
20355 


Parkinson’s Disease Awareness Week. 

Joint Resolution Designating the Week of 
April 8 through 14, 1984, as “Parkin- 
son’s Disease Awareness Week.”, 84- 
21070 


Particles — Environmental aspects — 
United States. 
A new charged fog generator for inhala- 
ble particle control /, 84-20957 


Patents — United States. 
Renewal of the generalized system of 
preferences : report (to accompany S. 
1718)., 84-21427 
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Pathology — United States. 
Economic change, physical _ illness, 
mental illness, and social deviance : a 
study /, 84-21638 


Estimating the effects of economic 
change on national health and social 
well-being : a study /, 84-21640 


Predictor model for seasonal variations in 
skid resistance., 84-21368 


Pavements, Asphalt — United States — 


Evaluation. 

Synthesis study of nondestructive testing 
devices for use in overlay thickness 
design of flexible pavements., 84- 
21370 


Pavements, Asphalt — United States — 
Testing — Equipment and supplies. 
Synthesis study of nondestructive testing 

devices for use in overlay thickness 
design of flexible pavements., 84- 
21370 


Pavements, Concrete — Design and 
construction. 
Construction and rehabilitation of con- 
crete pavement : manual & training 
course /, 84-21364 


Pavements, Concrete — Maintenance and 


repair. 
Construction and rehabilitation of con- 


crete pavement : 
course /, 84-21364 
Detection of cavities under concrete 
pavement /, 84-20796 


Pavements, Prestressed concrete. 
Prestressed pavement., 84-21365 


Pavements, Prestressed concrete -- Data 
processing. 
Prestressed pavement., 84-21365 


Pawnee National Grassland (Colo.) 

Final environmental impact statement : 
Arapaho and Roosevelt National For- 
ests and Pawnee National Grassland., 
84-20209 


Peace Corps (U.S.) — Recruiting. 
Peace Corps, agriculture., 84-21307 


Peace Corps, education., 84-21308 


Peace Corps, home economics and nutri- 
tion., 84-21309 


Peace Corps, science & math., 


Pensions — United States. 

Moratorium on pension plan reversions, 
1984 : hearing before the Subcommittee 
on Labor of the Committee on Labor 
and Human Resources, United States 
Senate, Ninety-eighth Congress, second 
session, on exploring the public policy 
implications of such a moratorium and 
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manual & training 


84-21310 





determining what steps the administra- 
tion is contemplating regarding the 
recent wave of excess plan termina- 
tions, April 4, 1984., 84-21697 


Pensions, Military — Law and legislation — 

United States. 

An Act to Amend Title 38, United States 
Code, to Increase the Rates of 
Ccmpensation for Disabled Veterans 
and the Rates of Dependency and In- 
demnity Compensation for Survivors, 
to Express the Sense of the Congress 
that Increases in the Rates of Compen- 
sation Should Take Effect on Decem- 
ber 1 Beginning in Fiscal Year 1985, 
and for Other Purposes., 84-21062 

Veterans’ Compensation and Program 


Improvements Amendments of 1984, 
84-21062 


Pensions, Military — United States. 

Veterans’ compensation amendments for 
fiscal year 1985 : report (to accompany 
H.R. 5688) (including cost estimate of 
the Congressional Budget Office)., 84- 
21523 

Veterans Housing Amendments of 1984 : 
report (to accompany H.R. 5617) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 84-21502 


Pere Marquette River (Mich.) 

Amending the Wild and Scenic Rivers 
Act to permit the control of the lam- 
prey eel in the Pere Marquette River : 
report (to accompany H.R. 3472) (in- 
cluding the cost estimate of the Con- 
gressional Budget Office)., 84-21467 


Perry Creek (Plymouth County-Woodburry 

County, Iowa) 

Interim report on Perry Creek, Iowa : 
communication from the Assistant Sec- 
retary of the Army (Civil Works) 
transmitting a letter from the Chief of 
Engineers, Department of the Army, 
dated February 4, 1982, submitting a 
report, together with accompanying 
papers and illustrations, on interim 
report on Perry Creek, Iowa ...., 84- 
21446 


Pershing (Missile) — Handbooks, manuals, 
etc, 

Organizational, DS, and GS maintenance 
manual : shipping and storage contain- 
ers (Pershing 1A Field Artillery Missile 
System)., 84-20620 


Pershing (Missile) — Maintenance and 

_ manuals, etc. 
Operator and organizational maintenance 
manual : troubleshooting of program- 
mer-test station AN/TSM-87 : (Per- 
shing la Field Artillery Missile 

System)., 84-20608 

Operator, organizational, DS, and GS 
maintenance manual : administrative 
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storage, surveillance, shipment on tacti- 
cal vehicles, and demolition to prevent 
enemy use (Pershing 1a Field Artillery 
Missile System)., 84-20607 


Personnel management — United States — 
Periodicals, 


Administrative personnel, 84-21051 


CFR. 5, Administrative personnel, 84- 
21051 


Code of federal regulations., 
Personnel procedure manuals, 


Staff handbook Detroit Regional 
Office., 84-21042 


84-21051 


Pest control — Law and legislation — 

United States. 

Animal and Plant Health Inspection 
Service [APHIS] oversight : hearings 
before the Subcommittee on Depart- 
ment Operations, Research, and For- 
eign Agriculture of the Committee on 
Agriculture, House of Representatives, 
Ninety-eighth Congress, first session, 
July 7, 1983, El Centro, Calif.; July 28, 
1983, Washington, D.C., 84-21609 


Pest control — United States — Congresses. 
Research in forest productivity, use, and 
pest control : proceedings of a sympo- 
sium held at the University of Ver- 
mont, Burlington, September 16-17, 
1983, in recognition of contributions by 
women scientists /, 84-20206 


Pest control — United States — Handbooks, 
manuals, etc. 

Roads, grounds, pest control & refuse 
collection handbook : engineered per- 
formance standards for real property 
maintenance activities, 84-20524 


Peters, Aulana Louise, 1941- 

Nomination of Charles L. Marinaccio and 
Aulana Louise Peters : hearing before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-eighth Congress, second 
session, on the nominations of Charles 
L. Marinaccio, to be a commissioner of 
the Securities and Exchange Commis- 
sion for the remainder of the term ... 
May 16, 1984., 84-21624 


Peters, Ruth Oberia, 1925- 

Nominations of Ruth O. Peters and 
Frieda Waldman : hearing before the 
Committee on Governmental Affairs, 
United States Senate, Ninety-eighth 
Congress, second session, on the nomi- 
nations of Ruth O. Peters and Frieda 
Waldman to be members of the Board 
of Governors of the U.S. Postal Serv- 
ice, March 21, 1984., 84-21678 


Petersburg National Battlefield (Va.) 
A history of Petersburg National Battle- 
field to 1956 /, 84-21202 
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Petroleum as fuel — Statistics. 


1982 census of retail trade., 84-20348 


Petroleum industry and trade — Taxation — 

United States. 

Federal income tax considerations in oil 
and gas company mergers and acquisi- 
tions : a report of the Senate Commit- 
tee on Finance /, 84-21661 


Petroleum industry and trade — United 
States — Statistics. 


1982 census of retail trade., 84-20348 


1982 census of wholesale trade., 
20362 


84- 


Petroleum waste — United States — 

Recycling — Congresses. 

Abstracts, Conference on Measurements 
and Standards for Recycled Oil-IV : 
September 14-16, 1982, National 
Bureau of Standards, Gaithersburg, 
Maryland /, 84-20374 


Petroleum workers — United States. 
Petroleum reference data., 84-20650 


Petrology — Colorado — Wet Mountains. 
Alkaline rock complexes in the Wet 
Mountains area, Custer and Fremont 
counties, Colorado /, 84-21152 


Pharmacy paraphernalia — United States — 
Statistics. 
1982 census of wholesale trade., 
20356 


84- 


Phosphate industry — Waste disposal. 
A review of phosphatic clay dewatering 
research /, 84-21191 


Photographic industry — United States — 
Statistics. 
1982 census of service industries., 
20367 


84- 


Photography — United States — Portraits 
— Statistics. 
1982 census of service industries., 
20367 


84- 


Photography in archaeology — Southwestern 
States. 
Remote sensing : applications to cultural 
resources in southwestern North Amer- 
ica /, 84-21204 


Photons — Scattering. 

A stochastic model for photon noise in- 
duced by charged particles in multipli- 
er phototubes of the space telescope 
fine guidance sensors /, 84-21303 


Physicians — In-service training — United 
States — Periodicals. 
The medical staff fellowship program at 
the National Institutes of Health : cata- 
log., 84-21094 





Physicians — Salaries, pensions, etc. — 

United States. 

Medicare : physician payment options : 
hearing before the Special Committee 
on Aging, United States Senate, 
Ninety-eighth Congress, second ses- 
sion, Washington, D.C., March 16, 
1984., 84-21600 


Physicians — United States — Finance, 

Personal. 

National health corps scholarship collec- 
tion : hearing before the Subcommittee 
on Energy, Nuclear Proliferation, and 
Government Processes of the Commit- 
tee on Governmental Affairs, United 
States Senate, Ninety-eighth Congress, 
second session, April 12, 1984., 84- 
21679 


Phytoplankton — New York Bight (N.J. and 

N.Y.) 

Net phytoplankton and zooplankton in 
the New York Bight, January 1976 to 
February 1978, with comments on the 
effects of wind, Gulf Stream eddies, 
and slope water intrusions /, 84-20430 


Pipe-fitting — Handbooks, manuals, etc. 
Pipefitting, plumbing handbook : engi- 
neered performance standards for real 
property maintenance activities., 84- 
20522 


Pipe lines — Safety regulations — United 

States. 

Pipeline safety : report (to accompany 
H.R. 5313 ... referred jointly to the 
Committee on Energy and Commerce 
and the Committee on Public Works 
and Transportation) (including cost es- 
timate of the Congressional Budget 
Office)., 84-21505 


Pipe lines — Texas — West Odessa — 

Accidents. 

Pipeline accident report : Mid-America 
Pipeline System, liquefied petroleum 
gas pipeline rupture, West Odessa, 
Texas, March 15, 1983 /, 84-21363 


Pipe lines — United States — Protection. 
Organizational maintenance of military 
petroleum pipelines, tanks, and related 
equipment., 84-20646 


Pipe lines — Virginia. 

To prohibit the Secretary of the Army 
from issuing certain permits in connec- 
tion with a proposed water pipeline 
project until an environmental impact 
statement for that project has been 
completed : hearing before the Sub- 
committee on Water Resources of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, on H.R. 4317 ... February 8, 
1984., 84-21707 
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Planer saws — Catalogs. 


Pianers and shapers., 84-20564 


Planetary boundary layer — Colorado — 
Boulder. 
Studies of nocturnal stable layers at BAO 
/, %4-20494 


Plant conservation — Alaska — Prudhoe 
Bay. 
Sensitivity of plant communities and soil 
flora to seawater spills, Prudhoe Bay, 
Alaska /, 84-20800 


Plant indicators — Montana — Fort Union 
Coal Region. 
Ecology and distribution of major diatom 
ecotypes in the southern Fort Union 
Coal Region of Montana /, 84-21159 


Plant-soil relationships — Mathematical 
models, 
REGIM4S : a deterministic soil water bal- 
ance model /, 84-20204 


Plastic foams. 
Transient horizontal flame spread tests on 


cellular plastics : experimental results /, 
84-20394 


Plastics machinery — Catalogs. 
Rubber and plastics working machinery., 
84-20558 


Platinum group — Statistics — Periodicals. 
Platinum-group metals, 84-21200 
Preprint from the ... Bureau of Mines 

Minerals yearbook., 84-21200 


Platte River (Neb.) 

Hydrogeology of parts of the Central 
Platte and Lower Loup natural re- 
sources districts, Nebraska /, 84- 
21171 


Plotting charts — Data processing. 
DATAPLOT : introduction and over- 
view /, 84-20379 


Plumbing — Repairing — Handbooks, 
manuals, etc. 

Pipefitting, plumbing handbook : engi- 
neered performance standards for real 
property maintenance activities., 84- 
20522 


Police — United States. 
Civil rights statutes and the law enforce- 
ment officer /, 84-21225 
Testifying in court /, 84-21238 


Understanding police agency perform- 
ance /, 84-21242 


Police administration — United States. 
Understanding police agency perform- 
ance /, 84-21242 
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Police discretion — United States. 
Use of deadly force to arrest a fleeing 
felon : a constitutional challenge /, 
84-21226 


Polishes industry — United States — 
Statistics. 
1982 census of manufactures., 84-20267 


Political crimes and offenses. 

Politicai killings by governments of their 
citizens : hearings before the Subcom- 
mittee on Human Rights and Interna- 
tional Organizations of the Committee 
on Foreign Affairs, House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, November 16 and 17, 1983., 
84-21666 


Political persecution. 

Political killings by governments of their 
citizens : hearings before the Subcom- 
mittee on Human Rights and Interna- 
tional Organizations of the Committee 
on Foreign Affairs, House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, November 16 and 17, 1983., 
84-21666 


Pollution — Research — United States — 
Periodicals. 
Research outlook /, 84-20925 


Pollution — United States. 

Superfund Expansion and Protection Act 
of 1984 : report together with dissent- 
ing, additional, and supplementary 
views (to accompany H.R. 5640 ... re- 
ferred jointly to the Committee on 
Energy and Commerce and Public 
Works and Transportation for a period 
ending not later than July 24, 1984; and 
to the Committee on Ways and Means) 
(including cost estimate of the Con- 
gressional Budget Office)., 84-21548 


Polymers and polymerization. 
Characterization of organometallic poly- 
mers by chromatographic methods and 
nuclear magnetic resonance /, 84- 
20400 


Ponce Metropolitan Area (P.R.) — Census, 
1980. 
1980 census of housing., 


Pony Express Trail. 

Amending the National Trails System 
Act by adding the Oregon-California 
Trail to the study list : report (to ac- 
company H.R. 3787) (including the 
cost estimate of the Congressional 
Budget Office)., 84-21469 


84-20339 


Poor — United States — Energy assistance. 
Human Services Reauthorization Act : 


report (to accompany S. 2565)., 84- 
21426 


Low-income home energy assistance 
amendments of 1984 : report together 


Page I-324 





with additional and supplemental views 
(to accompany H.R. 5620 which on 
May 8, 1984, was referred jointly to 
the Committee on Education and 
Labor and the Committee on Energy 
and Commerce) (including cost esti- 
mate and comparison of the Congres- 
sional Budget Office)., 84-21484 


Poor — United States — Nutrition. 
Expanded Food and Nutrition Education 
Program : teaching nutrition to low- 
income families., 84-20220 


Port districts — Hudson River (N.Y. and 
N.J.) 
The Port of Albany and ports on Hudson 
River, New York /, 84-20771 


Port districts — New York — Albany. 
The Port of Albany and ports on Hudson 
River, New York /, 84-20771 


Portland cement — United States — 
Additives. 
Development of strength in cements., 
84-21369 


Postal service — United States — Third- 
class matter. 
Instruction booklet for mailers of third- 
class bulk rate mail., 84-21306 


Potato industry — United States. 
Trends in northeastern potato production 
and import-export flows to Canada /, 
84-20236 


Poultry — Inspection — Information 
services — United States. 
Information for consumers from FSIS., 
84-20242 


Poultry industry — United States — 
Statistics. 
1982 census of wholesale trade., 
20360 


84- 


Power resources — United States x 





ications engineering alterna 
tive energy sources., 84-20661 : 


Power tools, 


Hand and power tools., 84-21262 


Pre-trial procedure — United States. 
Citation release /, 84-21243 


Pre-trial release — United States. 
Citation release /, 84-21243 


Precipitation (Meteorology) — Arizona — 
Tables — Periodicals, 
Statewide average climatic history., 
20467 


84- 


Precipitation (Meteorology) — Arkansas — 
Tables — Periodicals, 
Statewide average climatic history., 
20468 


84- 
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Precipitation (Meteorology) — Atlantic 
Ocean. 
Analyses of aerosol and precipitation 
samples collected during a transatlantic 
research cruise /, 84-20433 


Precipitation (Meteorology) — Connecticut 
— Tables — Periodicals. 
Statewide average climatic history., 
20469 


84- 


Precipitation (Meteorology) — Montana — 
Tables — Periodicals. 
Statewide average climatic history., 
20470 


84- 


Precipitation (Meteorology) — Nebraska — 
Tables — Periodicals. 
Statewide average climatic history., 
20471 


84- 


Precipitation (Meteorology) — Nevada — 
Tables — Periodicals. 
Statewide average climatic history., 
20472 


84- 


Precipitation (Meteorology) — New 
Hampshire — Tables — Periodicals. 
Statewide average climatic history., 

20473 


84- 


Precipitation (Meteorology) — North 
Carolina — Tables — Periodicals. 
Statewide average climatic history., 

20474 


84- 


Precipitation gauges. 
Two standard precipitation gages and the 
gamma transmission snow gage : a sta- 
tistical comparison /, 84-20203 


Predetermined motion time systems. 

Machine shop, machine repairs handbook 
: engineered performance standards for 
real property maintenance activities., 
84-20521 

Pipefitting, plumbing handbook : engi- 
neered performance standards for real 
property maintenance activities., 84- 
20522 


Pregnancy, Adolescent — Bibliography. 
Adolescent parenthood : January 1980 
through June 1984, 129 citations /, 
84-21109 


Pregnant schoolgirls — United States. 
The Adolescent Family Life Act : report 
(to accompany S. 2616)., 84-21432 


Pressure vessels — Valves. 
Damping test results for straight sections 
of 3-inch and 8-inch unpressurized 
pipes /, 84-21580 


Pressurized water reactors — Loss of 
coolant — Mathematical models, 
COBRA/TRAC simulation of semiscale 

S-UT-5 test /, 84-21582 
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Preventive health services — United States. 
States use added flexibility offered by the 
preventive health and health services 
block grant : report to the Congress /, 
84-21013 


Price policy — United States. 

Credit card surcharge ban hearing 
before the Subcommittee on Consumer 
Affairs and Coinage of the Committee 
on Banking, Finance, and Urban Af- 
fairs, House of Representatives, Ninety- 
eighth Congress, second session, on 
H.R. 5026 ... S. 2336 ... March 27, 
2984., 84-21620 


Printing, Practical —- Style manuals. 
Style manual /, 84-21043 


Printing, Public — United States. 
Style manual /, 84-21043 


Printing plates — Statistics. 


1982 census of manufactures., 84-20266 


Prisons — United States. 

Federal, District of Columbia, and states 
future prison and correctional institu- 
tion populations and capacities : report 
to the Honorable Arlen Specter, 
United States Senate /, 84-21009 


Prisons — United States — Statistics. 
Federal, District of Columbia, and states 
future prison and correctional institu- 
tion populations and capacities : report 
to the Honorable Arlen Specter, 
United States Senate /, 84-21009 


Privacy, Right of — United States. 
The Privacy Protection Act of 1980 /, 
84-21233 


Probabilities. 
Probability based safety checking of nu- 
clear plant structures /, 84-21574 


Probability forecasts (Meteorology) —- 
Florida — Pinellas County. 
Public response to hurricane probability 
forecasts /, 84-20452 


Produce trade — Law and legislation — 

United States. 

Act to Amend the Perishable Agricultur- 
al Commodities Act, 1930, by Impress- 
ing a Trust on the Commodities and 
Sale Proceeds of Perishable Agricultur- 
al Commodities for the Benefit of the 
Unpaid ..., 84-21080 


Production management — United States. 
Implementing a productivity program : 
points to consider /, 84-20587 


Programming (Electronic computers) — 
Handbooks, manuals, etc. 
Skill levels 1/2/3/4, soldier’s manual and 
trainer’s guide, MOS 74F : program- 
mer/analyst., 84-20672 





Programming languages (Electronic 
computers) 
DATAPLOT : introduction and over- 
view /, 84-20379 


Selection of a general purpose language 
and a real-time language suitable for 
shipboard data system III /, 84-20449 


Project Voyager. 
Voyager at Neptune and Triton, 1989., 
84-21295 


Propellants — Environmental aspects — 
United States. 
Gaseous emissions from excess air com- 
bustion of propellants and explosives /, 
84-20939 


Propellers, Aerial — Certification — United 
States. 
Aircraft, aircraft engines and propeller 
type certificate data sheets and specifi- 
cations., 84-21377 


Prudhoe Bay (Alaska) 
Sensitivity of plant communities and soil 
flora to seawater spills, Prudhoe Bay, 
Alaska /, 84-20800 


Psycholinguistics. 
Threat analysis : the psycholinguistic ap- 
proach /, 84-21239 


Psychology, Military. 
Soldier performance in continuous oper- 
ations., 84-20677 


Psychology, Military — Study and teaching 
— United States. 


Leadership in organizations., 84-20853 


Public buildings — Access for the pliysically 
handicapped. 

Voting Accessibility for the Elderly and 
Handicapped Act : report (to accompa- 
ny H.R. 1250) (including cost estimate 
of the Congressional Budget Office)., 
84-21540 


Public contracts — United States. 

Analysis of benefits realized from mul- 
tiyear contracting for the Black Hawk 
helicopter : report to the Chairman, 
Subcommittee on Defense, Committee 
on Appropriations, House of Repre- 
sentatives /, 84-21024 

Management of the Department of De- 
fense : hearing before the Committee 
on Governmental Affairs, United States 
Senate, Ninety-eighth Congress, first 
session., 84-21677 

Small business subcontracting directory., 
84-20510 
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Estimating the effects of economic 
change on national health and social 
well-being : a study /, 84-21640 

Titles X and XX and preventive health 
services block grants : report together 


with dissenting views (to accompany 
H.R. 5600)., 84-21514 


Public lands — Colorado — Rio Blanco 
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A cultural resources inventory of the 
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John Day Resource Management Plan : 
environmental impact statement : draft 
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control. 
Privacy act, policies and procedures : 
204, 37 C.F.R., 84-21284 


Public trustees — United States. 

Superfund Expansion and Protection Act 
of 1984 : report together with dissent- 
ing, additional, and supplementary 
views (to accompany H.R. 5640 ... re- 
ferred jointly to the Committee on 
Energy and Commerce and Public 
Works and Transportation for a period 
ending not later than July 24, 1984; and 
to the Committee on Ways and Means) 
(including cost estimate of the Con- 
gressional Budget Office)., 84-21548 


U.S. Olympic Checkoff Act : hearing 
before the Subcommittee on Adminis- 
trative Law and Governmental Rela- 
tions of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, second session, on 
H.R. 1984 ... March 8, 1984. 84 
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Public utilities — United States. 

Need for new powerplants : hearing 
before the Subcommittee on Energy 
Conservation and Power of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety- 
eighth Congress, second session, on 
Congressional Research Service and 
Department of Energy electric utility 
reports, February 7, 1984., 84-21655 
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James P. Purvis : report (to accompany 
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assurance. 
A summary of the 1982 EPA national 
performance audit program on source 
measurements /, 84-20950 


Quality control — United States. 
Quality engineering handbook for prepa- 
ration and maintenance of quality as- 
surance provisions., 84-20732 


Quality Verification Center (U.S.) 
Quality Verification Center., %4-20881 
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pavement /, 84-20796 


Radar — United States — Handbooks, 
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Radio and radar reference data., 
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Radar in hydrology. 
Radar profiling of buried reflectors and 
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Radar meteorology —- Data 
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Dose calculations for severe LWR acci- 
dent scenarios /, 84-21562 


Radiation dosimetry. 
Light water reactor pressure vesse) sur- 
veillance dosimetry improvement pro- 


gram /, 84-21567 


Radio —- Interference — Congresses. 
Oversight of preparation of U.S. Delega- 
tion to First Session World Administra- 
tive Radio Conference : hearing before 
the Subcommittee on International Op- 


erations of the Committee on Foreign | 


Affairs, House of Representatives, 
Ninety-eighth Congress, first session, 


November 9, 1983., 84-21667 


Radio — Law and legislation — United 
States, 


Tables of frequency allocations and other 
extracts from Manual of regulations 


and procedures for federal radio fre- 
quency management., 84-20496 


Radio — United States —- Calibration. 
Calibration procedure for radio test set 
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Diagram Booklet : radio set AN/FRC- 
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| Suggested state regulations for control of 


\ radiation /, 84-21117 
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Rainfall intensity duration frequencies — 
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Rare-earth ion-host lattice interactions : 
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gtam summary through fiscal year 
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Real property and taxation — United States. 
Description of S. 1915 relating to tax 
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Microcomputer-based monitoring and 


contro) system with uranium mining 
application /, 84-21192 


Reclamation of land — North Dakota — 
McKenzie County. 
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H.R. 5076)., 84-21466 


Recreation areas — United States. 
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Overview of refugee situation in South- 
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cluding cost estimate of the Congres- 
sional Budget Office)., 84-21495 


Roads — New York (N.Y.) 
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: how the U.S. Geological Survey pro- 
vided news-media information on the 
1980 volcanic eruptions /, 84-21140 


Some chemical effects of the Mount St. 
Helens eruption on selected streams in 
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Saline water conversion plants — New 
Mexico — Pilot plants . 
An Act to Authorize an Ongoing. Pro- 
gram of Water Resources Research, 
and for Other Purposes., 84-21063 


Water Resources Research Act of 1984, 
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21324 


Scientists — In-service training — United 
States — Periodicals. 
The medical staff fellowship program at 
the National Institutes of Health : cata- 
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models. 
A comparison of sea ice model results 
using three different wind forcing fields 
/, %4-20795 


Sealing — Alaska. 
History of scientific study and manage- 
ment of the Alaskan fur seal, Callor- 
hinus ursinus, 1786-1964 /, 84-20427 


Seals (Animals) — Alaska. 
History of scientific study and manage- 
ment of the Alaskan fur seal, Callor- 
hinus ursinus, 1786-1964 /, 84-20427 


Seals (Animals) — Lisiansky Island (Hawaii) 
Diving patterns of the Hawaiian monk 
seal, Lisianski Island, 1982 /, 84-20448 
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essays, 


| Searches and seizures — United States. 


The fourth amendment at a rock concert 
/, 84-21230 


The warrant requirement in crime scene 
searches /, 84-21240 


Seattle (Wash.) — Schools. 
Managing the politics of decline : school 
closures in Seattle, 84-20911 


Secretaries, Training of — United States. 
Soldier’s manual and trainer’s guide, 
MOS 7IC, skill levels 1/2/3 : secre- 
tary., 84-20666 


Securities — United States. 

The Financial Services Competitive 
Equity Act : report of the Committee 
on Banking, Housing, and Urban Af- 
fairs, United States Senate, to accompa- 
ny S. 2851, together with additional 
views., 84-21444 


United States of America, treasury notes 
of March 31, 1986, series S-1986., 84- 
21349 


United States of America, treasury notes 
of March 31, 1988, series L-1988., 84- 
21350 


Security, International — Addresses, essays, 
lectures. 
Choices for the 1980’s /, 84-20904 


Sediment transport — United States. 
Weir jetty performance : hydraulic and 
sedimentary considerations : hydraulic 
model investigation /, 84-20777 


Seger, Martha Romayne, 1932- 

Nomination of Martha Romayne Seger : 
hearings before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-eighth 
Congress, second session, on nomina- 
tion of Martha Romayne Seger to be a 
member of the Board of Governors of 
the Federal Reserve System for a term 
of 14 years from February 1, 1984; 
June 19, 20, 21, and 22, 1984, 84- 
21625 


Seismological stations — Indiana. 
Geophysical investigations of the western 
Ohio-Indiana region /, 84-21566 


Seismological stations — Ohio. 
Geophysical investigations of the western 
Ohio-Indiana region /, 84-21566 


Self-employed — Pensions — Taxation — 
United States. 
Self-employed 

21354 


retirement pplans., 84- 


Self-help devices for the disabled — United 
States. 
Technology and handicapped people : 
summary., 84-21589 
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Self-incrimination — United States. 
Interview of public employees regarding 
criminal misconduct allegations : con- 
stitutional considerations /, 84-21235 


Seneca Indians — Land tenure. 

An Act to Declare Certain Lands Held 
by the Seneca Nation of Indians to be 
Part of the Allegany Reservation in the 
State of New York., 84-21083 


Septic tanks. 
Restoration of failing on-lot sewage dis- 
posal areas /, 84-2094] 


Service industries — United States. 

Renewable Energy Industry Develop- 
ment Act of 1983 : hearing before the 
Subcommittee on Energy Conservation 
and Supply of the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-eighth Congress, 
second session, on H.R. 3169 ... March 
22, 1984., 84-21652 


Service industries — United States — 
Statistics. 
1982 census of service industries., 
20365, 84-20367, 84-20368, 84- 
20369, 84-20371 


Service industries — Utah — Statistics. 
1982 census of service industries., 
20364 


Sewage — Purification — Biological 
treatment. 
Evaluation of process systems for effec- 
tive management of aluminum finishing 
wastewaters and sludges /, 84-20944 


Sewage — Purification — Oxidation. 
Oxidation ditch technology for upgrading 
Army sewage treatment facilities /, 
84-20823 


Sewage as fertilizer — United States. 
Characterization of sewage sludge and 
sewage sludge-soil systems /, 84- 
20937 


Process design manual for land applica- 
tion of municipal sludge /, 84-20963 


Sewage disposal — Environmental aspects — 
United States — Bibliography. 
The Ecological impacts of wastewater on 
wetlands : an annotated bibliography /, 
84-20923 


Sewage disposal — Pennsylvania. 
Restoration of failing on-lot sewage dis- 
posal areas /, 84-20941 


Sewage disposal — United States. 
Analysis and assessment of incinerated 
municipal sludge ashes and leachates /, 
84-20934 


Ocean Dumping Amendments Act of 
1984 : report together with additional 
views (to accompany H.R. 4829) (in- 
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cluding cost estimates of the Congres- 
sional Budget Office)., 84-21493 


Sewage disposal in the ground — 
Environmental aspects — United States. 
Electroplating plant operating conditions 

related to wastewater sludge leachabi- 
lity /, 84-20930 


Sewage disposal in the ground — United 
States. 
Process design manual for land applica- 
tion of municipal sludge /, 84-20963 


Sewage disposal plants — United States. 
Oxidation ditch technology for upgrading 
Army sewage treatment facilities /, 
84-20823 


Sewage lagoons — United States. 
Oxidation ditch technology for upgrading 
Army sewage treatment facilities /, 
84-20823 


Sewage sludge. 
Evaluation of process systems for effec- 
tive management of aluminum finishing 
wastewaters and sludges /, 84-20944 


Process design manual for land applica- 
tion of municipal sludge /, 84-20963 


Reclamation of toxic mine waste utilizing 
sewage sludge : Contrary Creek dem- 
onstration project, addendum report /, 
84-20932 


Sewage sludge — Drying. 
Analysis and assessment of incinerated 
municipal sludge ashes and leachates /, 
84-20934 


Sewage sludge — Environmental aspects — 
United States. 
Characterization of sewage sludge and 
sewage sludge-soil systems /, 84- 
20937 


Sewage sludge as fertilizer — Delaware. 
Long-term plant persistence and restora- 
tion of acidic dredge soils with sewage 
sludge and lime /, 84-20803 


Sewage-sludge fuel — Economic aspects — 
United States. 
Performance and economic feasibility of 
a sludge/wastepaper gasifier system /, 
84-20942 


Sex discrimination against women — United 
States. 
Pay equity : EEOC’s handling of sex- 
based wage discrimination complaints : 
thirty-ninth report /, 84-21510 


Sex discrimination in employment — United 

States. 

Federal government affirmative action 
policies and programs : joint hearing 
before the Subcommittee on Civil 
Service of the Committee on Post 
Office and Civil Service and the Sub- 
committee on Civil and Constitutional 





Rights of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, first session, Decem- 
ber 16, 1983., 84-21703 

Pay equity : EEOC’s handling of sex- 
based wage discrimination complaints : 
thirty-ninth report /, 84-21510 


Sex offenders — Psychology. 
Offender profiles : a multidisciplinary ap- 
proach., 84-21232 


Sextons — United States. 
Soldier’s manual : chapel activities spe- 
cialis, MOS 71M, skill levels 1/2., 
84-20674 


Shale — Appalachian Region. 
Clay mineralogy of Devonian shales in 
the Appalachian Basin /, 84-21161 


Shale oils. 
Project, Rivet Shale : Air Force synfuels 
shale oil program., 84-20889 


Shapers — Catalogs. 


Planers and shapers., 84-20564 


Sheet-metal — Handbooks, manuals, etc. 
Sheet metal, structural iron & welding 
handbook : engineered performance 
standards for real property mainte- 
nance activities, 84-20525 


Shielding (Electricity) 
Electromagnetic shielding of full-sized 
structures by metal arc spraying /, 
84-20820 


Ship-building — Contracts and specifications 

— United States. 

Establishment of commission on Mer- 
chant Marine and defense : report (to 
accompany H.R. 3289 ... referred joint- 
ly to the Committee on Armed Serv- 
ices and the Committee on Merchant 
Marine and Fisheries) (including cost 
estimate of the Congressional Budget 
Office)., 84-21454 


Ship-building — United States — Finance. 
National Defense Shipyard Protection 
Act of 1984 : report (to accompany 
H.R. 5220) (including cost estimate of 
the Congressional Budget Office)., 84- 
21487 


Ship-building subsidies — Law and 
legislation — United States. 

National Defense Shipyard Protection 
Act of 1984 : report (to accompany 
H.R. 5220) (including cost estimate of 
the Congressional Budget Office)., 84- 
21487 


Ship-building subsidies — United States. 
Maritime Administration authorization : 
hearing before the Subcommittee on 
Merchant Marine of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety- 
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eighth Congress, second session, on S. 
2499 ... April 5, 1984., 84-21629 


Ships — United States — Maintenance and 
repair. 

Establishment of commission on Mer- 
chant Marine and defense : report (to 
accompany H.R. 3289 ... referred joint- 
ly to the Committee on Armed Serv- 
ices and the Committee on Merchant 
Marine and Fisheries) (including cost 
estimate of the Congressional Budget 
Office)., 84-21454 


Shipwrecks — Information services — 
United States. 
Possible sources of wreck information /, 
84-20491 


Shipwrecks — United States. 

Protection of historic shipwrecks and the 
National Maritime Museum: hearing 
before the Subcommittee on Public 
Lands and Reserved Water of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
eighth Congress, first session, on S. 
1504 ... S. 1647 ... October 21, 1983., 
84-21650 


Shore-lines — Alaska. 
Shore ice ride-up and pile-up features /, 
84-20787 


Shore protection — United States. 
Shore stabilization with salt marsh vege- 
tation /, 84-20807 


Streambank protection guidelines—for 
landowners and local governments., 
84-20769 


Shrimp fisheries — Southeastern States — 
Equipment and supplies. 
Configurations and relative efficiencies of 
shrimp trawls employed in southeastern 
United States waters /, 84-20429 


Siduey Lanier, Lake (Ga.) — Maps. 
Lake Sidney Lanier navigation charts., 
84-20767 


Sidney Lanier, Lake (Ga.) — Navigation. 
Lake Sidney Lanier navigation charts., 
84-20767 


Silt — California — Colma Creek. 
Development of a model to predict the 
adsorption of lead from solution on a 
natural streambed sediment /, 84- 
21141 


Silver Lake (Whatcom County, Wash.) 
Silver Lake Research National Area : 
Supplement no. 15 /, 84-20200 


Slaves — United States — Biography — 
Bibliography. 
Recording of slave narratives and related 
material in the Archive of Folk Song : 
reference tapes., 84-21266 
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Sleeping Bear Dunes National Lakeshore 
(Mich.) 
Water resources of Sleeping Bear Dunes 
National Lakeshore, Michigan /, 84- 
21173 


Small business — Colombia. 
Accounting for the micro business : a 
teaching manual /, 84-2131] 


Small business — Economic aspects — 

United States. 

Effects of economic policy on small busi- 
ness : hearing before the Subcommittee 
on SBA and SBIC Authority, Minority 
Enterprise, and General Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, Washington, D.C., March 1, 
1984., 84-21715 


Small business — United States. 

Federal antitrust enforcement and its 
impact on small business : hearing 
before the Committee on Small Busi- 
ness, United States Senate, Ninety- 
eighth Congress, second session, on 
federal antitrust enforcement and its 
impact on small business, February 7, 
1984., 84-21717 

Opportunities for small & disadvantaged 
businesses with the U.S. Army Corps 
of Engineers., 84-20810 


Small business — United States — 


Congresses. 

White House Conference on Small Busi- 
ness, H.R. 5298 : hearing before the 
Committee on Small Business, House 
of Representatives, Ninety-eighth Con- 


gress, second session, Washington, 
D.C., April 3, 1984., 84-21716 


Small business — United States — 
Directories. 
Small business subcontracting directory., 
84-20510 


Small business — United States — Finance. 
Small Business Secondary Market Im- 
provement Act of 1984 : report (to ac- 
company H.R. 4773) (including cost es- 
timate of the Congressional Budget 
Office)., 84-21541 


Small Business Development Center (U.S.) 

— Appropriations and expenditures. 

Small Business Development Center Im- 
provement Act of 1984 : report (to ac- 
company H.R. 5334) (including cost es- 
timate of the Congressional Budget 
Office)., 84-21479 


Small business investment companies. 

S. 2069, a bill to amend the Small Busi- 
ness Act in order to permit the SBA to 
approve combined 7(a) regular business 
loans and 502/503 development compa- 
ny loans which exceed $500,000 : hear- 
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ing before the Committee on Small 
Business, United States Senate, Ninety- 
eighth Congress, second session, on S. 
2069 ... May 1, 1984., 84-21718 


Smelting furnaces — Environmental aspects 
— United States. 
Evaluation of an air curtain hooding 
system for a primary copper converter 
/, %4-20936 


Smoke screens. 
A Health risk assessment of the use of 
hexachloroethane smoke on an Army 
training area /, 84-20827 


Smokey Bear. 
Give a hoot! Don’t pollute!, 


Smolting. 

Migrational characteristics of juvenile 
salmon and steelhead trout in the Co- 
lumbia River system - 1981 : final 
report., 84-20480 


84-20195 


Snow. 
Review of the propagation of inelastic 
pressure waves in snow /, 84-20791 


Snow mechanics. 
Developing a model for predicting snow- 
pack parameters affecting vehicle mo- 
bility /, 84-20794 


Social problems. 
Estimating the effects of economic 
change on national health and social 
well-being : a study /, 84-21640 


Social psychology — Study and teaching — 
United States. 
Leadership in organizations., 


Social security — Illinois. 

Social security disability reviews : the 
human costs : hearing before the Spe- 
cial Committee on Aging, United 
States Senate, Ninety-eighth Congress, 
second session., 84-21599 


Social security — Law and legislation — 

Great Britain. 

Social security agreement between the 
United States of America and the 
Kingdom of Great Britain and North- 
ern Ireland : message from the Presi- 
dent of the United States transmitting 
the agreement between the United 
States of America and the government 
of the United Kingdom of Great Brit- 
ain and Northern Ireland, which con- 
sists of two separate instruments, pursu- 
ant to SSA, sec. 233(e) (91 Stat. 1538)., 
84-21451 


Treaties, etc. United States, 1984 Feb. 13, 
84-21451 


84-20853 


Social security — Law and legislation — 
United States. 
Social security agreement between the 
United States of America and the 
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Kingdom of Great Britain and North- 
ern Ireland : message from the Presi- 
dent of the United States transmitting 
the agreement between the United 
States of America and the government 
of the United Kingdom of Great Brit- 
ain and Northern Ireland, which con- 
sists of two separate instruments, pursu- 
ant to SSA, sec. 233(e) (91 Stat. 1538)., 
84-21451 


Treaties, etc. United States, 1984 Feb. 13, 
84-21451 


Social security — United States. 

A plan to establish an independent 
agency for social security : a study pre- 
pared for the Committee on Ways and 
Means, United States House of Repre- 
sentatives and the Committee on Fi- 
nance, United States Senate, pursuant 
to P.L. 98-21 /, 84-21723 

Social security : how well is it serving 
the public? : hearing before the Special 
Committee on Aging, United States 
Senate, Ninety-eighth Congress, first 
session, Washington, D.C., November 
29, 1983., 84-21602 


Social surveys — Response rate. 
Employer perception survey of 1981., 
84-21246 


Social work with the aged — California. 

California concerns regarding reauthor- 
ization of the Older Americans Act : 
1984 : hearing before the Select Com- 
mittee on Aging, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, November 28, 1983, Los Angeles, 
Calif., 84-21604 


Reauthorization of the Older Americans 
Act : a rural perspective : hearing 
before the Subcommittee on Retire- 
ment Income and Employment of the 
Select Committee on Aging, House of 
Representatives, Ninety-eighth Con- 
gress, first session, December 2, 1983, 
Roseville, Calif, &4-21608 


Sociology, Military — United States. 
Cohesion in the US military /, 84-20541 


Sociology, Military — United States — 
Addresses, essays, lectures. 
Studies in defense /, 84-20542 


Software compatibility. 
Report on approaches to database transla- 
tion /, 84-20378 


Soil conservation — Law and legislation — 

United States. 

Colorado River basin agricultural conser- 
vation program : report together with 
additional views (to accompany H.R. 
3903)., 84-21424 
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Soil consolidation. 
Theory of soil consolidation Teoriya kon- 
solidatsii gruntov /, 84-21130 


Soil dynamics. 
Transport of water in frozen soil /, 84- 
20798 


Soil erosion — Maryland — Handbooks, 
manuals, etc. 
1983 Maryland standards and specifica- 
tions for soil erosion and sediment con- 
trol /, 84-20223 


Soil erosion —- United States. 
Erosion of perennially frozen stream- 
banks /, 84-20804 


Soil liquefaction. 
In situ determination of liquefaction po- 
tential using the PQS probe /, 84- 
20775 


Soil moisture — United States — 
Mathematical models. 
REGIM64 : a deterministic soil water bal- 
ance model /, 84-20204 


Soil penetration test. 
In situ determination of liquefaction po- 
tential using the PQS probe /, 84- 
20775 


Soil permeability — United States. 
Procedures for modeling flow through 
clay liners to determine required liner 
thickness., 84-20918 


Soil-surveys — Kansas — Atchison County. 
Soil survey of Atchison County, Kansas 
/, %4-20224 


Soil-surveys — Missouri — Butler County. 
Soil survey of Butler County and part of 
Ripley County, Missouri /, 84-20225 


Soil-surveys — Missouri — Ripley County. 
Soil survey of Butler County and part of 
Ripley County, Missouri /, 84-29225 


Soils — Arkansas — Lafayette County. 
Soil survey of Lafayette, Little River, 
and Miller counties, Arkansas /, 84- 
20228 


Soils — Arkansas — Little River County. 
Soil survey of Lafayette, Little River, 
and Miller counties, Arkansas /, 84- 
20228 


Soils — Arkansas — Miller County. 
Soil survey of Lafayette, Little River, 
and Miller counties, Arkansas /, 84- 
20228 


Soils — Information services — United 
States. 
An interactive soils information system 
users manual /, 84-20826 





Soils — Kansas — Atchison County. 
Soil survey of Atchison County, Kansas 
/, 84-20224 


Soils — Kansas — Atchison County — 
Maps. 
Soil survey of Atchison County, Kansas 
/, 84-20224 


Soils — Michigan — Mecosta County. 
Soil survey of Mecosta County, Michigan 
/, %4-20229 


Soils — Michigan — Mecosta County — 
Maps. 
Soil survey of Mecosta County, Michigan 
/, 84-20229 


Soils — Minnesota — Houston County. 
Soil survey of Houston County, Minneso- 
ta /, 84-20227 


Soils — Minnesota — Houston County — 
Maps. 
Soil survey of Houston County, Minneso- 
ta/, 84-20227 


Soils — Missouri — Butler County — 
Maps. 
Soil survey of Butler County and part of 
Ripley County, Missouri /, 84-20225 


Soils — Missouri — Ripley County — 


Maps. 
Soil survey of Butler County and part of 
Ripley County, Missouri /, 84-20225 


Soils — United States — Composition. 
Element concentrations in soils and other 
surficial materials of the conterminous 
United States /, 84-21153 


Soils — United States — Leaching. 
Electroplating plant operating conditions 
related to wastewater sludge leachabi- 
lity /, 84-20930 


Soils — Utah — Juab County — Maps. 
Soil survey of Fairfield-Nephi area, Utah 
: b parts of Juab, Sanpete, and Utah 
Counties /, 84-20226 


Soils — Utah — Sanpete County — Maps. 
Soil survey of Fairfield-Nephi area, Utah 
: b parts of Juab, Sanpete, and Utah 
Counties /, 84-20226 


Soils — Utah — Utah County — Maps. 
Soil survey of Fairfield-Nephi area, Utah 
: b parts of Juab, Sanpete, and Utah 
Counties /, 84-20226 


Solar activity. 
The NOAA-ERL-ARL solar UV radi- 
ation and climate research project pro- 


gram description and progress report /, 
84-20432 


Solar air conditioning. 
Performance criteria for solar heating and 


cooling systems in commercial build- 
ings /, 84-20388 
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Test methods and standards development 
for active solar heating and cooling 
systems /, 84-20407 


Solar air conditioning — Mathematical 
models, 
Effectiveness of solar shading for an 
Office building /, 84-20384 


Solar collectors — Testing. 

Solar collector test procedures : develop- 
ment of a method to refer measured 
efficiencies to standardized test condi- 
tions /, 84-20395 


Solar heating. 

Performance criteria for solar heating and 
cooling systems in commercial build- 
ings /, 84-20388 

Test methods and standards development 
for active solar heating and cooling 
systems /, 84-20407 


Solar radiation — United States — 

Measurement. 

The NOAA-ERL-ARL solar UV radi- 
ation and climate research project pro- 
gram description and progress report /, 
84-20432 


Soldier’s bodies, Disposition of. 
Graves registration handbook., 


Solution (Chemistry) 
The chemical behavior of iodine in aque- 
ous solutions up to 150°C /, 84-21572 


84-20649 


Solvents. 
Solvent ‘“cradle-to-grave” management 
guidelines for use at Army installations 
/, %4-20828 


Somalia — Description and travel. 
Background notes, Somalia., 84-21333 


Sound recordings — Bibliography. 
Guide to spoken-word recordings : gen- 
eral nonfiction., 84-21291 


South Carolina — Population — Statistics. 
Estimates of the population of South 
Carolina counties and metropolitan 
areas : July 1, 1981, and 1982 (provi- 
sional)., 84-20313 


South Pacific Ocean — Navigation. 
Omega propagation correction tables for 
10.2 kHz : area 16, South Pacific, sta- 
tion D (North Dakota) /, 84-20537 


South Platte River (Colo. and Neb.) 

Analysis of the August 14, 1980, rain- 
storm and storm runoff to the South 
Platte River in the southern Denver 
metropolitan area, Colorado /, 84- 
21168 


Southern pine beetle. 
Insecticides for the southern pine beetle., 
84-20216 
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Soviet Union — Economic conditions — 

1976- 

The political economy of the Soviet 
Union : joint hearings before the Sub- 
committee on Economic Goals and 
Intergovernmental Policy of the Joint 
Economic Committee, Congress of the 
United States, and the Subcommittee 
on Europe and the Middle East of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, first session, July 26 and Septem- 
ber 29, 1983., 84-21642 


Seviet Union — Economic policy — 1981- 

The political economy of the Soviet 
Union : joint hearings before the Sub- 
committee on Economic Goals and 
Intergovernmental Policy of the Joiat 
Economic Committee, Congress of the 
United States, and the Subcommittee 
on Europe and the Middle East of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, first session, July 26 and Septem- 
ber 29, 1983., 84-21642 


Soviet Union —- History — 1939-1945, 
August storm : Soviet tactical and oper- 
ational combat in Manchuria, 1945 /, 
84-20855 


Soviet Union — History, Military — 1917- 
August storm : the Soviet 1945 strategic 
offensive in Manchuria /, 84-20854 


Space environment. 
National plan for space environment 
services and supporting research., 84- 
20425 


Space sciences -— United States — Study 
and 
NASA, the first 25 years, 1958-1983 : a 
resource for teachers : a curriculurr 
project., 84-21297 


Space vehicles — Propulsion systems — 
Statistics. 


1982 census of manufactures., 84-20291 


Spark arresters. 

Supplemental information to the June 
1983 issue of the spark arrester guide : 
arresters qualified and rated after June 
1, 1983., 84-20199 


Specification writing — Handbooks, 
manuals, etc. 
National engineering handbook., 
20222 


84- 


Spectrum analysis. 
Atmospheric channel performance meas- 
urements at 10 to 100 GHz /, 84- 
20498 


Spillways. 
Bloomington Spillway, North Branch Po- 
tomac River, Maryland and West Vir- 
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ginia : hydraulic model investigation /, 
84-20781 


Walter F. George Lock and Dam : Chat- 
tahoochee River, Alabama-Georgia., 
84-208 14 


Spillways — Design and construction. 
Hydraulic model studies of Theodore 
Roosevelt Dam, south spillway /, 84- 
21185 


Sporting goods industry — Uniied States — 
Statistics. 


1982 census of retail trade., 84-20347 


Stairs — Safety measures. 
Improved personnel access for surface 
mining equipment /, 84-21193 


Standardization. 
Measurement assurance programs., 
20382 


84- 


Statistics. 
Statistical uses of administrative records : 
recent research and present prospects / 
84-21352 


Steel, Heat resistant — Addresses, essays, 
lectures. 

Structure and properties of heat-resistant 
metals and alloys Struktura i svoistva 
zharoprochnykh metailicheskikh mater- 
ialov /, 84-21296 


Steel industry and trade — United States. 
The effects of import quotas on the steel 
industry., 84-21724 


Steelhead (Fish) 
Effects of the intermittent operation of 
submersible traveling screens on juve- 
nile salmonids, 1982 /, 84-20481 


FY 1978-79 report for project 817 : a 
study to assess status of smoltification 
and fitness for ocean survival of chi- 
nook, coho, and steelhead /, 84-20475 


Imprinting salmon and steeihead trout for 
homing, 1981 /, 84-20478 


Migrational characteristics and survival 
of juvenile salmonids entering the Co- 
lumbia River Estuary in 1981 /, 84- 
20479 


Migrational characteristics of juvenile 
salmon and steelhead trout in the Co- 
lumbia River system - 1981 : final 
report., 84-20480 


Research to develop an improved fingerl- 


ing-protection system for John Day 
Dam, 1981 /, 84-20477 


Stores, Retail — United States — Statistics. 
1982 census of retail trade., 84-20350 


Storms — Safety measures. 


Survival in a hurricane., 84-20422 


Storms — Texas. 
Fastest-mile wind speeds in Hurricane 
Alicia /, 84-20391 
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Stratigraphic correlation. 
Introduction to correlation of Precam- 
brian rock sequences /, 84-21149 


Stream channelization — Perry Creek 
(Plymouth County-Woodburry County, 
Towa) 

Interim report on Perry Creek, Iowa : 
communication from the Assistant Sec- 
retary of the Army (Civil Works) 
transmitting a ietter from the Chief of 
Engineers, Department of the Army, 
dated February 4, 1982, submitting a 
report, together with accompanying 
papers and illustrations, on interim 
report on Perry Creek, Iowa ...., 84- 
21446 


Stream measurements. 
An analytical treatment of channel-mor- 
phology relations /, 84-21158 


Stream measurements — Delaware — 
Yearbooks. 


Maryland and Delaware, 84-21177 


U.S.G.S. water resources data. Maryland 
and Delaware, 84-21177 


USGS water resources data. Maryland 
and Delaware, 84-21177 


Water resources data., 84-21177 


Stream measurements — Kentucky — 
Yearbooks. 


Water resources data., 84-21176 


Water resources data, Kentucky, 
21176 


84- 


Stream measurements — Maine — Cost 
effectiveness. 

Cost effectiveness of the stream-gaging 
program in Maine : a prototype for 
nationwide implementation /, 84- 
21142 


Stream measurements — Maryland — 
Yearbooks. 


Maryland and Delaware, 84-21177 


U.S.G.S. water resources data. Maryland 
and Delaware, 84-21177 


USGS water resources data. Maryland 
and Delaware, 84-21177 


Water resources data., 84-21177 


Stream measurements — South Dakota. 
A preliminary assessment of the hydro- 
logic characteristics of the James River 
in South Dakota /, 84-21165 


Streambank pianting. 
Streambank protection for landowners 
and local governments., 84-20768 


Stress (Psychology) 
Management of stress in Army oper- 
ations., 84-20682 


Soldier performance in continuous oper- 
ations., 84-20677 
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Stress-strain curves, 
J-R curve characterization of irradiated 
low upper shelf welds /, 84-21571 


Stringed instruments, Bowed — Catalogs and 
collections. 


Three masters : the stringed instrument 
collection in the Library of Congress /, 
84-21264 


Stringed instruments, Bowed — History. 
Three masters : the stringed instrument 
collection in the Library of Congress /, 
84-21264 


Strip mining — Equipment and supplies — 
Safety measures. 
Improved personnel access for surface 
mining equipment /, 84-21193 


Student Awareness of Drunk Driving Month. 

Joint Resolution Designating the Month 

of June 1984 as “Student Awareness of 
Drunk Driving Month.”, 84-21067 


Student loan funds — United States. 
Secondary market activities of the Stu- 
dent Loan Marketing Association : 
report to the Committee on Labor and 
Human’ Resources, United States 
Senate /, 84-21016 


Student Loan Marketing Association (U.S.) 
Secondary market activities of the Stu- 
dent Loan Marketing Association 
report to the Committee on Labor and 
Human Resources, United States 
Senate /, 84-21016 


Subsidences (Earth movements) — California 
— Oildale Region. 
Historic surface deformation near Oildale, 
California /, 84-21150 


Subversive activities — Soviet Union. 
Soviet active measures : May 30, 1984., 
84-21327 


Sun — Observations. 
International Solar-Terrestrial Physics 
Program : a plan for the core space- 
flight missions., 84-21294 


Suretyship and guaranty — United States. 
Improved management of Productive 
Credit Guaranty Program can mini- 
mize U.S. risk exposure and costs : 
report to the Administrator, Agency 
for International Development /, 84- 
21019 


Surveying — United States — Statistics. 
1982 census of service industries., 
20376 


84- 


Survivors’ benefits — Law and legislation — 

United States. 

An Act to Amend Title 38, United States 
Code, to Increase the Rates of 
Ccmpensation for Disabled Veterans 
and the Rates of Dependency and In- 





Tariff Law and legislation U.S. Cases. 


demnity Compensation for Survivors, 
to Express the Sense of the Congress 
that Increases in the Rates of Compen- 
sation Should Take Effect on Decem- 
ber 1 Beginning in Fiscal Year 1985, 
and for Other Purposes., 84-21062 
Veterans’: Compensation and Program 


Improvements Amendments of 1984, 
84-21062 


Survivors’ benefits — United States — 

Periodicals. 

Annual report of the Board of Trustees 
of the Federal Old-age and Survivors 
Insurance and Disability Insurance 
Trust Funds (1984), 84-21448 


Annual report of the Board of Trustees 
of the Federal Old-age and Survivors 
Insurance and Disability Insurance 
Trust Funds : communication from the 
Board of Trustees, Federal Old-age 
and Survivors Insurance and Disability 
Insurance Trust Fund transmitting the 
annual report of the Board, pursuant to 
SSA, sec.201(c)(2)., 84-21448 


Syenite — Statistics — Periodicals. 
Feldspar, nepheline, syenite, and aplite, 
84-21195 
Preprint from the ... 
Minerals yearbook., 


Bureau of Mines 
84-21195 


Symposium on Psychology in the Dept. of 
Defense (9th : 1984 : Colorado Springs, 
Colo.) 

Proceedings of the ninth symposium : 
Psychology in the Department of De- 
fense, 18-20 April 1984., 84-20906 


Synthetic fuels industry — Environmental 
aspects — United States. 

Federal efforts to control the environ- 
mental and health effects of synthetic 
fuels development : report to the chair- 
man, Subcommittee on Fossil and Syn- 
thetic Fuels, Committee on Energy and 
Commerce, House of Representatives / 
, 84-21034 


Synthetic fuels industry — Hygienic aspects 

— United States. 

Federal efforts to control the environ- 
mental and health effects of synthetic 
fuels development : report to the chair- 
man, Subcommittee on Fossil and Syn- 
thetic Fuels, Committee on Energy and 
Commerce, House of Representatives / 
, 84-21034 


Systems engineering — Handbooks, manuals, 
ete. 
System engineering management guide., 
84-20520 


T 


Tactics. 
Fundamentals of tactical command and 
control : a Soviet view Osnovy uprav- 
leniia voiskami v boiu /, 84-20896 
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Talking books — Bibliography. 
Guide to spoken-word recordings : gen- 
eral nonfiction., 84-21291 


Tank gunnery — Problems, exercises, etc. 
Fire control system, MOS 45G10-ASI 
L8, student handout 1., 84-20843 


Direct support and general support main- 
tenance repair parts and special tools 
list (including depot maintenance repair 
parts and special tools) for launcher 
and M60A1 tank chassis, transporting : 
for bridge, armored-vehicle-launched, 
scissoring type, class 60 5420-00-889- 
2020., 84-20605 


Tank trucks — Pennsylvania — Philadelphia 

— Accidents. 

Highway accident report : Samual Cora- 
luzzo Company, Inc., tractor cargo 
tank semitrailer mechanical failure, 
overturn, and fire Interstate 76 
(Schuylkill Expressway), Philadelphia, 
Pennsylvania, October 7, 1983 /, 84- 
21362 


Organizational maintenance of military 
petroleum pipelines, tanks, and related 
equipment., 84-20646 


Tanks (Military science) — Maintenance and 
repair — Handbooks, manuals, etc. 

Direct support and general support main- 
tenance manual : recovery vehicle, full 
tracked : medium, M88A1 : NSN 2350- 
00-122-6826., 84-20613 


Equipment improvement report and 
maintenance digest (US Army Tank- 
Automotive Command) tank and 
automotive equipment (Apr. thru June 
- 2nd qtr CY 83)., 84-20749 


Organizational M1 Abrams tank automo- 
tive mechanic : student study guide, 
MOS 63E., 84-20844 


Tanks (Military science) — Problems, 
exercises, etc. 
Fire control system, MOS 45G10-ASI 
L8, student handout 1., 84-20843 


Tanks (Military science) — United States — 
Armament — Handbooks, manuals, etc. 
Bradley fighting vehicle gunnery., 

20678 


84. 


Tariff — Law and legislation — United 

States — Cases. 

United States Court of International 
Trade reports : cases adjudged in the 
United States Court of International 
Trade., 84-21244 
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Tariff on stainless steel tableware U.S. 


Tariff on stainless steel tableware — United 
States. 


Stainless steel table flatware : report to 
the President on investigation no. TA- 
201-49 under section 201 of the Trade 
Act of 1974., 84-21220 


Tariff preferences — Developing countries. 
Renewal of the generalized system of 
preferences : report (to accompany S. 
1718)., 84-21427 


Tax administration and procedure — United 


States. 

IRS generally does a good job when 
abating civil penalties—and has made 
recent improvements : report to the 
Joint Committee on Taxation, Congress 
of the United States /, 84-21003 


Tax Court can reduce growing case 
backlog and expenses through adminis- 
trative improvements : report to the 
Chief Judge, United States Tax Court / 
, 84-21004 


Tax penalties — United States. 

IRS generally does a good job when 
abating civil penalties—and has made 
recent improvements : report to the 
Joint Committee on Taxation, Congress 
of the United States /, 84-21003 


Tax returns — United States. 

U.S. Olympic Checkoff Act : hearing 
before the Subcommittee on Adminis- 
trative Law and Governmenta) Rela- 
tions of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, second session, on 
H.R. 1984 .... March 8, 1984. 84- 
21689 


Taxation — United States. 
IRS criminal investigation in action., 
21351 


Summary of tax and spending reduction 
provisions (within the jurisdiction of 
the committees) on Ways and Means 
and Finance of H.R. 4170 as passed by 
the House and Senate /, 84-21720 


84- 


Taxation, Double — France — Treaties. 
A protocol to the 1967 Tax Conventio.. 


with France : message from the Presi- | 
dent of the United States transmitting a | 


protocol, signed at Paris on January 17, 
1984, to the convention between the 
United States of America and the 
French Republic with respect to taxes 
on income and property July 28, 1967, 
as amended by the protocols of Octo- 
ber 12, 1970, and November 24, 1978., 
84-21407 


Treaties, etc. United States, 1967 July 28., 
84-21407 


Taxation, Double — United States — 
Treaties. 


A protocol to the 1967 Tax Convention | 
message from the Presi- | 


with France : 
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dent of the United States transmitting a 
protocol, signed at Paris on January 17, 
1984, to the convention between the 
United States of America and the 
French Republic with respect to taxes 
on income and property July 28, 1967, 
as amended by the protocols of Octo- 
ber 12, 1970, and November 24, 1978., 
84-21407 


Treaties, etc. United States, 1967 July 28., 
84-21407 


Taxicabs — Law and legislation — United 
States. 
An economic analysis of taxicab regula- 
tion /, 84-20992 


Taxicabs — Licensing — United States. 
An economic analysis of taxicab regula- 


tion /, 84-20992 


Teachers — In-service training — Texas. 
Leadership training : a manual for train- 
ing teachers to be leaders in profession- 


al development /, 84-20908 


Teaching — Case studies. 
A case study in the professionalization of 
nineteenth century teaching : Nathaniel 


T. Allen, 1823-1872, 84-20915 


Technical manuals, 
Military publications, preparation of plans 
for technical manual verification., 84- 


20736 


Technological forecasting — United States. 

Forecasting and technology for water 
management : hearings before the Sub- 
committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, House of Representatives, 
Ninety-eighth Congress, first session, 
October 13, 14, 1983., 84-21711 


*Technology 
Technology and handicapped people : 
summary., 84-21589 


Technology — International cooperation — 
Addresses, essays, lectures. 
The role of science and technology in 
foreign affairs : April 25, 1984, 84- 
21324 


Technology — Social aspects — United 
States. 
Technology and handicapped people : 
summary., 84-21589 


Technology transfer — United States. 
Agricultural Research Service Technolo- 
gy Transfer Plan., 84-20232 


Telecommunication — International 
cooperation. 

Federal Communications Commission 
oversight : hearing before the Subcom- 
mittee on Telecc ications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
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House of Representatives, Ninety- 
eighth Congress, second session, Febru- 
ary 8, 1984., 84-21656 


Telecommunication — Law and legislation 

— United States. 

Public Broadcasting Amendments Act of 
1984 : report together with minority 
views (to accompany H.R. 5541) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 84-21498 


Telecommunication —- Soviet Union. 

Nuclear risk reduction : hearing before 
the Committee on Foreign Relations, 
United States Senate, Ninety-eighth 
Congress, second session, on S, Res. 
329 ... April 4, 1984., 84-21670 


Telecommunication — United States. 
Nuclear risk reduction : hearing before 
the Committee on Foreign Relations, 
United States Senate, Ninety-eighth 
Congress, second session, on S. Res. 
329 ... April 4, 1984., 84-21670 


Telecommunication — United States — 
Handbooks, manuzls, etc. 
Telecommunications engineering alterna- 

tive energy sources., 84-20661 


Telecommunication policy — United States. 

Federal Communications Commission 
oversight : hearing before the Subcom- 
mittee on Telecommunications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety- 
eighth Congress, second session, Febru- 
ary 8, 1984., 8421656 


Telegraph — United States — Apparatus and 
supplies — Statistics. 


1982 census of manufactures., 84-20284 


Telephone — United States — Rates. 
The changing telephone industry : access 
charges, universal service, and local 
rates /, 84-21725 


Telephone lines, Underground — 
Construction — Handbooks, manuals, etc. 
Design and construction of underground 

cable (physical plant)., 84-20230 


Telephone supplies industry — United States 
— Statistics. 
1982 census of manufactures., 84-20284 


Telescope. 

A stochastic model for photon noise in- 
duced by charged particles in multipli- 
er phototubes of the space telescope 
fine guidance sensors /, 84-21303 


Temperature inversions — Colorado — 
Boulder. 
Studies of nocturnal stable layers at BAO 
/, %84-20494 
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Temperature inversions — United States. 
A case study of layer fine structure and 
turbulence within stable elevated layers 
7, 84-20438 


Tennessee — Industries — Periodicals. 
County business patterns, Tennessee., 


84-20325 


Tennessee — Population — Statistics. 
Estimates of the population of Tennessee 
counties and metropolitan areas : July 
1, 1981, and 1982 (provisional)., 84- 
20314 


Tennessee River — Maps. 
Navigation charts, Tennessee River, 
Nashville District, Paducah, Kentucky 
to Knoxville, Tennessee., 84-20839 


Tennessee River — Navigation. 
Navigation charts, Tennessee River, 
Nashville District, Paducah, Kentucky 
to Knoxville, Tennessee., 84-20839 


Termites — Control. 
Subterranean termites : their prevention 


and control in buildings., 84-20190 


Terrorism — Addresses, essays, lectures. 
Terrorism, the problem and the challeng- 
es : June 13, 1984., 84-21325 


Testing-mactines. 
Economic model of calibration improve- 


ments for automatic test equipment /, 
84-20381 


Testing-machines — Calibration. 

Calibration procedure for intensity test 
source 11154040 (TA-114) and IR 
probe 10684700 (TA-437) : land 
combat support system (LCSS)., 84- 
20739 


Testing-machines — Catalogs. 
Physical properties testing equipment., 
84-20551 


Tetrachlorodibenzodioxin — Environmental 
aspects — United States. 
Determination of dioxin levels in carbon 
reactivation process effluent streams /, 
84-20931 


Tetrachlorodibenzodioxin — Physiological 
effect. 

Dioxin—the impact on human health : 
hearings before the Subcommittee on 
Natural Resources, Agriculture Re- 
search, and Environment of the Com- 
mittee on Science and Technology, 
House of Representatives, Ninety- 
eighth Congress, first session, June 30, 
July 13, 28, 1983., 84-21712 


Texas — Hurricane, 1983. 

Hurricane Alicia—prediction, damage, 
and recovery efforts : hearings (includ- 
ing summary) before the Subcommittee 
on Natural Resources, Agriculture Re- 








Tractors U.S. Handbooks, manuals, etc. 


search, and Environment of the Com- 
mittee on Science and Technology and 
the Subcommittee on Water Resources 
of the Committee on Public Works and 
Transportation, U.S. House of Repre- 
sentatives, Ninety-eighth Congress, first 
session, September 23, 1983—Commit- 
tee on Science and Technology; Sep- 
tember 24, 1983—Committee on Public 
Works and Transportation., 84-21714 


Textile industry — United States — 
Statistics. 
1982 census of manufactures., 84-20259 


1982 census of wholesale trade. 84 
20357 


Theodore Roosevelt Dam (Ariz.) 
Hydraulic model studies of Theodore 
Roosevelt Dam, south spillway /, 84- 
21185 


Thermometers and thermometry — 

Calibration. 

Calibration procedure for thermometer 
sets 7910479 and ASTM 80-182 (80- 
211-22); and thermometers, Fisher sci- 
entific models 15-142D and 15-142F 
and thermometer ASTM SOF., 84- 
20738 


Thorium — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook., 84-21201 


Thorium, 84-2120) 


Threats, 
Threat analysis : the psycholinguistic ap- 
proach /, 84-21239 


Tidemarsh ecology — Northwest, Pacific. 
The ecology of tidal marshes of the Pa- 


cific Northwest coast : a community 
profile /, 84-21208 


Tides — New York (N.Y.) 
New York Harbor circulation survey, 
1980-81 /, 84-20490 


Tides — United States — Dictionaries, 
Tide and current glossary /, 84-20487 


Timber — Electronic data processing. 
A sample plant design for system 6 /, 
84-20205 


Tin plate — Detinning. 
Electrolytic stripping of tin in an acid 
fluoborate electrolyte /, 84-21188 


Tires, Rubber — Traction. 

Developing a model for predicting snow- 
pack parameters affecting vehicle mo- 
bility /, 84-20794 

Driving traction on ice with all-season 


and mud-and-snow radial tires /, 84- 
20802 


Tools. 


Hand and power tools., 84-21262 
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Tornadoes. 
Violent tornado climatography, 
1982 /, 84-21578 


Torpedoes. 
Protective coatings for aluminum torpe- 
does /, 84-20818 


1880- 


*Toxicology — periodicals. 
Annual plan for fiscal year ... /, 
21088 


National Toxicology Program annual 
plan, 84-21088 


Toxicology — Research — United States. 

N.T.P. review of current DHHS, DOE & 
EPA research related to toxicology, 
84-21087 

NTP review of current DHHS, DOE, & 
EPA research related to toxicology, 
84-21087 

Review of current D.H.H.S., D.O.E., and 
E.P.A. research related to toxicology, 
84-21087 

Review of current DHHS, DOE, and 


EPA research related to toxicology /, 
84-21087 


84- 


Toxicology — Research — United States — 
Periodicals. 


Annual plan for fiscal year ... /, 
21088 

N.T.P. review of current DHHS, DOE & 
EPA research related to toxicology, 
84-21087 


National Toxicology 
plan, 84-21088 


NTP review of current DHHS, DOE, & 
EPA research related to toxicology, 


84-21087 

Review of current D.H.H.S., D.O.E., and 
EP.A. research related to toxicology, 
84-21087 

Review of current DHHS, DOE, and 


EPA research related to toxicology /, 
84-21087 


84- 


Program annual 


Toxicology testing — United States — 
Periodicals. 
Annual plan for fiscal year ... /, 
21088 


National 
plan, 


Tracking radar — Handbooks, manuals, etc. 
Operator and organizational maintenance 
manual for high-powered illuminator 
radar set AN/MPQ-57, NSN 1430-01- 
078-9643 : HAWK air defense guided 
missile system., 84-20611 


84- 
annual 


Toxicology Program 
84-21088 


Tractors — United States — Handbooks, 
manuals, etc. 
Airdrop of supplies and equipment : rig- 
ging industrial wheeled tractors., 84- 
20655 
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Trade-marks U.S. 


Trade-marks — United States. 
Renewal of the generalized system of 
preferences : report (to accompany S. 
1718)., 84-21427 


Trade regulation. 
GATT standards code activities of the 
National Bureau of Standards 1983 /, 
84-20383 


Trade-unions — United States — Corrupt 


practices. 

Oversight on Boilermakers, 1983 : hear- 
ings before the Committee on Labor 
and Human Resources, United States 
Senate, Ninety-eighth Congress, first 
session, on examination on alleged ille- 
gal sales of union memberships or 
books to unqualified welders by offi- 
cials of local chapters of the Interna- 
tional Brotherhood of Boilermakers, 
Iron Shipbuilders, Blacksmiths, Forg- 
ers, and Helpers., 84-21692 


Trade-unions — United States — 

Membership. 

Oversight on Boilermakers, 1983 : hear- 
ings before the Committee on Labor 
and Human Resources, United States 
Senate, Ninety-eighth Congress, first 
session, on examination on alleged ille- 
gal sales of union memberships or 
books to unqualified welders by offi- 
cials of local chapters of the Interna- 
tional Brotherhood of Boilermakers, 
Iron Shipbuilders, Blacksmiths, Forg- 
ers, and Helpers., 84-21692 


Traffic accident — Pennsylvania — 

Philadelphia. 

Highway accident report : Samual Cora- 
luzzo Company, Inc., tractor cargo 
tank semitrailer mechanical failure, 
overturn, and fire Interstate 76 
(Schuylkill Expressway), Philadelphia, 
Pennsylvania, October 7, 1983 /, 84- 
21362 


Traffic accidents — United States. 
Accident surrogates for use in analyzing 
highway safety hazards., 84-21366 


Traffic accidents — United States — 
Statistics — Periodicals. 
Fatal accident reporting system /, 84- 
21392 
National accident sampling system /, 
84-21393 


Traffic regulations — United States. 
Tandem Truck Safety Act of 1984 : 
report (to accompany S. 2217)., 84- 
21438 


Traffic safety — Study and teaching — 
Handbooks, manuals, etc. 
Safety belt usage : lesson plans and in- 


structor’s guide /, 84-21390 
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Traffic safety — United States. 
Accident surrogates for use in analyzing 
highway safety hazards., 84-21366 


Progress and assessment report on the na- 
tional safety belt usage program., 84- 
21389 


Transistors — Effect of radiation on — 

Mathematical models. 

CSIR : a two-dimensional finite element 
charge-sheet model of MOSFET’s in- 
cluding radiation-induced interface and 
oxide charge /, 84-20412 


Transport of sick and wounded — 
Handbooks, manuals, etc. 
Evacuation of the sick and wounded., 
84-20641 


Transport planes — Cost of operation. 
International operations of the trunks, 
calendar 1965-1979 : turbojet/turbofan 
aircraft operating cost and performance 
trends., 84-20508 


Transportation — Arizona — Statistics. 
1982 census of transportation., 84-20340 


Transportation — Nebraska — Statistics. 
1982 census of transportation., 84-20341 


Transportation — Rhode Island — Statistics. 
1982 census of transportation., 84-20342 


Transportation, Military — Handbooks, 
manuals, etc. 
Soldier’s manual and trainer’s guide 
motor transport operator MOS 64C, 
skill levels 3/4., 84-20688 


Transportation and travel : terminal fa- 
cilities guide Department of Defense 
activities other than activities of a spe- 
cific military service, 84-20593 


Transportation and travel : terminal fa- 
cilities guide, United Navy, Marine 
Corps, and Coast Guard, 84-20594 

Transportation and travel : terminal fa- 


cilities guide, United States Air Force, 
84-20595 


Transportation equipment industry — United 
States — Statistics. 


1982 census of manufactures., 84-20292 


Trawls and trawling — Southeastern States 
— Design and construction. 
Configurations and relative efficiencies of 

shrimp trawls employed in southeastern 
United States waters /, 84-20429 


Tree-rings. 
Evidence of floods on the Potomac River 
from anatomical abnormalities in the 
wood of flood-plain trees /, 84-21160 


Trees — Diseases and pests — United 
States. 
Gypsy moth suppression and eradication 
projects : final environmental impact 
statement., 84-20213 
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Truck driving — Safety regulations — 
United States. 
Tandem Truck Safety Act of 1984 : 





report (to accompany S. 2217)., 84- 
21438 
Trucks — Arizona — Statistics. 
1982 census of transportation., 84-20340 


Trucks — Maintenance and repair — 

Handbooks, manuals, etc. 

Direct support and general support main- 
tenance repair parts and special tools 
lists : trucks, lift, fork, electric, solid 
rubber tires, 4000 Ib capacity, 100 in. 
lift, Army model MHE 218 NSN 3930- 
00-403-5661, Drexel Dynamics model 
FL-40-EE-6550 : 180 in. lift Army 
model MHE 218 NSN 3930-00-403- 
5662, Drexel Dynamics model FL-40- 
EE-6250., 84-20622 


Organizational maintenance repair parts 
and special tools lists : truck, lift, fork, 
gasoline, pneumatic-tire wheels, 6000- 
pound capacity Army model MHE 193 
NSN 3930-00-738-5938, Baker model 
FJF-060., 84-20621 


Trucks — Nebraska — Statistics. 


1982 census of transportation., 84-20341 


Trucks — Rhode Island — Statistics. 
1982 census of transportation., 84-20342 


Trucks — United States — Safety measures. 
Motor Carrier Safety Act of 1984 : report 
(to accompany S. 2174)., 84-21410 


Trusts and trustees — United States — 

Periodicals. 

Annual report of the Board of Trustees 
of the Federal Old-age and Survivors 
Insurance and Disability Insurance 
Trust Funds (1984), 84-21448 


Annual report of the Board of Trustees 
of the Federal Old-age and Survivers 
Insurance and Disability Insurance 
Trust Funds : communication from the 
Board of Trustees, Federal Old-age 
and Survivors Insurance and Disability 
Insurance Trust Fund transmitting the 
annual report of the Board, pursuant to 
SSA, sec.201(c)(2)., 84-21448 


Tumor antigens — Research — United 
States. 
Application of a human tumor colony 
forming assay to new drug screening., 
84-21095 


Tuna fisheries — Licenses. 

Marine Mammal Protection Act authori- 
zation for fiscal years 1985-1988 
report (to accompany H.R. 4997) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 84-21488 


October 1984 


Tuna fisheries -- United States. 

Eastern Pacific ocean tuna fishing agree- 
ment : report (to accompany H.R. 
5147) (including cost estimate of the 
Congressional Budget Offfice)., 84- 
21471 


Tundra flora — Alaska — Prudhoe Bay. 
Sensitivity of plant communities and soil 
flora to seawater spilis, Prudhoe Bay, 
Alaska /, 84-20800 


Tunnel detection. 
Seismic analysis of tunnel boring machine 
signals at Kerckhoff Tunnel /, 84- 
20782 


Tunneling — Equipment and supplies. 
Seismic analysis of tunnel boring machine 
signals at Kerckhoff Tunnel /, 84- 
20782 


Turbulence. 
Direct simulations of chemically reacting 
turbulent mixing layers /, 84-21301 


Turbulent boundary layer. 
A case study of layer fine structure and 
turbulence within stable elevated layers 
/, 84-20438 


Turbulent boundary layer —- Mathematical 
models. 
Scaling and modeling of three-dimeasion- 
al, end-wall, turbulent boundary layers 
/, 84-21298 


U 


U.S. Customs Service. 

Drug law enforcement strategy (DEA, 
Coast Guard, Customs) hearing 
before the Select Committee on Nar- 
cotics Abuse and Control, House of 
Representatives, Ninety-eighth Con- 
gress, first session, May 24, June 8, 
1983., 84-21700 


U.S. Customs Service — Appropriations and 
expenditures. 

Authorization of appropriations to the 
U.S. International Trade Commission, 
the U.S. Customs Service, and the 
Office of the U.S. Trade Representa- 
tive report (to accompany H.R. 
5188)., 84-21419 


U.S. Nuclear Regulatory Commission, 

Fiscal year 1985 budget review : hearings 
before the Committee on Environment 
and Public Works, United States 
Senate, Ninety-eighth Congress, second 
session, February 23, 27; and March 2, 
1984., 84-21705 


A Syllabus of courses offered through 
the IE training program, 1984 - 1985., 
84-21585 





U.S. Appropriations and expenditures. 


U.S. Nuclear Regulatory Commission — 
Handbooks, manuals, etc. 
Guide to types of NRC formal docu- 
ments and their uses., 84-21586 


Ultrasonic welding. 
Electromagnetic-acoustic-transducer/ 
synthetic-aperture system for thick- 
weld inspection /, 84-20387 


Umatilla, Lake (Wash. and Or.) 


Effects of flow on the migratory behav- | 


ior and survival of juvenile fall and 
summer chinook salmen in John Day 
Reservoir /, 84-20470 


Unger, Sherman E., 1927- 

Nomination of Sherman E. Unger : hear- 
ing before the Committee on the Judi- 
ciary, United States Senate, Ninety- 
eighth Congress, first session, on the 
confirmation of Sherman E. Unger to 
be a judge for the United States Court 
of Appeals for the Federal Circuit ...., 
84-21691 


United Nations. 
U.S. mission to the United Nations, post 
report., 84-21538 


United States. 

Bankruptcy Reform Act of 1978, a before 
and after look : report to the Chair- 
man, Committee on the Judiciary, 
House of Represertatives /, 84-21001 


United States. Administration on Aging. 
The products and uses of research spon- 
sored by the Administration on Aging 
/, 84-21128 


United States —- Air defenses, Military — 
Handbooks, manuals, etc. 
US Army air defense artillery employ- 
ment., 84-20685 


United States. Air Force — Communication 
systems — inventories. 
Communications-electronics 

directory., 84-20888 


United States. Air Force — Equipment. 
Airdrop of supplies and equipment, rig- 
ging M-12 decontamination unit., 84- 
20654 


Airdrop of supplies and equipment, rig- 
ging maintenance contact set., 84- 
20653 


equipment 


United States. Air Force — Equipment — 
Handbooks, manuals, etc. 
Airdrop of supplies and equipment : ref- 
erence data for airdrop platform loads., 
84-20652 


United States. Air Force —- Equipment — 
Maintenance and repair. 
84- 





Maintenance management policy., 
20893 
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United States. Air Force —- Handbooks, 
manuals, etc. 
Airdrop of supplies and equipment : rig- 
ging industrial wheeled tractors., 84- 
20655 


Transportation and travel : terminal fa- 
cilities guide, United States Air Force, 
84-20595 


United States. Air Force — Officers. 
Aim high : officer career planner, United 
States Air Force., 84-20886 


United States. Air Force — Officials and 
employees. 
Noncommissioned officer and airman per- 
formance reports., 84-20883 


United States. Air Force —- Personnel 
managemcnt -— Handbooks, manuals, etc. 
Performance management program : par- 

ticipant workbook., 84-20879 


United States. Air Force — Procurement. 
Contracting for major operation and 
maintenance services., 84-20891 


United States. Air Force — Transportation 
— Handbooks, manuals, etc. 
Transportation and travel : terminal fa- 

cilities guide, United States Air Force, 
84-20595 


United States. Air Force — Vocational 
guidance. 
Aim high : officer career planner, United 
States Air Force., 84-20886 


United States. Air Force Systems Command 
— Indexes. 
Numerical and functional index of com- 
mand forms., 84-20892 


United States. Animal and Plant Health 

Inspection Service. 

Animal and Plant Health Inspection 
Service [APHIS] oversight : hearings 
before the Subcommittee on Depart- 
ment Operations, Research, and For- 
eign Agriculture of the Committee on 
Agriculture, House of Representatives, 
Ninety-eighth Congress, first session, 
July 7, 1983, El Centro, Calif.; July 28, 
1983, Washington, D.C., 84-21609 


United States — Appropriations and 
expenditures. 

Kissinger Commission report recommen- 
dations for USIA programming and 
supplemental authorizations for migra- 
tion and refugee assistance, Department 
of State : hearing before the Subcom- 
mittee on International Operations of 
the Committee on Foreign Affairs, 
House of Representatives, Ninety- 
eighth Congress, second session, Febru- 
ary 27, 1984., 84-21663 


Treasury, Postal Service, and General 
Government Appropriation Bill, 1985 : 
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U.S. Appropriations and expenditures. 


report (to accompany H.R. 5798)., 84- 


21524 


United States — Appropriations and 
expenditures, 1984 
An Act Making Appropriations for the 
Department of the Interior and Related 
Agencies for the Fiscal Year Ending 
September 30, 1984, and for Other Pur- 
poses., 84-21061 


An Act to Provide for Reconciliation 
Pursuant to Section 3 of the First Con- 
current Resolution on the Budget for 
the Fiscal Year 1984., 84-21079 


Department of Defense appropriations 
for fiscal year 1984 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-eighth Congress, first session., 
84-21616 


Joint Resolution Making an Urgent Sup- 
plemental Appropriation for the De- 
partment of Health and Human Serv- 
ices for the Fiscal Year Ending Sep- 
tember 30, 1984., 84-21064 


Omnibus Budget Reconciliation Act of 
1983, 84-21079 


United States — Appropriations and 

expenditures, 1985. 

Authorization of appropriations to the 
U.S. International Trade Commission, 
the U.S. Customs Service, and the 
Office of the U.S. Trade Representa- 
tive report (to accompany H.R. 
5188)., 84-21419 


Authorizing appropriations for the Na- 
tional Science Foundation, fiscal year 
1985 : report (to accompany S. 2521)., 
84-21431 


Department of Defense appropriations 
for 1985 : hearings before a subcommit- 
tee of the Committee on Appropria- 
tions, House of Representatives, 
Ninety-eighth Congress, second session 
/, %4-21613 


Department of Defense Authorization 
Act, 1985 : report of the Committee on 
Armed Services together with addi- 
tional and dissenting views on H.R. 
5167 (including cost estimate of the 
Congressional Budget Office)., 84- 
21460 


Department of Housing and Urban De- 
velopment-independent agencies appro- 
priation bill, 1985., 84-21513 


Department of the Interior and Related 
Agencies Appropriation Bill, 1985 : 
report together with supplemental, mi- 
nority, and additional views (to accom- 
pany H.R. 5973)., 84-21547 

Department of Transportation and Relat- 
ed Agencies Appropriation Bill, 1985 : 
report (to accompany H.R. 5813)., 84- 
21526 
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Departments of Commerce, Justice, and 
State, the Judiciary, and related agen- 
cies appropriation bill, fiscal year 1985 
: report (to accompany H.R. 5712)., 
84-21512 


District of Columbia appropriations for 
1985 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety- 
eighth Congress, second session /, 84- 
21614 


Legislative branch appropriation bill, 
1985 : report (to accompany H.R. 
5753)., 84-21516 


Legislative branch appropriations for 
1985 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety- 
eighth Congress, second session /, 84- 
21615 


Making appropriations for energy and 
water development for the fiscal year 
ending September 30, 1985 : conference 
report (to accompany H.R. 5653)., 84- 
21546 


Panama Canal Commission authorization, 
fiscal year 1985, and oversight : hear- 
ing before the Subcommittee on 
Panama Canal/Outer Continental Shelf 
of the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-eighth Congress, second 
session on H.R. 4900 ... February 22, 
1984., 84-21698 


United States — Appropriations and 

expenditures, 1985-1986. 

Coast Guard authorizations hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-eighth Congress, 
second session, on Coast Guard author- 
izations for fiscal years 1985 and 1986, 
April 3, 1984., 84-21633 


United States — Armed Forces — 
Equipment — Catalogs. 
Metalworking saws and filing machines : 
FSC 3405., 84-20563 


Welding, heat cutting and metalizing 
equipment : FSC 3431, 3432, 3433, 
3436, 3438., 84-20565 


United States — Armed Forces — 
Equipment and supplies — Catalogs. 
Chemical and pharmaceutical products 

manufacturing machinery : FSC 3650., 
84-20560 
Drilling and tapping machines 
3413., 84-20568 
Environmental chambers : 
84-20552 


Foundry equipment 
20556 

Machining centers, way type machines, 
electrical and ultrasonic erosion ma- 
chines : FSC 3408, 3410., 84-20566 
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Marking, assembly and miscellaneous in- 
dustry machinery : FSC 3611, 3693, 
and 3695., 84-20559 


Miscellaneous machine tools : FSC 3419., 
84-20567 


Miscellaneous maintenance and repair 
shop specialized equipment FSC 
4940., 84-20561 


United States — Armed Forces — Facilities 

— Maintenance and repair. 

Engineered performance standards for 
real property maintenance activities : 
unit price standards handbook., 84- 
20523 


United States — Armed Forces — Finance. 
Fund code supplement to MILSBILLS., 
84-20548 


United States — Armed Forces — Medical 
care, 
CHAMPUS handbook., 84-20530 


United States — Armed Forces — Medical 
care — Handbooks, manuals, etc. 
DEERS : Defense Enrollment Eligibility 
Reporting System : program manual., 
84-20518 


United States — Armed Forces — Military 
construction operations — Handbooks, 
manuals, etc. 

Sheet metal, structural iron & welding 
handbook : engineered performance 
standards for real property mainte- 
nance activities., 84-20525 


United States — Armed Forces — 

Operational readiness. 

Readiness of the Navy’s tactical air 
forces : hearing before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-eighth Congress, first session, 
November 2, 1983., 84-21675 


United States — Armed Forces — Ordnance 
and ordnance stores — Handbooks, 
manuals, etc. 

Specialized ammunition and ordnance 
machinery., 84-20562 


United States — Armed Forces — Pay, 
allowances, etc. — Periodicals. 
Q.R.M.C., 84-20511 


QRMC, 84-20511 


Quadrennial review of military compen- 
sation., 84-20511 


United States — Armed Forces — 
Procurement — Handbooks, manuals, etc. 
MILSPETS procedures., 84-20549 
Specialized ammunition and ordnance 

machinery., 84-20562 


Specialized semiconductor, microelec- 
tronic circuit board manufacturing ma- 
chinery., 84-20573 
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United States. Armed Forces — Recruiting, 
enlistment, etc. — Handbooks, manuals, 
etc. 


Military entrance processing station 
(MEPS) handbook : (MEPS Hand- 
book)., 84-20529 


United States — Armed Forces — Supplies 
and stores — Classification — Periodicals. 
Report to Congress of the Department of 

Defense in accordance with section 
2455, Title 10, U.S.C. of the Defense 
Cataloging and Standardization Act of 
1952 : report of the Investigations Sub- 
committee of the Committee on Armed 
Services, United States House of Rep- 
resentatives., 84-21617 


United States — Armed Forces — Supplies 
and stores — Quality control — 
Handbooks, manuals, etc. 

Quality assurance program manual for 
defense supply centers and defense in- 
dustrial plant equipment center and de- 
fense property disposal service., 84- 
20575 


United States — Armed Forces — 
Transportation — Handbooks, manuals, 
etc. 


Transportation and travel : terminal fa- 
cilities guide, United Navy, Marine 
Corps, and Coast Guard, 84-20594 

United States — Armed Forces — Women. 


Military women in the Department of 
Defense., 84-20514 


Efforts to improve management practices 
and increase resources at the Arms 
Control and Disarmament Agency : 
report to the Subcommittee on Interna- 
tional Security and Scientific Affairs, 
Committee on Foreign Affairs, House 
of Representatives /, 84-21020 


United States. Army. 
Soldier performance in continuous oper- 
ations., 84-20677 


United States. Army — Addresses, essays, 
lectures. 
E.C. Meyer : General, United States 
Army, Chief of Staff, June 1979-June 
1983., 84-20586 


United States. Army — Appropriations and 
expenditures, 
United States Army OMA, a keystone 
appropriation., 84-20582 


United States. Army — Artillery — 
Handbooks, manuals, etc. 
Division artillery, field artillery brigade, 
and field artillery section (corps)., 84- 
20638 





United States. Army — Aviation. 
Aviation : the warrant officer candidate 
flight training program., 84-20717 


United States. Army — Aviation — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Army training and evaluation program 
for transportation aircraft maintenance 
intermediate support company 
(AVIM)., 84-20714 


United States. Army — Communication 


MOS 3I1N tactical cir- 
84-20657 


United States. Army — Communication 
systems — Handbooks, manuals, etc. 
Radio and radar reference data, 84- 

20680 


Wire and multichannel reference data., 
84-20681 


United States. Army. Corps of 
Engineers, the dynamic corps., 84-20762 
Opportunities for small & disadvantaged 
businesses with the U.S. Army Corps 

of Engineers., 84-20810 


Trainer’s guide : 
cuit controller., 


United States. Army. Corps of Engineers — 
Civil functions — Data processing. 
The microcomputer knowledge base : In- 
troduction and user instructions /, 84- 
20830 


United States. Army. Corps of Engineers. 
Memphis District. 
Into the second century : Memphis engi- 
neer district, 1976-1981 /, 84-20765 


United States. Army. Corps of Military 

Police — Handbooks, manuals, etc. 

Army Training and Evaluation Program 
for Headquarters and Headquarters 
Detachment, Military Police Battalion., 
84-20712 


Military police support for the airland 
battle., 84-20676 


United States. Army — Data processing. 
Catalog of standard data elements and 
codes : personnel., 84-20591 


United States. Army — Equipment. 
Airdrop of supplies and equipment, rig- 
ging M-12 decontamination unit., 84- 
20654 


Airdrop of supplies and equipment, rig- 
ging maintenance contact set., 84- 
20653 


United States. Army — Equipment — 

Catalogs. 

Hand receipt catalog covering content of 
sets, kits, and outfits components list 
for diving equipment set, scuba diving 
support type B (NSN 4220-01-023- 
1701), (LIN D32927)., 84-20627 
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Hand receipt catalog covering content of 
sets, kits, and outfits components list 
for diving equipment set : individual 
swimmer support, scuba (NSN 4220-00- 
569-8809), (LIN D49154)., 84-20625 


Hand receipt catalog covering content of 
sets, kits, and outfits components list 
for diving equipment set : scuba sup- 
port, type A (NSN 4220-01-023-0246), 
(LIN D32859)., 84-20626 


United States. Army — Equipment — 
Handbooks, manuals, etc. 
Airdrop of supplies and equipment : ref- 
erence data for airdrop platform loads., 
84-20652 


United States. Army — Equipment — 

Maintenance and repair. 

Calibration procedure for compressor 
bleed valve test stand, Lycoming, 
model LTCT421., 84-20736 

Organizational maintenance repair parts 
and special tools lists : truck, lift, fork, 
gasoline, pneumatic-tire wheels, 6000- 
pound capacity Army model MHE 193 
NSN 3930-00-738-5938, Baker model 
FJF-060., 84-20621 


United States. Army — Equipment — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Calibration procedure for igniter circuit 
tester, M.B. electronics models 101- 
5BG, 101-5BF, 101-SBFG, 101-5CF, 
and 101-SCPBG., 84-20743 


Maintenance expenditure limits for tacti- 
cal wheeled vehicles FSC group 23, 
FSC classes 2310, 2320, and 2330., 84- 
20751 


Operator, organizational, DS, and GS 
maintenance manual : administrative 
storage, surveillance, shipment on tacti- 
cal vehicles, and demolition to prevent 
enemy use (Pershing 1a Field Artillery 
Missile System)., 84-20607 

TMDE calibration and repair team (sup- 
port battalion) and calibration and 
repair support company TMDE., 84- 
20713 


United States. Army — Equipment — 
Quality control. 
Quality engineering handbook for prepa- 
ration and maintenance of quality as- 
surance provisions., 84-20732 


United States. Army — Equipment — Study 
and teaching. 
Quality assurance orientation seminar : 
defense management joint course, 
course book., 84-20756 


United States. Army — Equipment and 
supplies. 
Calibration procedure for digital volt- 
meters, Hewlett-Packard models 
405AR, 405BR, 5265A (PL1344U), and 
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U.S. Army Equipment and supplies. 


3430A; AN/GSM-64 (ME218), (non- 
linear systems model V35A), AN/ 
GSM-64A (ME218A) and AN/USM- 
192 (ME277U)., 84-20744 


Calibration procedure for thermometer 
sets 7910479 and ASTM 80-182 (80- 
211-22); and thermometers, Fisher sci- 
entific models 15-142D and 15-142F 
and thermometer ASTM SOF., 84- 
20738 


VTA-903T Cummins engine warranty., 
84-20734 


United States. Army — Equipment and 
supplies —- Catalogs. 

Hand receipt catalog covering content of 
sets, kits, and outfits components list 
for diving equipment set : open circuit 
scuba (NSN 4220-00-541-3885), (LIN 
D32723)., 84-20624 


United States. Army — Equipment and 
supplies — Handbooks, manuals, etc. 
Division materiel management center., 

84-20686 


Organizational maintenance of military 
petroleum pipelines, tanks, and related 
equipment., 84-20646 


United States. Army — Equipment and 
supplies — Maintenance and repair. 
Equipment improvement report and 
maintenance digest : test, measurement 
and diagnostic equipment (TMDB), 
(fourth quarter, CY 1983)., 84-20750 

Equipment improvement report and 
maintenance digest (US Army Tank- 
Automotive Command) tank and 
automotive equipment (Apr. thru June 
- 2nd qtr CY 83)., 84-20749 


United States. Army — Facilities — Design 
and construction. 

Use of the building loads analysis and 

system thermodynamics (BLAST) 

computer program to review new 

Army building designs for energy effi- 

ciency /, 84-20815 


United States. Army — Facilities — Energy 
conservation 


Energy conservation strategies for army 
installations /, 84-20831 


United States. Army — Field Service — 
Handbooks, manuals, etc. 
Supply and field service operations in 
separate brigades and the armored cav- 
alry regiment., 84-20684 


United States. Army — Gunners. 
Bradley fighting vehicle gunnery., 84- 
20678 


United States. Army — Handbooks, 
manuals, etc. 


Administrative specialist., 84-20670 


Air transport procedures, transport of 
Pershing {I warhead section in ship- 
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ping and storage container, M620, by 
US Army helicopters., 84-20706 


Airdrop of supplies and equipment : rig- 
ging industrial wheeled tractors., 84- 
20655 


Army training and evaluation program 
for the combat aviation battalion., 84- 
20711 


Army training and evaluation program 
for transportation aircraft maintenance 
intermediate support company 
(AVIM)., 84-20714 


Aviation life support equipment (ALSE) 
for Army aircrews., 84-20633 


Bridge crewman, soldier’s manual : skill 
levels 2/3/4 and trainer’s guide. 84- 
20634 


Calibration procedure for compressor 
bleed valve test stand, Lycoming, 
model LTCT421., 84-20736 


Calibration procedure for gage block 
comparator (7913365)., 84-20737 


Calibration procedure for igniter circuit 
tester, M.B. electronics models 101- 
5BG, 101-5BF, 101-SBFG, 101-5CF, 
and 101-SCPBG., 84-20743 


Calibration procedure for test station, 
guided missile system AN/TSM-93, 
4935-00-930-7250, land combat support 
system (LCSS)., 84-20740 


Catalog of standard data elements and 
codes : personnel., 84-20591 


Chemical Surety Program : nuclear and 
chemical weapons and material., 84- 
20592 


Child development services., 


Combat - service 
corps., 84-20709 


Combat service support operations divi- 
sion., 84-20708 


Communications-electronics fundamentals 
: electronic tube theory and circuits., 
84-20660 


Computer machine operator : soldier’s 
manual and trainer’s guide, MOS 74D, 
skill levels 1/2/3/4., 84-20671 


Direct support and general support main- 
tenance manual : recovery vehicle, full 
tracked : medium, M88A1 : NSN 2350- 
00-122-6826., 84-20613 


Direct support and general support main- 
tenance manual : TOW 2 Weapon 
System Training Set, Guided Missile 
System, M70E2., 84-20618 


Direct support and general support main- 
tenance repair parts and special tools 
list (including depot maintenance repair 
parts and special tools) for launcher 
and M60A1 tank chassis, transporting : 
for bridge, armored-vehicle-launched, 
scissoring type, class 60 5420-00-889- 
2020., 84-20605 


84-20601 
support operations- 
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Direct support and general support main- 
tenance repair parts and special tools 
lists : trucks, lift, fork, electric, solid 
rubber tires, 4000 Ib capacity, 100 in. 
lift, Army model MHE 218 NSN 3930- 
00-403-5661, Drexel Dynamics model 
FL-40-EE-6550 : 180 in. lift Army 
model MHE 218 NSN 3930-00-403- 
3662, Drexel Dynamics model FL-40- 
EE-6250., 84-20622 


Division maintenance operations., 84- 
20683 


Division materiel management center., 
84-20686 


Division/separate brigade personnel and 
administrative doctrine., 84-20662 


Echelons above corps (EAC) personnel 
and administrative doctrine., 84-20664 


Employee services and quality of work- 
life : first steps in the quest for excel- 
lence., 84-20725 


Engineer bridge companies., 84-20710 


Equipment improvement report and 
maintenance digest : test, measurement 
and diagnostic equipment (TMDE), 
(fourth quarter, CY 1983)., 84-20750 


Equipment improvement report and 
maintenance digest (US Army Tank- 
Automotive Command) tank and 
automotive equipment (Apr. thru June 
- 2nd qtr CY 83)., 84-20749 


Field artillery cannon battalion. 84- 
20637 


Field artillery sound ranging., 84-20639 


Legal clerk, MOS 71D : soldier’s manual, 
skill levels 1/2/3, and trainer’s guide 
for MOS 71D., 84-20667 


Legal clerk MOS 71D : soldier’s manual, 
skill levels 4/5., 84-20668 


List of approved recurring management 
information requirements : management 
information control., 84-20597 


Maintenance expenditure limits for tacti- 
cal wheeled vehicles FSC group 23, 
FSC classes 2310, 2320, and 2330., 84- 
20751 


Materiel acquisition 
DARCOM TRADOC 
20729 

MCL user inanual., 84-20722 

The Military historian in the field., 84- 
20728 


Military police support for the airland 
battle., 84-20676 

Military publications, preparation of plans 
for technical manual verification., 84- 
20730 


Mobilization cross-leveling (MCL) user 
manual., 84-20723 


Night flight : techniques and procedures., 
84-20631 


handbook, 
1984., 84- 
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Operator and organizational maintenance 
manual : troubleshooting of program- 
mer-test station AN/TSM-87 : (Per- 
shing la Field Artillery Missile 
System)., 84-20608 


Operator and organizational maintenance 
manual for high-powered illuminator 
radar set AN/MPQ-57, NSN 1430-01- 
078-9643 : HAWK air defense guided 
missile system., 84-20611 


Operator and organizational maintenance 
manual for TOW weapon system train- 
ing set, guided missile system M70 
(6920-00-179-7320) and TOW weapon 
system training set, guided missile 
system XM-145 (P/N 13060929) 
(TOW heavy antitank assault weapon 
system)., 84-20619 


Operator, organizational, direct support 
and general support maintenance 
manual : shop equipment guided missile 
AN/TSM-153 improved contact sup- 
port set (ICSS) (4935-01-114-3920) : for 
TOW 2 Heavy Antitank/Assault 
Weapon System, Dragon Medium 
Antitank/Assault Weapon System, 
TOW Subsystem, Bradley Fighting 
Vehicle System., 84-20614 


Operator, organizational direct support, 
and general support maintenance 
manual : shop equipment guided missile 
system : test set, guided missile system 
AN/TSM-140B (4935-01-142-9561) 
TOW 2 Weapon System., 84-20615 


Operator, organizational, DS, and GS 
maintenance manual : administrative 
storage, surveillance, shipment on tacti- 
cal vehicles, and demolition to prevent 
enemy use (Pershing la Field Artillery 
Missile System)., 84-20607 


Operator’s manual machine gun, 
5.56MM, M249 (1005-01-127-7510)., 
84-20606 

Organizational maintenance of military 
petroleum pipelines, tanks, and related 
equipment., 84-20646 

Organizational maintenance ir parts 
and special tools lists : truck, lift, fork, 
gasoline, pneumatic-tire wheels, 6000- 
pound capacity Army model MHE 193 
NSN 3930-00-738-5938, Baker model 
FJF-060., 84-20621 

Personnel management specialist : train- 
er’s guide for MOS75C and soldier’s 
manual for skill levels 1/2., 84-20673 

Personnel procurement REACT techni- 
cal manual., 84-20599 

Petroleum reference data., 84-20650 

Preparation and serving of food in the 
garrison dining facility, 84-20648 

Skill levels 1/2/3/4, soldier’s manual and 
trainer’s guide, MOS 74F : program- 
mer/analyst., 84-20672 





U.S. Army Ordnance and ordnance stores. 


Soldier’s manual : chapel activities spe- 
cialist, MOS 71M, skill levels 1/2., 
84-20674 


Soldier’s manual : lance system repairer, 
skill levels 1,2,3, MOS 27L., 84-20643 


Soldier’s manual : MOS 31N tactical cir- 
cuit controller, skill levels 1/2/3., 84- 
20656 


Soldier’s manual : motor transport opera- 
tor, MOS 64 C, skill levels 1/2., 84- 
20687 


Soldier’s manual and trainer’s guide, 
MOS 15J : operations/fire direction 
specialist, skill level 2/3/4., 84-20636 

Soldier’s manual and trainer’s guide, 
MOS 7IC, skill levels 1/2/3 : secre- 
tary., 84-20666 

Soldier’s manual and trainer’s guide 
motor transport operator MOS 64C, 
skill levels 3/4., 84-20688 


Soldier’s manual, skill level 3 and train- 
er’s guide : MOS 67N, utility helicop- 
ter repairer., 84-20698 

Soldier’s manual, skill level 3 and train- 
er’s guide : MOS 67V observation/ 
scout helicopter repairer., 84-20700 


Soldier’s manual, skill level 3/4 and train- 
er’s guide : attack helicopter repairer 
MOS 67Y., 84-20701 

Soldier’s manual skill level 4 and trainer’s 
guide, MOS 68K aircraft component 
repair supervisor., 84-20705 


Soldier’s manual skill levels 3/4 and 
trainer’s guide, MOS 67G utility/cargo 
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CRREL report ; 83-22, 84-20798 

CRREL report ; 83-23, 84-20799 

CRREL report ; 83-24, 84-20800 

CRREL report ; 83-26, 84-20801 

CRREL report ; 83-27, 84-20802 

CRREL report ; 83-28, 84-20803 

CRREL report ; 83-29, 84-20804 

CRREL report ; 83-30, 84-20805 

CRREL report ; 83-31, 84-20784 


84-20376, 


84- 
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CRREL report ; 83-32, 84-20806 

Cultural resources series (United States. 
Bureau of Land Management. Colorado 
State Office) ; no. 15., 84-21217 

Current population reports. Series P-20, 
Population characteristics ; no. 389, 84- 
20304 

Current population reports. Series P-23, 
Special studies ; no. 136., 84-20305 

Current population reports. Series P-26, 
Local population estimates ; no. 82-6-C, 
84-20306 

Current population reports. Series P-26, 
Local population estimates ; no. 82-9-C, 
84-20307 

Current population reports. Series P-26, 
Local population estimates ; no. 82-14-C, 
84-20308 

Current population reports. Series P-26, 
Local population estimates ; no. 82-19-C, 
84-20309 

Current population reports. Series P-26, 
Local population estimates ; no. 82-20-C, 
84-20310 

Current population reports. Series P-26, 
Local population estimates ; no. 82-22-C, 
84-20311 

Current population reports. Series P-26, 
Local population estimates ; no. 82-35-C, 
84-20312 

Current population reports. Series P-26, 
Local population estimates ; no. 82-40-C, 
84-20313 

Current population reports. Series P-26, 
Local population estimates ; no. 82-42-C, 
84-20314 

Current population reports. Series P-26, 
Local population estimates ; no. 82-46-C, 
84-20315 

Current population reports. Series P-26, 
Local population estimates ; no. 82-48-C, 
84-20316 

Current population reports. Series P-26, 
Local population estimates ; no. 82-49-C, 
84-20317 


D 


84-20715 
84-20716 


DA pam ; 40-9., 
DA pam ; 40-12., 
DA pam ; 95-1., 84-20717 

DA pam ; 230-6., 84-20718 

DA pam ; 351-4, 84-20719, 84-20720 
DA pam ; 550-154, 84-20721 

DA pam ; 601-5-9., 84-20722, 84-20723 
DA pam ; 621-15., 84-20724 

DA pam ; 690-37., 84-20725 

DA pam ; 700-50., 84-20726 

DA pam ; 740-2, 84-20727 

DA pamphlet ; 870-2., 84-20728 
DACW 57-81-F-0341, 84-20477 
DARCOM-P ; 70-2., 84-20729 
DARCOM-‘P ; 310-13, 84-20730 
DARCOM-‘? ; 700-3-5, 84-20731 
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DARCOM-P ; 702-2, 84-20732 
DARCOM regulation ; no. 700-26, 84- 
20603 
Department of State publication. Back- 
ground notes series., 84-21328, 84- 
21329, 84-21330, 84-21331, 84-21332, 
84-21333, 84-21334, 84-21335 
Department of State publication. Depart- 
ment and Foreign Service series ; 187., 
84-21337 
Department 
ment and 
84-21338 
Department 
ment and 
84-21336 
Department 
84-21332 
Department of 
84-21335 
Department of 
84-21334 
Department of 
84-21333 
Department of 
84-21328 
Department 
84-21331 
Department of 
84-21329 
Department of 
84-21330 
Department of 
84-21337 
Department of 
84-21338 
Department of 
84-21336 
Department of the Army technical manual ; 
TM 5-818-5., 84-20604 
Department of the Army technical manual ; 
TM 5-5420-202-34 P., 84-20605 
Department of the Army technical manual ; 
TM 9-1005-201-10., 84-20606 
Department of the Army technical manual ; 
TM 9-1425-384-14, 84-20607 
Department of the Army technical manual ; 
TM 9-1427-380-12/2, 84-20608 
Department of the Army technical manual ; 
™ 9-1430-655-20-6., 84-20609, 84- 
20610 
Department of the Army technical manual ; 
TM 9-1430-1533-12-1., 84-20611 
Department of the Army technical manual ; 
TM 9-2350-217-10N, 84-20612 
Department of the Army technical manual ; 
TM 9-2350-256-34-1., 84-20613 
Department of the Army technical manual ; 
TM 9-4935-451-14., 84-20614 
Department of the Army technical manual ; 
TM 9-4935-452-14., 84-20615 
Department of the Army technical manual ; 
TM 9-4935-473-14-1., 84-20616 
Department of the Army technical manual ; 
TM 9-4935-485-14., 84-20617 


of State publication. Depart- 
Foreign Service series ; 240., 


of State publication. Depart- 
Foreign Service series ; 367., 


of State publication ; 7748., 


State publication ; 7749., 


State publication ; 7857., 


State publication ; 7881., 


State publication ; 7974., 


State publication ; 8228., 


State publication ; 8301., 


State publication ; 8396., 


State publication ; 9128., 


State publication ; 9193., 


State publication ; 9361., 





Department of the Army technical manual ; 
TM 9-6920-450-34., 84-20618 

Department of the Army technical manual ; 
TM 9-6920-472-12., 84-20619 

Department of the Army technical manual ; 
TM 9-8140-380-24., 84-20620 

Department of the Army technical manual ; 
TM 10-3930-238-20 P., 84-20621 

Department of the Army technical manual ; 
TM 10-3930-625-34 P., 84-20622 

Department of the Army technical manual ; 
TM 95-225, 84-20623 

Department of the Navy manual 
NAVAIR 16-1-520, 84-20623 

Design manual (United States. Naval Facili- 
ties Engineering Command) ; NAVFAC 
DM-1.4., 84-20874 

DHEW publication ; no. (NIH), 
84-21092, 84-21093, 84-21112 

DHEW publication ; no. (PHS) 84-1101., 
84-21120 

DHHS publication ; no. (ADM) 84-1315, 
84-21122 

DHHS publication ; no. (AoA) 84-20514, 
84-21129 

DHHS publication ; no. (FDA) 83-8203, 83- 
8220., 84-21117 

DHHS publication ; no. (FDA) 83-8210., 
84-21118 

DHHS publication ; 
84-21116 

DHHS publication ; 
84-21115 

DHHS publication ; 
84-21124 

DHHS publication ; 
84-21125 

DHHS publication ; 
315a., 84-21112 

DHHS publication ; 
84-21113 

DHHS publication ; no. (NIH) 84-213., 
84-21094 

DHHS publication ; no. 
84-21091 

DHHS publication ; no. 
84-21093 

DHHS publication ; no. 
84-21092 

DHHS publication ; no. 
84-21106 

DHHS publication ; no. 
84-21096 

DHHS publication ; no. 
84-21097 

DHHS publication ; no. 
84-21102 

DHHS publication ; no. (NIH) 
84-21100 

DHHS publication ; no. (NIH) 84-2358-60., 
84-21105 

DHHS publication ; no. (NIH) 84-2613., 
84-21098 

DHHS publication ; no. (NIH) 84-2616., 
84-21099 


’ 


84-21091, 


no. (FDA) 83-8217., 
no. (FDA) 84-1108., 
no. (HCFA) 14-2., 
no. (HCFA) 04000., 
no. (NIH) ; no. 84- 


no. (NIH) 83-201., 


(NIH) 84-1042., 
(NIH) 84-1043., 
(NIH) 84-1044., 
(NIH) 84-1439, 
(NIH) 84-1572., 
(NIH) 84-1573., 
(NIH) 84-1654., 


84-2342., 
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DHHS publication ; 
84-21127 

DHHS publication ; no. (PHS) 84-1101, 
84-21120 

DHHS publication ; no. (PHS) 84-1250, 
84-21119 

DHHS publication ; no. (PHS) 84-3369, 
84-21121 

DLAH ; 4215.4, 84-20550 

DLAH ; 4215.6, 84-20551 

DLAH ; 4215.10, 84-20552 

DLAH ; 4215.12, 84-20553 

DLAH ; 4215.13, 84-20554 

DLAH ; 4215.18, 84-20555 

DLAH ; 4215.19, 84-20556 

DLAH ; 4215.30, 84-20557 

DLAH ; 4215.35, 84-20558 

DLAH ; 4215.36, 84-20559 

DLAH ; 4215.37, 84-20560 

DLAH ; 4215.38, 84-20561 

DLAH ; 4215.39, 84-20562 

DLAH ; 4215.40, 84-20563 

DLAH ; 4215.41, 84-20564 

DLAH ; 4215.42, 84-20565 

DLAH ; 4215.43, 84-20566 

DLAH ; 4215.44, 84-20567 

DLAH ; 4215.45, 84-20568 

DLAH ; 4215.46, 84-20569 

DLAH ; 4215.48, 84-20570 

DLAH ; 4215.49, 84-20571 

DLAH ; 4215.52, 84-20572 

DLAH ; 4215.53, 84-20573 

DLAH ; 4510.2, 84-20594 

DLAH ; 4510.3, 84-20595 

DLAH ; 4510.4, 84-20593 

DLAH ; 8200.2, 84-20574 

DLAM ; 4155.2, 84-20575 

DLAM ; 8130.1, 84-20576 

DOD 1322.8-G, 84-20519 

DoD 1341.1-M, 84-20518 

DoD 4000.25-7-S 1, 84-20548 

DoD 4000.25-13-M, 84-20546 

DoD 4000.25-13-S 4, 84-20547 

DoD 4140.25 M, 84-20549 

DoD 5220.22-M, 84-20531 

DoD 5220.22-R, 84-20515 

DOT/FAA/PM-83/33, 84-21380 

DOT/FAA/PM-83/37, 84-21381 

DOT HS 806 478, 84-21389 

DOT HS 806 493, 84-21391 

DOT HS 806 530, 84-21393 

DOT HS 806 565, 84-21390 

DOT-I-83-59, 84-21358 

DOT-I-84-14, 84-21359 

DOT/RSPA/DMA-50/83/11, 84-21395 

DP (United States. Army. Corps of Engi- 
neers) ; 500-1-80., 84-20812 

DPDS-H ; 5000.5, 84-20577 

DTIC-V-1, 84-20545 


no. (OHDS) 83-31186, 
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E 


ECIFS 3-1, 84-20237 
Educational pamphlet 
Survey) ; 8., 84-20491 
Educational pamphlet (National Ocean 
Survey) ; 10., 84-20492 
EGG-2302, 84-21570 
EGG-2305, 84-21580 
EGG-2311, 84-21584 
EMI professional development series, 
20964 
Engineer pamphlet ; 415-1-264., 84-20809 
Engineer pamphlet ; 715-1-1., 84-20810 
Engineer pamphlet ; 1165-2-1., 84-20811 
EPA 440/1-84/304, 84-20921 
EPA 440/5-83-001, 84-20919 
EPA/530-SW-84-001, 84-20918 
EPA 530 SW-84-004, 84-20922 
EPA-600/S 1-84-005, 84-20926 
EPA-600/S 2-81-008, 84-20927 
EPA-600/S 2-83-091, 84-20928 
EPA-600/S 2-83-121 a,b,c, 84-20929 
EPA-600/S 2-83-122, 84-20930 
EPA-600/S 2-84-013, 84-20931 
EPA-600/S 2-84-016, 84-20932 
EPA-600/S 2-84-029, 84-20933 
EPA-600/S 2-84-038, 84-20934 
EPA-600/S 2-84-041, 84-20935 
EPA-600/S 2-84-042, 84-29936 
EPA-600/S 2-84-046, 84-20937 
EPA-600/S 2-84-050, 84-20938 
EPA-600/S 2-84-051, 84-20939 
EPA-600/S 2-84-055, 84-20940 
EPA-600/S 2-84-062, 84-20941 
EPA-600/S 2-84-063, 84-20942 
EPA-600/S 2-84-073, 84-20943 
EPA-600/S 2-84-077, 84-20944 
EPA-600/S 3-84-022, 84-20945 
EPA-600/S 3-84-025, 84-20946 
EPA-600/S 3-84-035, 84-20947 
EPA-600/S 3-84-045, 84-20948 
EPA-600/S 3-84-048, 84-20949 
EPA-600/S 4-83-049, 84-20950 
EPA-600/S 4-83-057, 84-20951 
EPA-600/S 4-84-011, 84-20961 
EPA-600/S 4-84-022, 84-20952 
EPA-600/S 4-84-026, 84-20953 
EPA-600/S 5-84-001, 84-20954 
EPA-600/S 7-84-005, 84-20955 
EPA-600/S 7-84-011, 84-20956 
EPA-600/S 7-84-016, 84-20957 
EPA-600/S 7-84-017 a, 84-20958 
EPA-600/S 7-84-017 b, 84-20959 
EPA-600/S 7-84-024 b, 84-20960 
EPA-625/1-83-016, 84-20963 
EPA 904/9-83-116, 84-20920 
EPA-905/3-84-002, 84-20923 
ERS staff report ; no. AGES 830422, 84- 
20236 
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(National Ocean 


84- 





F 


FCM-G 1-1983, 84-20424 

FCM-P 10-1983, 84-20425 

FCM-P 14-1984, 84-20426 

FEMA 54, 84-20965 

FFH 4, 84-21103 

FFH 14, 84-21104 

FHWA/PL/83/007, 84-21371 

FHWA/RD-82/090, 84-21365 

FHWA/RD-82/165 (v.1), 84-21367 

FHWA/RD-83/097, 84-21370 

FLRA doc. ; 1249, 84-21551 

FNS-246, 84-20238 

Foreign agricultural economic report ; no. 
182, 84-20234 

Foreign agricultural economic report ; no. 
194, 84-20235 

Forestry bulletin R8 ; FB/P 3, 84-20216 

Forestry bulletin R8 ; FB/U 1, 84-20217 

Forestry report R8; FR 1, 84-20215 

Forestry report R8; GR 3, 84-20192 

FSC TELE, 84-21049 

FSC 3416, 84-20571 

FSC 3417, 84-20572 

FSC 3418, 84-20564 

FSC 3422, 84-20553 

FSC 3424, 4430, 84-20550 

FSC 3426, 84-20553 

FSC 3450, 3460, 84-20554 

FSC 3620, 84-20558 

FSC 3670, 84-20573 

FSC 3690, 4925, 84-20562 

FSC 6630, 84-20557 

FSC 6635, 84-20551 

FSC 6640, 84-20557 

FSC 6650, 84-20555 

FSC 6670, 84-20555 

FSIS facts ; FSIS-9., 84-20244 

FWS/OBS-82/32, 84-21208 

FWS/OBS-84/08, 84-21209 


G 


GAO/AFMD-84-15, 84-20994 
GAO/AFMD-84-34, 84-20998 
GAO/CED-82-80, 84-21000 
GAO/GGD-83-54, 84-21001 
GAO/GGD-83-95, 84-21002 
GAO/GGD-84-21, 84-21003 
GAO/GGD-84-25, 84-21004 
GAO/GGD.-84-36, 84-21005 
GAO/GGD-84-39, 84-21006, 84-21007 
GAO/GGD.-84-48, 84-21008 
GAO/GGD-84-56, 84-21009 
GAO/GGD-84-72, 84-21011 
GAO/HRD-84-26, 84-21012 
GAO/HRD-84-41, 84-21013 
GAO/HRD-84-42, 84-21014 
GAO/HRD-84-47, 84-21015 
GAO/HRD-84-51, 84-21016 
GAO/HRD-84-52, 84-21017 


Do not order from index; see indicated entry 





Series/Report Index 


GAO/IMTEC-84-6, 84-21018 
GAO/NSIAD-84-3, 84-21019 
GAO/NSIAD-84-19, 84-21020 
GAO/NSIAD-84-59, 84-21021 
GAO/NSIAD-84-68, 84-21022 
GAO/NSIAD-84-69, 84-21023 
GAO/NSIAD-84-74, 84-21024 
GAO/NSIAD-84-83, 84-21025 
GAO/NSIAD-84-84, 84-21026 
GAO/NSIAD-84-100, 84-21027 
GAO/NSIAD-84-102, 84-21028 
GAO/NSIAD-84-106, 84-21029 
GAO/NSIAD-84-125, 84-21030 
GAO/PAD-82-10, 84-21031 
GAO/RCED-84-17, 84-21032 
GAO/RCED-84-21, 84-21033 
GAO/RCED-84-44, 84-21034 
GAO/RCED-84-62, 84-21035 
GAO/RCED-84-91, 84-21036 
GAO/RCED-84-113, 84-21037 
GAO/RCED-84-132, 84-21038 
GAO/RCED-84-141, 84-21039 
GAO/RCED-84-146, 84-21040 
GAO/RCED-84-154, 84-21041 
GA0/GGD-84-61, 84-21010 
General technical report NE 
20205 
General 
20206 
General 
20207 
General 
20208 
Geological Survey bulletin ; 1382-E, 
21135 
Geological Survey circular ; 850-E, 
21138 
Geological Survey professional 
1066-N, 84-21145 
Geological Survey 
1151-F, 84-21147 
Geological Survey 
1151-G, 84-21148 
Geological Survey 
1245, 84-21150 
Geological Survey 
1263, 84-21151 
Geological Survey 
1269, 84-21152 
Geological Survey 
1273-C, 84-21154 
Geological Survey 
1288, 84-21158 
Geological Survey professional 
1298, 84-21161 
Geology and hydrology of the Madison 
limestone and associated rocks in parts of 
Montana, Nebraska, North Dakota, South 
Dakota, and Wyoming, 84-21155 
Gist, 84-21339, 84-21340, 84-21341 
GR-81-10, 84-21185 
GR-83-7, 84-21186 


; 87, 
technical report NE ; 90, 
technical report RM ; 104, 


technical report RM ; 105, 


paper ; 
professional paper ; 
professional paper ; 
professional paper ; 
professional paper ; 
professional paper ; 
professional paper ; 
professional paper 


paper 
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Guideline series (United States. Naval Mili- 
tary Personnel Command), 84-20872 


H 


Handbook (United States. National Park 
Service. Division of Publications) ; 118., 
84-21205 

Handbook (United States. National Park 
Service. Division of Publications) ; 124., 
84-21206 

The Harmon memorial lectures in military 
history ; no. 24, 84-20902 

Hazardous materials transportation (Wash- 
ington, D.C.), 84-21394 

HC 80-1-B 56, 84-20334 

HC 80-1-B 57 B, 84-20335 

HC 80-2-53 A, 84-20336 

HC 80-2-74 A, 84-20337 

HC 80-2-109 A, 84-20338 

HC 80-2-288 A, 84-20339 

HDL-TR ; 2035, 84-20846 

HHI-22/4-84(1 M)P, 84-21364 

HHP-22/4-84(S500)EW, 84-21371 

HIM 14-1, 84-21123 

Historical climatology series ; 
20466 

Historical climatology series ; 6-1, 


3-1, 84- 


84- 


20467, 84-20468, 84-20469, 84-20470, 
84-20471, 
20474 
Historical series (United States. Congress. 
Senate. Committee on Foreign Relations), 


84-20472, 84-20473, 84- 


84-21669 

HNR-20/4-84(50)P, 84-21370 

Home and garden bulletin ; no. 64, 84- 
20190 

Horizons 
20916 

House document (United States. Congress 
(98th 2nd session : 1984). House) ; no. 98- 
195., 84-21447 

House document (United States. Congress 
(98th, 2nd session : 1984). House) ; no. 
98-152., 84-21445 

House document (United States. Congress 
(98th, 2nd session : 1984). House) ; no. 
98-179., 84-21446 

House document (United States. Congress 
(98th, 2nd session : 1984). House) ; no. 
98-200., 84-21448 

House document (United States. Congress 
(98th, 2nd session : 1984). House) ; no. 
98-201., 84-21449 

House document (United States. Congress 
(98th, 2nd session : 1984). House) ; no. 
98-202., 84-21450 

House document (United States. Congress 
(98th, 2nd session : 1984). House) ; no. 
98-220., 84-21451 

House document (United States. Congress 
(98th, 2nd session : 1984). House) ; no. 
98-228., 84-21452 

House document (United States. Congress 
(98th, 2nd session : 1984). House) ; no. 
98-235., 84-21453 


issues monograph series, 84- 





HRD-10/3-84 (200) P, 84-21368 

HRD-10/4-84(350)P, 84-21370 

HRD-10/7-83 (100), 84-21367 

HRD-10/8-83 (150), 84-21366 

HRD-11/5-84 (200) EW, 84-21369 

Hydrologic effects of the eruptions of 
Mount St. Helens, Washington, 1980, 
84-21138 


I 


An Industrial College of the Armed Forces 
study in mobilization and defense man- 
agement, 84-20541 

Industrial plant equipment handbook, 84- 
20550, 84-20551, 84-20552, 84-20553, 
84-20554, 84-20555, 84-20556, 84- 
20557, 84-20558, 84-20559, 84-20560, 
84-20561, 84-20562, 84-20563, 84- 
20564, 84-20565, 84-20566, 84-20567, 
84-20568, 84-20569, 84-20570, 84- 
20571, 84-20572, 84-20573 

Information circular (United States. Bureau 
of Mines) ; 8977., 84-21190 

Information circular (United States. Bureau 
of Mines) ; 8980., 84-21191 

Information circular (United States. Bureau 
of Mines) ; 8981., 84-21192 

Information circular (United States. Bureau 
of Mines) ; 8983., 84-21193 

Instruction report (U.S. Army Engineer 
Waterways Experiment Station) ; A-81-1., 
84-20783 

Interim report (Construction Engineering 
Research Laboratory) ; E-187., 84-20831 

International marketing information series, 
84-20503, 84-20505, 84-20506, 84- 
20507 

The Ira C. Eaker distinguished lecture on 
national defense policy ; no. 1, 84-20903 

The Ira C. Eaker distinguished lecture on 
national defense policy ; no. 2, 84-20904 

The Ira C. Eaker distinguished lecture on 
national defense policy ; no. 4, 84-20905 

IS/FPM-82/6, 84-21594 

Issues and practices in criminal justice., 
84-21243 

IWR contract report ; 83-C-4., 84-20834 

IWR contract report ; 83C-01., 84-20833 

IWR research report ; 83 R-3., 84-20835 


J 


Job aid ; no. 610-091-6271-J, 84-20845 
JPL 400-230, 84-21295 


K 
Key to geophysical records documentation 
; no. 15 (revised), 84-20462 
Key to oceanographic records documenta- 
tion ; no. 12, 84-20463 
L 
Leavenworth papers ; no. 7, 84-20854 
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Leavenworth papers ; no. 8, 
Literature search ; no. 84-15, 
Literature search ; no. 84-16, 
Literature search ; no. 84-18, 
LWO 6297, 84-21266 


84-20855 
84-21109 
84-21110 
84-21111 


M 


MARCORPS TM ; 08671 A-10/1., 
20606 


MC 82-I-20 B-3 (P), 
MC 82-I-22 F-1 (P), 
MC 82-I-22 F-5 (P), 
MC 82-I-22 F-7 (P), 
MC 82-I-24 C-3 (P), 
MC 82-1-25 A-4 (P), 
MC 82-I-25 A-6 (P), 
MC 82-I-25 B-4 (P), 
MC 82-I-25 B-5 (P), 
MC 82-1-27 C-6 (P), 
MC 82-I-28 D-2 (P), 
MC 82-I-28 F-1 (P), 
MC 82-1-30 A-4 (P), 
MC 82-I-31 B-5 (P), 
MC 82-I-32 D-4 (P), 
MC 82-I-32 E-2 (P), 
MC 82-I-32 E-3 (P), 
MC 82-I-32 E-7 (P), 
MC 82-I-34 A-6 (P), 
MC 82-I-34 D-4 (P), 
MC 82-I-35 A-2 (P), 
MC 82-I-35 C-7 (P), 
MC 82-1-35 D-1 (P), 
MC 82-I-35 E-2 (P), 
MC 82-1-35 F-1 (P), 
MC 82-1-36 A-2 (P), 
MC 82-I-36 A-7 (P), 
MC 82-1-36 D-3 (P), 
MC 82-I-36 E-1 (P), 
MC 82-I1-36 E-5 (P), 
MC 82-I-36 E-6 (P), 
MC 82-1-36 F-4 (P), 
MC 82-I-37 A-1 (P), 
MC 82-I-37 B-2 (P), 
MC 82-I-37 B-5 (P), 
MC 82-I-37 C-7 (P), 
MC 82-1-39 C-7 (P), 
MC 82-I-39 D-1 (P), 
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Information Center,  84-20908 003-024-05670-4 GPO,  84-20333 003-024-90530-2 GPO,  84-20284 
ED 219083-219090 ,  84-20909 003-024-05692-5 GPO,  84-20251 003-024-90532-9 GPO,  84-20285 
ED 219707 Educational Resources 003-024-05694-1 GPO,  84-20252 003-024-90536-1 GPO,  84-20286 
Information Center,  84-20910 003-024-05775-1,  84-20318 003-024-90537-0 GPO, 84-20287 
ED 223005 Educational Resources 003-024-05788-3 ,  84-20319 003-024-90542-6 GPO,  84-20288 
Information Center, 84-2091 003-024-05789-1,  84-20320 003-024-90544-2 GPO, 84-20289 
ED 224035 Educational Resources 003-024-05792-1,  84-20321 003-024-90550-7 GPO,  84-20290 


Information Center, —84-20912 003-024-05797-2, 84-2032 003-024-90553-1 GPO, 84-2029! 
ED 224112 Educational Resources 003-024-05799-9,  84-20323 003-024-90561-2 GPO, 84-20292 
Information Center, 84-20913 


003-024-05810-3,  84-20324 003-024-90588-4 GPO, 84-20293 
untae lames 003-024-05817-1,  84-20325 003-024-90590-6 GPO, 84-20294 
wip saubietieninenessRanaiodés 003-024-05846-4 GPO, 84-20306 003-024-90652-0 GPO, _84-20365 
cauaiaeniinnes. . auuanes 003-024-05849-9 GPO,  84-20307 003-024-90653-8 GPO,  84-20366 
tan 2enenrenenaiiindy heidinnees 003-024-05854-5 GPO, 84-20308 003-024-90654-6 GPO, 84-20367 
Infoomation Geaiar, 8020016 003-024-05859-6 GPO, — 84-20309 003-024-90658-9 GPO, 84-20368 
ED 229948 Educational Resources 003-024-05860-0 GPO, 84-20310 003-024-90660-1 GPO, 84-20369 
Information Center,  84-20917 003-024-05862-6 GPO, 84-2031 003-024-90668-6 GPO, 84-20370 
ED 229949 Educational Resources 003-024-05875-8 GPO , 84-20312 003-024-90708-9 GPO , = 84-20343 
Information Center,  84-20917 003-024-05880-4 GPO, 84-20313 003-024-90710-1 GPO, 84-20344 
OE0-D 2-09082-0 (ED 219082),  84-20909 | 003-024-05882-1GPO,  84-20314 003-024-90714-3 GPO,  84-20345 
001-000-04322-6 GPO, 84-20189 003-024-05886-3 GPO,  84-20315 003-024-90722-4 GPO, _84-20346 
001-000-04336-6 GPO,  84-20234 003-024-05888-0 GPO, 84-20316 003-024-90729-1 GPO,  84-20347 
001-000-04341-2 GPO, —84-20190 003-024-05889-8 GPO,  84-20317 003-024-90737-2 GPO, 84-20348 
001-019-80003-8,  84-20237 003-024-05943-6,  84-20302 003-024-90739-9 GPO, 84-20349 
003-000-00631-0 GPO,  84-20248 003-024-05944-4,  84-20303 003-024-90740-2 GPO, 84-20350 
003-000-00632-8 GPO,  84-20247 003-024-90128-5 GPO,  84-20371 003-024-90766-6 GPO, 84-2035! 
003-000-90822-4 GPO, 84-20506 003-024-90159-5 GPO, 84-20257 003-024-90767-4 GPO, 84-20352 
003-000-90823-2 GPO, 84-20507 003-024-90222-2 GPO,  84-20258 003-024-90769-1 GPO, 84-20353 
003-001-81003-4,  84-20304 003-024-90226-5 GPO,  84-20259 003-024-90770-4 GPO, 84-20354 
003-001-91553-7 GPO,  84-20305 003-024-90228-1 GPO, —84-20260 003-024-90772-1 GPO,  84-20355 
003-003-02560-7 GPO, 84-20376 003-024-90275-3 GPO, 84-20261 003-024-90773-9 GPO, _84-20356 
003-003-02564-0 GPO, 84-20386 003-024-90284-2 GPO, 84-20262 003-024-90774-7 GPO,  84-20357 
003-003-02569-1 GPO,  84-20377 003-024-90286-9 GPO, _84-20263 003-024-90775-5 GPO, 84-20358 
003-003-02574-7,  84-20382 003-024-90290-7 GPO,  84-20264 003-024-90777-1 GPO,  84-20359 
003-003-02575-5 GPO,  84-20380 003-024-90291-5 GPO,  84-20265 003-024-90781-0 GPO, 84-20360 
003-003-02578-0 GPO, 84-20387 003-024-90326-1 GPO,  84-20266 003-024-90783-6 GPO, 84-2036! 
003-003-02579-8 GPO, 84-2038 003-024-90339-3 GPO,  84-20267 003-024-90786-1 GPO, 84-20362 
003-003-02580-1 GPO,  84-20381 003-024-90343-1 GPO,  84-20268 003-024-90790-9 GPO, 84-20363 
003-003-02583-6 GPO, 84-20378 003-024-90361-0 GPO, 84-20269 003-024-91055-1 GPO,  84-20364 
003-003-02584-4 GPO, 84-20384 003-024-90374-1 GPO, 84-20270 003-024-91184-1GPO,  84-20295 
003-003-02586-1 GPO,  84-20383 003-024-90392-0 GPO, 84-20271 003-024-91185-0 GPO, 84-20296 
003-003-02587-9,  84-20382 003-024-90396-2 GPO, 84-20272 003-024-91186-8 GPO,  84-20297 
003-003-02588-7 GPO, 84-20389 003-024-90397-1 GPO, 84-20273 003-024-91203-1 GPO, 84-20298 
003-003-02592-5 GPO, 84-20391 003-024-90401-2 GPO, 84-20274 003-024-91214-7 GPO,  84-20299 
003-003-02593-3 GPO,  84-20379 003-024-90433-1 GPO, 84-20275 003-024-91230-9 GPO, 84-20300 
003-010-00125-9 GPO, 84-20495 003-024-90447-1 GPO,  84-20276 003-024-91678-9 GPO, 84-20340 
003-024-03608-8 GPO,  84-20334 003-024-90465-9 GPO, 84-2027 003-024-91703-3 GPO, 84-20341 
003-024-03609-6 GPO,  84-20335 003-024-90481-1 GPO, 84-20278 003-024-91715-7 GPO, 84-20342 
003-024-05292-0 GPO, _84-20336 003-024-90482-9 GPO, _84-20279 008-000-00403-0 GPO, 84-20527 
003-024-05309-8 GPO, 84-20337 003-024-90489-6 GPO,  84-20280 008-007-03259-3 GPO, 84-20515 
003-024-05344-6 GPO, 84-20338 003-024-90497-7 GPO, 84-20281 008-007-03260-7 GPO, _84-20531 
003-024-05523-6 GPO, 84-20339 003-024-90509-4 GPO, 84-20282 008-020-00957-1 GPO, 84-20721 
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Stock Number Index 


008-020-00972-5 GPO,  84-20541 022-003-81004-8 ,  84-21054 029-001-02813-0 GPO, 84-21248 
008-020-00977-6 GPO, 84-20540 022-003-81004-8 ,  84-21055 029-001-02815-6 GPO, 84-21249 
008-020-00978-4 GPO, 84-20544 022-003-81004-8 ,  84-21056 029-001-02816-4,  84-21250 
008-020-00984-9 GPO, 84-20854 022-003-81004-8 ,  84-21057 029-001-81004-1,  84-21251 
008-020-00985-7 GPO, 84-20855 022-003-81004-8 ,  84-21058 029-001-81004-1,  84-21252 
008-040-00184-9 GPO, 84-20510 022-003-81004-8 ,  84-21059 029-001-81004-1, 84-21253 
008-047-00356-1 GPO, 84-20871 022-003-81004-8 ,  84-21060 029-001-81004-1  84-21254 
008-047-00358-7,  84-20512 022-003-95901-7 GPO, 84-21061 029-001-81004-1. _84-21255 
008-047-00359-5 GPO, 84-20513 022-003-95978-5 GPO, 84-21062 eiedeeaiiie . cebniins 
008-050-00227-1 GPO, 84-2052i 022-003-95997-1 GPO, 84-21063 ccite shane <i sane 
008-050-00228-0 GPO, 84-20522 022-003-96003-1 GPO, 84-21064 , 

008-050-00230-1 GPO,  84-20874 022-003-96004-0 GPO,  84-21065 029-001-81004-1,  84-21258 
008-070-00496-8 GPO, 84-20878 022-003-96006-6 GPO, 84-21066 029-014-00216-0 GPO, — 84-21263 
008-070-00504-2 GPO, 84-20897 022-003-96007-4 GPO, 84-21067 031-000-00247-8 ,  84-21293 
008-070-00512-3 GPO, 84-20880 022-003-96008-2 GPO,  84-21068 033-000-00909-7 GPO , 84-21297 
008-070-00514-0 GPO, 84-20896 022-003-96009-1 GPO,  84-21069 033-000-00919-4 GPO, 84-21295 
017-015-00208-0 GPO, 84-21117 022-003-96010-4 GPO,  84-21070 041-011-00077-7,  84-21316 
017-015-00211-0 GPO, 84-21118 022-003-96013-9 GPO, 84-21071 041-015-00157-4,  84-21315 
017-015-00215-2 GPO, 84-21116 022-003-96015-5 GPO,  84-21072 044-000-02007-6 GPO, 84-21336 
017-015-00218-7 GPO, 84-21117 022-003-96016-3 GPO, 84-21073 044-000-02020-3 GPO, 84-21338 
017-022-00841-6 , 84-21120 022-003-96017-1 GPO , 84-21074 044-000-02021-1 GPO,  84-21337 
017-024-01194-1 GPO , 84-21122 022-003-96018-0 GPO , = 84-21075 044-000-93555-4 GPO, 84-21330 
017-044-00046-0 GPO, 84-21106 022-003-96019-8 GPO, 84-21076 044-000-93556-2 GPO, 8421329 
017-052-00247-3 , 84-21112 022-003-96021-0 GPO ,  84-21077 044-000-93557-1 GPO,  84-21331 
017-092-00094-4 GPO, 84-21127 022-003-96022-8 GPO, 84-21078 044-000-93558-9 GPO, _84-21332 
020-000-00210-7 GPO, 84-21031 022-003-96025-2 GPO,  84-21079 044-000-93559-7 GPO. 84-21333 
021-000-00120-1,  84-21043 022-003-96028-7 GPO, 84-21080 : 


021-000-00121-0,  84-21043 022-003-96032-5 GPO, 84-21081 benign wow ect ain , i cand 
022-001-81001-1,  84-21050 022-003-96034-1 GPO, 84-21082 pen (oe AMM Se 
022-003-81001-3,  84-21051 022-003-96035-0 GPO, 84-21083 044-000 
022-003-81001-3,  84-21052 024-001-03510-3 GPO, 84-21151 048-000-00364-8 GPO, —84-21348 
022-003-81001-3,  84-21053 024-001-03513-8 GPO, 84-21157 048-005-00029-2 ,  84-21355 


022-003-81001-3,  84-21054 024-001-03521-9GPO,  84-21164 0502-LP-054-0195 ,  84-20861 
022-003-81001-3,  84-21055 024-004-02134-9 GPO, 84-21190 051-000-00165-6,  84-21401 
022-003-81001-3,  84-21056 024-005-00819-5 GPO,  84-21204 052-003-00911-1 GPO, —84-21590 
022-003-81001-3,  84-21057 024-005-00855-1 GPO,  84-21205 052-003-00949-8 GPO, 84-21588 
022-003-81001-3,  84-21058 024-005-00860-8 GPO,  84-21206 052-070-05935-4 GPO, 84-21640 
022-003-81001-3,  84-21059 027-000-01188-8 GPO,  84-21242 052-070-05937-1 GPO, —84-21723 
022-003-81001-3,  84-21060 027-000-01194-2 GPO, 84-21243 052-070-05939-7 GPO, 84-21626 
022-003-81004-8,  84-21051 028-003-00052-8 ,  84-21244 052-070-05943-5 GPO,  84-21661 
022-003-81004-8 , 84-21052 029-001-02765-6,  84-21259 055-000-00240-1 GPO,  84-20922 
022-003-81004-8,  84-21053 029-001-02795-8 ,  84-21247 065-000-00205-1,  84-20907 
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A 


A (NSN 4220-01-023-0246), (LIN D32859)., Hand rece 84-20626 
AAA-S-118b., Calibration procedure for beam indica 84-20748 
abating civil penalties—and has made recent improv 84-21003 
abnormalities in the wood of flood-plain trees /, 84-21160 
Abstracts, Conference on Measurements and Standard 84-20374 
ad , Symposium on Improving the Analytical C 84-20372 
abuse amendments of 1984 :report (to accompany S. 84-21421 
he in the Food Stamp Program., State to state : 84-20238 
T in the south Florida community :, Effects of 84-21701 
“ , alcoholism, and drug abuse amendments of 19 84-21421 
- , and mental health services block grant :rep 84-21017 
access charges, universal service, and local rates 84-21725 
= for surface mining equipment /, Improved pe 84-21193 
Accessibility for the Elderly and Handicapped Act 84-21540 
accessories ., Portable machine tools and machine t 84-20554 
accident report :Eastern Air Lines, Inc., Lockheed 84-21360 
report :Las Vegas Airlines flight 88 Pipe 84-21361 

report :Mid-America Pipeline System, liqu 84-21363 

report :Samual Coraluzzo Company, Inc., t 84-21362 
reporting system /, Fatal 84-21392 
sampling system /, National 84-21393 
scenarios /, Dose calculations for severe 84-21562 
surrogates for use in analyzing highway s 84-21366 
/incident and inventory bulletin., Rail-hi 84-21373 
accompany H.J. Res. 452) (including cost estimate 84-21534 
H.J. Res. 548) (including cost estimate 84-21477 

H.R. 7) (including cost estimate of the 84-21455 

H.R. 1149)., The Oregon Wilderness Act o 84-21416 

H.R. 1250) (including cost estimate of t 84-21540 

H.R. 2889) (including cost estimate of t 84-21489 

H.R. 2896) (including cost estimate of t 84-21497 

H.R. 3282) (including cost estimate of t 84-21522 

H.R. 3289 ... referred jointly to the Co 84-21454 

H.R. 3472) (including the cost estimate 84-21467 

H.R. 3766) (including cost estimate of t 84-21527 

H.R. 3787) (including the cost estimate 84-21469 

H.R. 3788) (including the cost estimate 84-21475 

H.R. 3903)., Colorado River basin agricu 84-21424 

H.R. 3942) (including cost estimate of t 84-21520 

H.R. 3953) (including cost estimate and 84-21511 

H.R. 4249)., United States Marshals Serv 84-21494 

H.R. 4406) (including the cost estimate 84-21468 

H.R. 4567) (including the cost estimate 84-21491 

H.R. 4567 which on November 18, 1983, wa 84-21492 

H.R. 4585) (including cost estimate of t 84-21462 

H.R. 4596) (including the cost estimate 84-21472 

H.R. 4628, which on January 24, 1984, wa 84-21485 

H.R. 4707) (including the cost estimate 84-21458 

H.R. 4734)., Naming of Veterans’ Adminis 84-21503 

H.R. 4773) (including cost estimate of t 84-21541 

H.R. 4785) (including cost estimate of t 84-21478 

H.R. 4829) (including cost estimates of 84-21493 

H.R. 4921) (including cost estimate ot [ 84-21463 

H.R. 4971) (including cost estimate of t 84-21481 





H.R. 4997) (including cost estimate of t 


H.R. 5048 which on March 7, 1984, was re 


H.R. 5076)., Designating certain areas i 
H.R. 5100) (including the cost estimate 


H.R. 5121 which on March 14, 1984 was re 


H.R. 5145) (including cost estimate of t 
HLR. 5147) (including cost estimate of t 


H.R. 5151 which on March 15, 1984, was r 
H.R. 5155)., Land Remote-Sensing Commerc 
H.R. 5164 which on March 15, 1984, was r 


H.R. 5183) (including Congressional Budg 
H.R. 51.88)., Authorization of appropriat 
H.R. 5220) (including cost estimate of t 
H.R. 5278) (including cost estimate of t 
H.R. 5281) (including cost estimate of t 
H.R. 5313 ... referred jointly to the Co 
H.R. 5315), Increasing the percentage of 
H.R. 5334) (including cost estimate of t 
H.R. 5365) (including cost estimate of t 
H.R. 5398) (including cost estimate of t 
H.R. 5399)., Intelligence Authorization 
H.R. 5404) (including cost estimate of t 
H.R. 5497) (including cost estimate of t 
H.R. 5504) (including cost estimate of t 
H.R. 5505) (including cost estimate of t 
H.R. 5525) (including cost estimate of t 
H.R. 5530 which on April 26, 1984, was r 
H.R. 5541) (including cost estimate of t 
H.R. 5600)., Titles X and XX and prevent 
H.R. 5609) (including cost estimate of t 
H.R. 5617) (including cost estimate of t 
H.R. 5618) (including cost estimate of t 


H.R. 5620 which on May 8, 1984, was refe 


H.R. 5640 ... referred jointly to the Co 
H.R. 5653)., Energy and Water Developmen 
H.R. 5653)., Making appropriations for e 
H.R. 5665) (including cost estimate of t 
H.R. 5688) (including cost estimate of t 
H.R. 5712)., Departments of Commerce, Ju 
H.R. 5740) (including cost estimate of t 
H.R. 5753)., Legislative branch appropri 
H.R. 5798)., Treasury, Postal Service, a 
H.R. 5813)., Department of Transportatio 
H.R. 5899)., District of Columbia approp 
H.R. 5973)., Department of the Interior 
H. Res. 467)., Resolution of inquiry con 
H. Res. 469)., Providing for the conside 
H. Res. 470)., Providing for the conside 
H. Res. 479)., Waiving certain points of 

. 511)., Waiving certain points of 

. 514)., Providing for the conside 

. 515)., Providing for the conside 

. 519)., Providing for the conside 

. 520)., Providing for the conside 

. 521)., Providing for the conside 


84-21488 
84-21509 
84-21466 
84-21473 
84-21465 
84-21480 
84-21471 
84-21507 
84-21414 
84-21474 
84-21544 
84-21419 
84-21487 
84-21461 
84-21499 
84-21505 
84-21490 
84-21479 
84-21521 
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84-21476 
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84-21516 
84-21524 
84-21526 
84-21539 
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84-21457 
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84-21518 
84-21525 
84-21528 
84-21529 
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H. Res. 522)., Providing for the conside 84-21530 to Provide for Reconciliation Pursuant to Sect 84-21079 
H. Res. 524)., Waiving certain points of 84-21531 7 , policies and procedures :204, 37 C.F.R., Priv 84-21284 
H. Res. 526)., Providing for the conside 84-21535 Act Entitled the “Harry Porter Control Tower.”, 84-21068 
H. Res. 527)., Providing for the conside 84-21536 Act Making Appropriations for the Department of th 84-21061 
H. Res. 528)., Providing for the conside 84-21537 Action manual :a guide to developing, planning, an 84-21383 
H. Res. 529)., Providing for the conside 84-21538 « policies and programs :, Federal government 84-21703 
H. Res. 532)., Waiving certain points of 84-21542 as to improve the management of the Private Se 84-21021 
H. Res. 533)., Waiving certain points of 84-21543 “ ., IRS criminal investigation in 84-21351 
S.J. Res. 25)., Redesignating the Saint 84-21470 “ ’s Drug Prevention Program., Idea exchange : 84-20246 
S.J. Res. 233)., Organized Crime Commiss 84-21434 | actions :methodology for developing criteria /, Sa 84-21573 
S. Res. 48)., James P. Purvis :report (t 84-21409 Active corporation income tax returns, source book 84-21353 
S. 314)., In-Flight Medical Emergencies 84-21418 “ measures :May 30, 1984., Soviet 84-21327 
S. 803)., Commission on the centennial r 84-21408 fe older Americans and opportunities for emplo 84-21606 
S. 1135) (including cost estimate of the 84-21532 solar heating and cooling systems /, Test m 84-20407 
S. 1300)., Rural Electrification and Tel 84-21443 activities of a specific military service, Transpo 84-20593 
S. 1400)., Motor Vehicle Theft Law Enfor 84-21422 of the National Bureau of Standards 198 84-20383 
S. 1407)., Consumer protection from frau 84-21437 of the Student Loan Marketing Associati 84-21016 
Ss. 
Ss. 
Ss. 


2:8 3.9 2: & €:3 


. 
= 


. 1668)., Amending Chapter 37, Title 31 84-21442 of the U.S. Department of Agriculture’s 84-21610 

. 1718)., Renewal of the generalized sy 84-21427 other than activities of a specific mil 84-20593 

. 1739) (including cost estimate of the 84-21440 specialist, MOS 71M, skill levels 1/2., 84-20674 
S. 2166)., Indian Health Care Amendments 84-21420 ‘unit price standards handbook., Engine 84-20523 
S. 2174)., Motor Carrier Safety Act of 1 84-21410 ., Foods for Health :ideas for program 84-21103 
S. 2217)., Tandem Truck Safety Act of 19 84-21438 ., Machine shop, machine repairs handboo 84-20521 
S. 2308)., Primary health care amendment 84-21430 ., Pipefitting, plumbing handbook :engin 84-20522 
S. 2341)., The Vocational Education Act 84-21439 ., Roads, grounds, pest control & refuse 84-20524 
S. 2496)., Adult Education Act amendment 84-21436 ., Sheet metal, structural iron & weldin 84-20525 
S. 2514., Veterans’ Administration Healt 84-21428 activity : fiscal year 1984., United States Army M 84-20759 
S. 2520)., U.S. Travel and Tourism Admin 84-21412 “ in the western Kentucky coal field /, Are 84-20920 
S. 2521)., Authorizing appropriations fo 84-21431 | AD)., Dictionary of United States Army terms (shor 84-20596 
S. 2535)., National Telecommunications a 84-21411 | added flexibility offered by the preventive health 84-21013 
S. 2537)., Railroad Authorization Act :r 84-21413 | addendum /, Acquired immunodeficiency syndrome (AI 84-21111 
S. 2565)., Human Services Reauthorizatio 84-21426 “ report /, Reclamation of toxic mine waste 84-20932 
S. 2603)., Older Americans Act amendment 84-21417 adding the Oregon-California Trail to the study li 84-21469 
S. 2614)., Amending the Indian Financing 84-21415 | Addition of coal mining regulations to the compute 84-20832 
S. 2615)., Alcohol abuse, alcoholism, an 84-21421 “ to the national wild and scenic rivers sy 84-21468 
S. 2616)., The Adolescent Family Life Ac 84-21432 additional and dissenting views on H.R. 5167 (incl 84-21460 
S. 2635)., Public Buildings Authorizatio 84-21425 and supplemental views (to accompany H. 84-21484 
S. 2706)., The Hazardous Materials Trans 84-21423 and supplemental views (to accompany H. 84-21507 
S. 2722)., National School Lunch and Chi 84-21429 and supplemental views (to accompany H. 84-21522 
S. 2746)., Authority for trade agreement 84-21441 and supplemental views (to accompany S. 84-21439 
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structural repairer MOS 68G., Soldier’s m 
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of 1984 :report (to accompany S. 2615). 
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» Notice of intention to obtain a compulsory 
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., Payment and refund of Copyright Office fee 
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., Privacy act, policies and procedures :204, 
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.. Recordation of certain contracts by cable 
., Royalties and statements of account under 
., Statements of account covering compulsory 
., Voluntary license to permit reproduction o 
.. Warnings of copyright for use by certain | 
.. Warnings of copyright for use by certain | 
C (Hawaii) /, Omega propagation correction tables 
C.P.R., Recordation of agreements between copyrigh 
CAB ; proceedings of a seminar held at the Nationa 
CAB Sunset Seminar :future administration of the i 
cable (physical plant)., Design and construction o 
$ systems :|symbol for section) 201.17, 37 C.F 
systems located outside of the forty-eight c 
cablecasting :a political primer /, The law of pol 
Cadet decorum handbook. 
calculating and plotting atmospheric and oceanic f 
calculations for severe LWR accident scenarios /, 
Caledonia County., Flood insurance study :town and 
calendar 1965-1979 :turbojet/turbofan aircraft ope 
colnatien and repair support company TMDE., TMDE 
and repair team (support battalion) an 
and verification of a rainfall-runoff 
handbook :ionizing radiation measuring 
improvements for automatic test equipm 
of building pressurization devices /, 
procedure for beam indicating scale, A 
procedure for compressor bleed valve t 
procedure for digital voltmeters, Hewl 
procedure for frequency counter Hewlet 
procedure for gage block comparator (7 
procedure for igniter circuit tester, 
procedure for intensity test source 11 
procedure for internal combustion engi 
procedure for micrometers, inside (gen 
procedure for multimeter AN/URM-105, A 
procedure for pulse generator, SG-1205 
procedure for radio test set AN/PRM-34 
procedure for test station, guided mis 
procedure for thermometer sets 7910479 
California /, Geochemistry of ground water in the 
/, Historic surface deformation near Oi 
and Oregon :report (to accompany S. 113 
concerns regarding reauthorization of t 
, Alameda County., Flood insurance study 
, Colorado, Nevada, New Mexico, Utah, an 
., Final environmental impact statement 
, Fresno, Kings, and Merced Counties /, 
, metropolitan area, San Francisco-Oakla 
, metropolitan area, San Jose, 
, Santa Cruz County., Flood insurance st 
, using the rapid seismic analysis proce 
, 1974 to 1978 /, Vertical crustal movem 
California Institute of Technology, and Lockheed M 
California Wilderness Act of 1983 : 
Callaway Plant, Unit no. 1 :docket no. STN 50-483 
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calorific value of municipal solid waste /, Assess 
calorimeter ., Fire performance of furnishings as m 
CALS) :user’s guide., Current awareness literature 
Calvert County, Maryland, unincorporated areas., F 
camera., GE CCTV 
campaign ., Action manual :a guide to developing, p 
Canada /, Folklife and ethnomusicology archives an 

7 /, Trends in northeastern potato production 

na :teport (to accompany S. 2746)., Authority 
Canadian ports /, U.S. exports & imports transship 

- ports, U.S. exports and imports transship 

n> ports, US exports & imports transshipped 
cancer control, medical libraries /, Grants for tr 

& of the kidney. 

¢ prevention research summary :alcohol. 

“ prevention research summary :nutrition. 
candidate flight training program., Aviation :the 
cannon battalion., Field artillery 
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capacities :report to the Honorable Arlen Specter, 
capacity and capacity utilization., Federal Reserv 
= Army model MHE 193 NSN 3930-00-738-5938, 
- utilization., Federal Reserve measures of 
= , 100 in. lift, Army model MHE 218 NSN 393 
Capitol grounds :report together with minority vie 
carbon reactivation process effluent streams /, De 
rg vegetal, una oportunidad para el Caribe Cha 
card surcharge ban :, Credit 
Cardiovascular instrumentation :proceedings of the 
care + Lengtom 
, Meeting the present and future needs for | 
amendments of 1984 :report (to accompany S. 2 
amendments of 1984 :report together with mino 
and management of patients., Interpersonal re 
issues affecting the elderly :, Health 
national ambulatory medical care survey, 198 
services /, Differences among black, Hispanic 
survey, 1980 and 1981 /, The management of ne 
unit and parking structure, Medical Center, S 
-» Handbook of postpartum & infant 
career development aid for NOAA employees., Career 
” opportunities for engineers and scientists. 
= planner, United States Air Force., Aim high 
is with worldwide opportunities. The Army clu 
Career Development Center ., The Training and 
Careers in NOAA :a career development aid for NOAA 
cargo airplane repairer., Soldier’s manual skill | 
= airplane, technical inspector, MOS 66G., Tra 
« tank semitrailer mechanical failure, overtur 
Caribbean outlying areas /, Codes for the identifi 
region /, Kaolin, refractory clay, ball 
-» Produccion de carbon vegetal, una opor 
Caribbean Basin business information starter kit. 
e firms /, 1984 Caribbean Basin init 
. initiative starter kit :a guide fo 
Caribe Charcoal production, an opportunity for the 
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carriers manual., Medicare 
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studies., How plain English works for busines 
study and recommendations from the Terror Lak 
study in the professionalization of nineteent 
study of layer fine structure and turbulence 

Cassia County, Idaho /, Gold in the Black Pine min 

Castle Hills, Texas, Bexar County., Flood insuranc 


Page 1-388 


84-20427 
84-20403 
84-20398 
84-20218 
84-20975 
84-20840 
84-21383 
84-21265 
84-20236 
84-21441 
84-21396 
84-21396 
84-21396 
84-21093 
84-21100 
84-21098 
84-21099 
84-20717 
84-20637 
84-20852 
84-21009 
84-20991 
84-20621 
84-20991 
84-20622 
84-21497 
84-20931 
84-20217 
84-21620 
84-21102 
84-21605 
84-21601 
84-21430 
84-21492 
84-20715 
84-21607 
84-21119 
84-21126 
84-21119 
84-21402 
84-20842 
84-20420 
84-20583 
84-20886 
84-20761 
84-20996 
84-20420 
84-20696 
84-20689 
84-21362 
84-20393 
84-21163 
84-20217 
84-20502 
84-20501 
84-20501 
84-20217 
84-20635 
84-21123 
84-21124 
84-21004 
84-21551 
84-21442 
84-20248 
84-21209 
84-20915 
84-20438 
84-21135 
84-20983 





Title Keyword Index 


casualty report :MV Inca Tupac Yupanqui, TB Panama 
reporting., Wartime 
catalog /, Guidance for estimating surface winds b 
covering content of, sets, kits, and outfi 
covering content of sets, kits, and outfit 
covering content of sets, kits, and outfit 
covering content of sets, kits, and outfit 
covering content of sets, kits, and outfit 
covering content of sets, kits, and outfit 
covering content of sets, kits, and outfit 
of Food and Drug Administration publicatio 
of standard data elements and codes :perso 
:Training Audiovisual Support Center., Aud 
, G.S.A. supply 
.. GSA supply 
, US Army formal schools 
, US Army formal schools 
catalogue /, First GARP Global Experiment (FGGE) : 
Cataracts / 
Catawba Nuclear Station, Unit 1 :docket no. 50-413 
rs , Units 1 and 2 :docket nos 
os , Units 1 and 2 :docket nos 
category codes., Department of the Navy facility 
catfish and rainbow trout production at the Gallat 
* :processors, July 1981, grower survey, inv 
cathodic protection /, Preliminary investigation o 
cattle husbandry :study course /, Beef 
cavalry platoon handbook., Air 
- regiment., Supply and field service operat 
cavities under concrete pavement /, Detection of 
Cavity detection and delineation research / 
Ccmpensation for Disabled Veterans and the Rates o 
CDC update /, Computer program CDCID :an automat- 
ed 
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ceiling increases :, Miscellaneous boundary adjust 
CELDS) /, Addition of coal mining regulations to t 
Celina, Tennessee., Navigation charts, Cumberland 
cellular plastics :experimental results /, Transie 
cements., Development of strength in 

censo de poblacion., 1980 

census of agriculture., 1982 

of agriculture., 1982 

of agriculture., 1982 

of agriculture., 1982 

of agriculture., 1982 

of agriculture., 1982 

of housing., 1980 

of housing., 1980 

of housing., 1980 

of housing., 1980 

of housing., 1980 

of housing., 1980 

of manufactures., 1982 

of manufactures., 1982 

of manufactures., 1982 

of manufactures., 1982 
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of wholesale trade., 1982 
of wholesale trade., 1982 
of wholesale trade., 1982 
of wholesale trade., 1982 
.. Neighborhood statistics from the 1980 
censuses and related statistics., Guide to the 198 
centennial album /, BLS 
ae review of the civil service :report (to 
center and defense property disposal service., Qua 
baa for Materials Science., The 
of excelience., U.S. Army Recruiting Suppor 
‘the magnetic resonance imaging scan., Clin 
., Division materiel management 
Center Instructor Course :student workbook /, Lear 
centers and defense industrial plant equipment cen 
« ., Federal plan for mutual support and coop 
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, way type machines, electrical and ultraso 
Central American refugees :regional conditions and 
Central Intelligence Agency and death squads in El 
Central Intelligence Agency Information Act :repor 
Central Platte and Lower Loup natural resources di 
Central Valley project :San Luis unit, west San Jo 
century :Memphis engineer district, 1976-1981 /, I 
i teaching :Nathaniel T. Allen, 1823-1872, A 
ceramic-coated anodes for cathodic protection /, P 
certificate data sheets and specifications., Aircr 
certification of coin-operated phonorecord players 
CER. 5, Administrative personnel 
. 12, Banks and banking 
. 20, Employees’ benefits 
A 21, Food and drugs. 
. 21, Food and drugs. 
. 22, Foreign relations 
. 24, Housing and urban development 
. 26, Internal revenue 
. 26, Internal revenue 
. 26, Internal revenue 
:fundamentals and interactions /, 
Chairman and ranking minority member, Senate Commi 
, Committee on Agriculture, Nutrition, and 
, Committee on Appropriations, House of Re 
, Committee on the Judiciary, House of Rep 
, Subcommittee on Commerce, Transportation 
, Subcommittee on Commerce, Transportation 
, Subcommittee on Defense, Committee on Ap 
, Subcommittee on Economic Stabilization, 
, Subcommittee on Fossil and Synthetic Fue 
, Subcommittee on Investigations and Overs 
, Subcommittee on Trade, Committee on Ways 
Chairmanship of the Commission on Security and Coo 
Chairmen, House and Senate Committees on Appropria 
challenge /, Use of deadly force to arrest a fleei 
challenges :June 13, 1984., Terrorism, the problem 
chambers :FSC 6636., Environmental 
CHAMPUS handbook. 
change :issues in educating the emotionally distur 
¢ on national health and social well-being :, 
¢ , physical illness, mental illness, and soci 
changes are needed to authorize emergency federal 
¢ in implementing the alcohol, drug abuse, a 
changing frontier :Fort Laramie National Historic 
¢ telephone industry :access charges, unive 
g trends in the red meat distribution syste 
channel catfish and rainbow trout production at th 
¢ performance measurements at 10 to 100 GHz 
channel-morphology relations /, An analytical trea 
channels and harbors :draft interim feasibility re 
¢ and harbors :draft interim feasibility re 
chapel activities specialist, MOS 71M, skill level 
Chapter 37, Title 31, United States Code, to autho 
characteristics and survival of juvenile salmonids 
for selected metropolitan areas, A 
¢ for selected metropolitan areas, A 
< for selected metropolitan areas, A 
* for selected metropolitan areas, A 
for selected metropolitan areas, A 
for selected metropolitan areas, A 
of juvenile salmon and steelhead t 
of the James River in South Dakota 
of the 50 states /, A Summary of s 
Characterization of Glenwood Springs and Dotsero S 
¢ of irradiated low upper shelf wel 
¢ of organometallic polymers by chr 
bs of sewage sludge and sewage sludg 
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charge /, CSIR :a two-dimensional finite element c 
charge-sheet model of MOSFET’s including radiation 
charged fog generator for inhalable particle contr 
% particles in multiplier phototubes of the 
charges, universal service, and local rates /, The 
Charles L. Marinaccio and Aulana Louise Peters :, 
Charleston, Illinois, Coles County., Flood insuran 
chart of accounts., Automated source data collecti 
* updating manual., Aids to navigation manual 
“ , field (NSN 6230-00-299-6474), (LIN L63583). 
charting — geodesy : a brief history of U.S. milit 
* and Geodetic Services., National Ocean Se 
charts :grenades, mines, pyrotechnics, rockets, ro 
% , Cumberland River, Nashville District, Smit 
* ., Lake Sidney Lanier navigation 
* , Tennessee River, Nashville District, Paduc 
chassis , transporting :for bridge, armored-vehicle 
check clearing services :, Federal Reserve pricing 
checking of nuclear plant structures /, Probabilit 
Chemical analysis and laboratory instruments. 
analysis reference volume., Drill mud ass 
and biological techniques for evaluation 
and pharmaceutical products manufacturing 
behavior of iodine in aqueous solutions u 
effects of the Mount St. Helens eruption 
fractionation of brine in the McMurdo Ice 
weapons and material., Chemical Surety Pr 
Chemical Agent Munitions Disposal System (CAMDS) 


a 
Chemical Surety Program :nuclear and chemical weap 
chemically reacting turbulent mixing layers /, Dir 
Chicago, as the “John G. Fary Tower.”, An Act to 
chickens , and turkeys, by state and United States, 
Chief of Engineers, Department of the Army, dated 
2 of Engineers, Department of the Army, dated 
. of Staff, June 1979-June 1983., E.C. Meyer : 
i“ petty officer /, Military requirements for 
Chief Judge, United States Tax Court /, Tax Court 
Child development services. 
Child Care Information and Referral Services Act : 
Child Nutrition Act of 1966 :report together with 
Child Nutrition Programs Reauthorization Act of 19 
Child Safety Program /, Protect your children :inf 
childhood leukemia., What you need to know about 
children :information from the Child Safety Progra 
= ’s Assistance Act of 1983 :report of the C 
ad *s cognitive development :preliminary repo 
? , youth, and families in the Southeast : 
chilled water reset /, Control algorithms for buil 
Chilton County, Alabama, unincorporated areas., Fl 
chinook salmon in John Day Reservoir /, Effects of 
ss , coho, and steelhead /, FY 1978-79 report 
Choices for the 1980's / 
chromatographic methods and nuclear magnetic reson 
chromatography-mass spectrometry /, Application of 
Chromium availability— market economy countries :a 
” ,» Manganese, and arsenic species in air /, 
Cincinnati post office and courthouse building :re 
Cincinnati Arch in Kentucky :with revisions in the 
region /, Middle and Late Ordovici 
circuit board manufacturing machinery., Specialize 
’ controller., Trainer’s guide :MOS 31N tact 
controller, skill levels 1/2/3., Soldier’s 
scuba :(NSN 4220-00-533-2718) : (LIN D4908 
scuba (NSN 4220-00-541-3885), (LIN D32723) 
tester, M.B. electronics models 101-5BG, 1 
circuits ., Communications-electronics fundamentals 
circulation survey, 1980-81 /, New York Harbor 
Citation release / 
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citations /, Adolescent parenthood :January 1980 t 

25. /, Butylated hydroxyanisole (bha) or but 

« , including addendum /, Acquired immunode 
citizens :, Political killings by governments of t 
civil penalties—and has made recent improvements : 

* rights statutes and the law enforcement offi 
service :report (to accompany S. 803)., Comm 
Civil Aeronautics Board sunsets :report to the Cha 
Civilian space policy and applications :summary. 
claim settlement at Electric Boat— status as of Ju 
Claims reports., United States Court of 
clarify future of consumer protection and federal 
Clark County /, Colorado River front work and leve 
class /, Military requirements for petty officer s 

, Direct support and general support maintena 
= ., Military requirements for petty officer th 
classes 2310, 2320, and 2330., Maintenance expendi 
Classification of forest habitat types of the Linc 
classified information., Industrial security manua 
Clause manual. 
clay dewatering research /, A review of phosphatic 
= liners to determine required liner thickness. 
¢ mineralogy of Devonian shales in the Appalach 
* , and halloysite in North America, Hawaii, and 
. , ball clay, and halloysite in North America, 
clean up three hazardous waste sites :report to th 
cleaning system /, Portawasher :a self-contained d 
4 wastes in coal mines and at sea :refined 
clearance :Department of the Army personnel securi 
clearing services :, Federal Reserve pricing polic 
Clement J. Zablocki :report (to accompany H.R. 473 
Clement J. Zablocki Memorial Outpatient Facility a 
clerk MOS 71D :soldier’s manual, skill levels 4/5. 
= of the House pursuant to 2 U.S.C. [section] 
% , MOS 71D :soldier’s manual, skill levels 1/2 
Cleveland, Ohio :hydraulic model investigation /, 
Cleveland Harbor, Ohio, design for the safe and ef 
Cleveland Southwest suburban facilities planning a 
climate research project program description and p 
climatic history., Statewide average 
history., Statewide average 
history., Statewide average 
history., Statewide average 
history., Statewide average 
history., Statewide average 
history., Statewide average 
history., Statewide average 
climatography , 1880-1982 /, Violent tornado 
Clinical center :the magnetic resonance imaging sc 
? pathology and blood bank guide. 
closed circuit scuba :(NSN 4220-00-533-2718) : (LI 
closures in Seattle, Managing the politics of decl 
clothing exchange, and bath operations., Field lau 
club manager :a career with worldwide opportunitie 
coal burner technology on industrial boilers :seco 
burners :first annual report /, Development o 
burners :second annual report /, Development 
field /, Areawide environmental assessment on 
lease sale in the Powder River Region., Draft 
leasing :report /, Legislative changes are ne 
mines /, Groundwater quality monitoring recom 
mines and at sea :refined assessment /, An ev 
mining activity in the western Kentucky coal 
mining regulations to the computer-aided envi 

coast :a community profile /, The ecology of tidal 

Coast Guard authorizations : 

polar icebreaking operations : 

recruiter!, Things to remember when yo 
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. , Customs) :, Drug law enforcement stra 84-21700 Columbia and Snake rivers, 1982 /, Evaluation of t 84-20484 
_ , Transportation and travel :terminal f 84-20594 “ appropriation bill, 1985 :report (to acco 84-21539 
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trafficking organizations :report to the Hono 
Drug Administration publications, slide shows, and 
Drug Prevention Program., Idea exchange :helping t 
Drugs & driving :why take the risk? 
, Action’s Drug Prevention Program., Idea exc 
., CFR. 21, Food and 
., CFR. 21, Food and 
, Food and 
» Food and 
Drunk Driving Month.”, Joint Resolution Designati 
DS and GS maintenance manual for test set, guided 
"e , and GS maintenance manual :administrative stor 
a , and GS maintenance manual :shipping and storag 
ducting environment., Preliminary report on modeli 
Duke Power Company, et al., Safety evaluation repo 
< , et al., Safety evaluation repo 
Dukes County., Flood insurance study :town of Tisb 
dumpster cleaning system /, Portawasher :a self-co 
Duncansville , Pennsylvania, Blair County., Flood i 
Duration of copyright. 
dyestuff manufacture wastewaters /, Technology eva 
dynamic corps., Engineers, the 
Dynamics of planetary gear trains / 
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E.C. Meyer :General, United States Army, Chief of 
E.P.A. research related to toxicology, Review of c 
E-253., Federal property management regulations :a 
EAC) personnel and administrative doctrine., Echel 
earnings :retrospective data from the 1979 income 
earth-sheltered buildings., Architecture : 
Earthquake data services and publications (includi 
= resistant bridge bearings. 
east side of the Cincinnati Arch in Kentucky :with 
East Williams Street, Waterloo, New York :report ( 
cattern Bering Sea and Aleutian Islands region in 
Bering Sea groundfish /, Data report :1978 
Kansas using a rainfall-runoff model /, Im 
Kentucky /, Sandstone units of the Lee For 
white pine in the southeast., Managing 
Eastern Air Lines, Inc., Lockheed L-1011, N334EA, 
Eastern Pacific ocean tuna fishing agreement :repo 
Easton, Maryland, Talbot County., Flood insurance 
Echelons above corps (EAC) personnel and administr 
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84-20952 
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84-20809 
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84-21421 
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84-21701 
84-21700 
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84-21701 
84-21005 
84-21115 
84-20246 
84-21122 
84-20246 
84-21054 
84-21055 
84-21054 
84-21055 
84-21067 
84-20617 
84-20607 
84-20620 
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84-21556 
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84-20980 
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84-20940 
84-20762 
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84-21471 
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Ecological impacts of wastewater on wetlands :an a 
as inventory /, Lower Mississippi Valley 
Ecology and distribution of major diatom ecotypes 
be of tidal marshes of the Pacific Northwest 
economic analysis of taxicab regulation /, An 
censuses and related statistics., Guide t 
change on national health and social well 
change, physical iliness, mental illness, 
feasibility of a sludge/wastepaper gasifi 
indicators of the farm sector. 
model of calibration improvements for aut 
policy on small business :, Effects of 
recovery :, Building and sustaining the 
summit :, Prospects for the London 
Economic Stabilization, Committee on Banking, Fina 
economics and nutrition., Peace Corps, home 
Economizer algorithms for energy management and co 
economy :, Trade deficit and the 
2 countries :a minerals availability program 
* of the Soviet Union :, The political 
ecosystems /, Improved field experimental designs 
ecotypes in the southern Fort Union Coal Region of 
eddies, and slope water intrusions /, Net phytopla 
Edmund S. Muskie Federal Building.”, An Act to De 
educating the emotionally disturbed /, Progress or 
ednestion and employment amendments of 1984 :repor 
and Labor)., Hunger Relief Act of 1984 : 
and Labor and Science and Technology) (i 
and Labor and the Committee on Energy an 
in community colleges /, At the crossroa 
steport (to accompany H.J. Res. 452) (in 
. A Soldier’s guide to 
, and the workplace., Computerized manufa 
.» Peace Corps, 
Education Day, U.S.A.”, Joint Resolution Designat 
educational materials for diagnostic medical ultra 
eel in the Pere Marquette River :report (to accomp 
EEOC’s handling of sex-based wage discrimination c 
effect of the Head Start program on children’s cog 
. on earnings :retrospective data from the 19 
effective date of amendments to the U.S. Grain Sta 
managemert of aluminum finishing wastewa 
schools research, Ends not means :the po 
, January 1, 1978., Copyright fees 
effectiveness in Public Law 480, Title I food purc 
of artificial bark flaps in mediatin 
of solar shading for an office build 
of state-of-the-art detectors and au 
of the stream-gaging program in Main 
effects of dams on alluvial rivers /, Downstream 
of drug trafficking and drug abuse in the 
of economic change on national health and 
of economic policy on small business : 
of flow on the migratory behavior and surv 
of import quotas on the steel industry., T 
of synthetic fuels development :report to 
of the Alaskan stream on shelf currents /, 
of the intermittent operation of submersib 
of the Mount St. Helens eruption on select 
of toxicants upon Puget Sound biota /, Sur 
of toxicants upon Puget Sound biota., Surv 
of wind, Gulf Stream eddies, and slope wat 
efficiencies of shrimp trawls employed in southeas 
be to standardized test conditions /, So 
efficiency /, Use of the building loads analysis a 
- coal burners :first annual report /, De 
S coal burners :second annual report /, D 
“ ., Guidelines for integrated reproductio 
efficient passage of 1,000-ft-long vessels at the 
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84-21621 
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84-21309 
84-20404 
84-21658 
84-21190 
84-21642 
84-21565 
84-21159 
84-20430 
84-21081 
84-20917 
84-21501 
84-21507 
84-21485 
84-21484 
84-20916 
84-21534 
84-20724 
84-21588 
84-21308 
84-21076 
84-21118 
84-21467 
84-21510 
84-21127 
84-20305 
84-21611 
84-20944 
84-20913 
84-21267 
84-21023 
84-20202 
84-20384 
84-20402 
84-21142 
84-21157 
84-21701 
84-21640 
84-21715 
84-20476 
84-21724 
84-21034 
84-20435 
84-20481 
84-21138 
84-20451 
84-20431 
84-20430 
84-20429 
84-20395 
84-20815 
84-20958 
84-20959 
84-20219 
84-20778 
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effluent streams /, Determination of dioxin levels 
efforts :, Hurricane Alicia—prediction, damage, an 
* to clean up three hazardous waste sites :r 
to control the environmental and health ef 
to improve management practices and increa 
to reduce fraud, waste, and abuse in the F 
to standardize military avionics equipment 
eggs, chickens, and turkeys, by state and United S 
Egypt., Coral reefs and marine life at Ras Mohamed 
eight OPEC countries /, Food import demand of 
Eighty-seventh Congress, first session, 1961., Exe 
el Caribe Charcoal production, an opportunity for 
El Salvador :adverse report (to accompany H. Res. 
elderly :, Health care issues affecting the 
- and Handicapped Act :report (to accompany 
electric bill :get a free home energy survey /, Sp 
= housewares and fans 
water heater., How to insulate your 
- , Solid rubber tires, 4000 Ib capacity, 10 
Electric Boat — status as of July 2, 1983 :report t 
electrical and ultrasonic erosion machines :FSC 34 
¢ equipment shelter, S-250/G (modified) : 
electrolyte /, Electrolytic stripping of tin in an 
Electrolytic stripping of tin in an acid fluoborat 
electromagnetic acoustic transducers /, Residual-s 
ic shielding of full-sized structures 
Electromagnetic ducer /synthetic-aper 
electronic tube theory and circuits., Communicatio 
electronics material officer., Shipboard 
: models 101-5BG, 101-5BF, 101-SBFG, 101 
Electroplating plant operating conditions related 
element charge-sheet model of MOSFET’s including r 
b concentrations in soils and other surficia 
standardization and management program pro 
. ., Six-state High Plains Ogallala Aquifer R 
elements and codes :personnel., Catalog of standar 
¢ of management analysis :student manual. 
¢ , General revenue sharing, initial data 
. .y Initial state & local data 
elevated layers /, A case study of layer fine stru 
% residential structures / 
elevations., Injuries resulting from falls from 
emergency federal coal leasing :report /, Legislat 
¢ management :a course book and resource m 
ss management course :student manual. 
< operating procedures /, Methods for impl 
« preparedness :, Energy 
Emergency Wetlands Resources Act of 1983 (with spe 
emission coal burner technology on industrial boil 
* , high efficiency coal burners :first annu 
§ , high efficiency coal burners :second ann 
emissions from excess air combustion of propellant 
emotionally disturbed /, Progress or change :issue 
Empire Savings and Loan Association :, Adequacy of 
employed in southeastern United States waters /, C 
Employee benefits in medium and large firms / 
bs retirement plan :summary plan description 
¢ services and quality of worklife :first s 
employees regarding criminal misconduct allegation 
¢ ’ benefits 
¢ ’ benefits, CFR. 20, 
¢ ., Careers in NOAA :a career development 
Employer perception survey of 1981. 
employers., The Profit in safety belts :a handbook 
employment :, Active older Americans and opportuni 
€ amendments of 1984 :report (to accompan 
S of older workers :a handbook for area a 
bs , education, and the workplace., Compute 
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“ ., US Army air defense artillery 84-20685 environmental and health effects of synthetic fuel 84-21034 
ena power :report (to accompany H.J. Res. 548) (in 84-21477 “ assessment :a case study and recomme 84-21209 

i, power :report (to accompany S.J. Res. 233)., O 84-21434 assessment on the development of a N 84-20920 
encryption standard in the physical layer of data 84-21049 chambers :FSC 6636. 84-20552 
end-wall, turbulent boundary layers /, Scaling and 84-21298 impact appraisal for renewal of sour 84-21563 
ending September 30, 1985 :conference report (to a 84-21546 impact statement /, Cleveland Southw 84-20924 
Ends not means :the policy implications of effecti 84-20913 impact statement /, Proposed Gulf of 84-21132 

“ ? /, Institutionalization :how can we continue 84-20914 impact statement., Great Lakes conne 84-20836 
enemy use (Pershing 1a Field Artillery Missile Sys 84-20607 impact statement., Gypsy moth suppre 84-20213 
Energy and Commerce /, EPA’s efforts to clean up t 84-21036 impact statement., Operation of the 84-20754 
and Commerce and Public Works and Transport 84-21548 impact statement :Arapaho and Roosev 84-20209 
and Commerce and the Committee on Public Wo 84-21500 impact statement : draft /, John Day 84-21133 
and Commerce and the Committee on Public Wo 84-21505 impact statement for Grand Mesa, Unc 84-20212 
and Commerce, House of Representatives /, F 84-21034 impact statement for round II coal | 84-21134 
and Commerce, House of Representatives /, S 84-21040 impact statement for that project ha 84-21707 
and Commerce together with additional, diss 84-21519 impact statement for the Pacific Nor 84-20214 
and, Indian health care amendments of 1984 84-21492 impact statement for the San Juan Na 84-20210 
and, Low-income home energy assistance amen 84-21484 impact statement :120 bed nursing ho 84-21402 
and Water Development Appropriation Bill, 1 84-21435 legislative data system (CELDS) /, A 84-20832 
and water development for the fiscal year e 84-21546 mapping in the Arctic National Wild! 84-20785 
assistance amendments of 1984 :report toget 84-21484 quality : 84-21316 
between the United States and the United Ki 84-21452 regulations, despite limitations :re 84-21035 


conservation strategies for army installati 84-20831 | Environmental Protection Agency projects :, Annual  84-21101 
development in Nevada's Great Basin :, Geot 84-21653 | fEnvironmental Quality and Council on Environmental 84-21462 
efficiency /, Use of the beliding loads ana 84-20815 “ authorizations for fiscal ye 84-21462 
. 84-21657 EPA national performance audit program on source m 84-20950 

84-21593 “ research related to toxicology /, Review of cu 84-21087 


84-21592 , ; 
4 - research related to toxicology, NTP review of 84-21087 
management and control systems /, Economize 84-20404 « ‘5 elles to a up three h jous waste si 84-21036 


qpeess., See — al ieee epoxy composite support bands for cryogenic dewars 84-20416 
survey /, 47 - p nae cpa ti 84-21509 equipment /, Economic model of calibration improve 84-20381 
De mata - 4 ee rims .. 84-21509 /, Improved personnel access for surface 84-21193 
prin — Suen — oh ie 94.21717 :, Defense Department’s efforts to stand 84-21673 
officer /, Civil rights statutes and t (: 84-21225 (ALSE) for Army aircrews., Aviation life 84-20633 
policy and guideline :release no. 2. 84-21203 and components predicted as significant 84-21584 
st /, Law , igi « 84-21221 (Apr. thru June - 2nd qtr CY 83)., Equip 84-20749 
strategy (DEA, Coast Guard, Customs) : 84-21700 center and defense property disposal ser 84-20575 
engine tester (general)., Calibration procedure fo 84-20735 control :manpower staffing standards sys 84-20598 
“ ), Adj a fag the no-load speed, idle speed 84-20845 FSC 3431, 3432, 3433, 3436, 3438., Weld 84-20565 
mshi ndies-erabacion 94-20710 FSC 3680., Foundry 84-20556 
an district, 1976-1981 /, Into the second ce 84-20765 w led aed i ae 
— ober fi ree property snaant suided missile system : test avadios % 
r rt : ’ 
acess reer “od real caine 84-20523 improvement report and maintenance diges 84-20749 
perfomance unas fore property 4.2082 ee 
rt 9 
tiiiede pre cori energy phar <a + 84-20661 reference data for airdrop platform loa 
handbook., National 84-20222 repairer., Trainer’s guide :MOS 35R, avi 
handbook for A mayen and maintenan pp parent bees. 8 i$ Spam 
management guide., System : astrig 9 
, and development budget request :, Ove 84-21713 set, premarin (NSN —— ( 
engineers and a — Sm — “ copen circuit soube (NSIT AZ2 scul A 
, Department of the Army, dated February : nee 0-00- 
, Department of the Army, dated January 4 84-21447 set, ‘scuba diving support fay, yeep 
4 ee for small & disadvantage —— p banca pe ncn te ar 
e dynamic corps. , S- : : 
engines. and propeller type certificate data sheets 84-21377 (TMDE), (fourth quarter, ie eaten 
, Internal combustion 84-20302 , automotive maintenance and repair, fie! 
English works for business :twelve case studies., 84-20248 » Hand receipt catalog covering content 
enrollment in colleges and universities., Fall 84-20907 .. Industrial furnaces, ovens and heat tr 
Entering premises to arrest :an analysis of the wa 84-21224 ., Organizational maintenance of military 
“ the Columbia River Estuary in 1981 /, Mig 84-20479 ., Physical properties testing Poth 
entities :[symbol for section] 201.9, 37 C.P.R., R 84-21277 , Tigging M-12 decontamination unit., Air 
entrance :hydraulic model investigation /, Clevela 84-20778 , tigging maintenance contact set., Airdr 
« processing station (MEPS) handbook MEPS 84-20529 . Rolling mills, drawing machines and me 
environment services and supporting research., Nat 84-20425 equity :EEOC’s handling of sex-based wage discrimi 84-21510 
% ., Preliminary report on modeling inter 84-20499 . into income for older homeowners :, Turning 84-21603 
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equivalence :April 9, 1984., Doctrine of moral 84-21321 of the population of Florida counties an 84-20307 
eradication projects :final environmental impact s 84-20213 of the population of Indiana counties an 84-20308 
ERIC network., ERIC processing manual ‘rules and g 84-20909 of the population of Maine counties and 84-20309 
< processing manual :rules and guidelines for t 84-20909 of the population of Maryland counties a 84-20310 
erosion and sedimeat control /, 1983 pel stan pit ~ 9 of the population of Michigan counties a 84-20311 
% machines :FSC 3408, 3410., Machining cente of the population of Ohio counties and m 84-20312 
bp of perennially frozen streambanks/ 84-20804 “ of the population of South Carolina coun 84-20313 
eruption oi selected streams in the state of Washi 84-21138 “ of the population of Tennessee counties 84-20314 
eruptions /, Between Mount St. Helens and the worl 84-21140 of the population of Virginia counties a 84-20315 
espionage operations against the United States., T 84-21223 of the population of West Virginia count 84-20316 
establish an independent agency for social securit 84-21723 of the population of Wisconsin counties 84-20317 
Establishment of commission on Merchant Marine and 84-21454 Estimating effectiveness of state-of-the-art detec 84-20402 
estimate and peste aay of the vig essionall a bees or as surface winds based on sea state observ 84-20424 
of, Amending the Wild and th ie Rivers 84-21473 = the effects of economic change on natio 84-21640 
of, Authorizing appropriations to the exe Estimation and sampling procedures in the NMCES in 84-21121 
of the, Amending section 160(d) of Public 84-21472 re hods for pr constente and prope 84-20047 
of the Congressional Budget, Establishmen 84-21454 ve , — > 
‘ of animal production numbers for nation 84-20208 
of the Congressional Budget Office)., Acq 84-21497 
' estuary management plan., Grays Harbor 84-20455 
of the Congressional Budget Office)., All 84-21476 A men 
: ethnomusicology archives and related collections i 84-21265 
of the Congressional Budget Office)., Ame 84-21467 
: ethylene /, A Thermodynamic surface for the critic 84-20389 
of the Congressional Budget Office)., Ame 84-21469 E 
: urope :, Chairmanship of the Commission on Securi 84-21662 
Ce ee ee ae ey ae ccaises. | Exédiliied of fhirtich and wounded. 84-20641 
i Rs 1 . 
pn pea rewrrcat sated oman om 84-21534 Evaluating your firm’s injury & illness record, 19 84-21260 
of the Congressional Budget Office)., Aut 84-21496 | evaluation for priority pollutant removal from dye 84-20940 
of the Congressional Budget Office)., Com pag ore Gcouaseaaauae support :de petro 
gressional Budget Office)., Con 21 assisted 
se ve Conntoeden Budget pore Dep 84-21460 of an air curtain hooding system for a 84-20936 
of the Congressional Budget Office)., Des 84-21458 c eee we on ee a ae 
of the Congressional Budget Office)., Des 84-21475 “han ar Mountain on ; jurro - yon form 
of the Congressional Budget Office)., Eas 84-21471 of dilution probes ‘or sampling to 
of the Congressional Budget Office)., Ext 84-21455 of low emission coal burner technology 
of the Congressional Budget Office)., Fed 84-21461 of process systems for effective manage 
of the Congressional Budget Office)., Hum 84-21480 of the disposal of flue gas cleaning wa 
of the Congressional Budget Office)., Inc 84-21508 pr transportation one ime ae . 
of the Congressional Budget Office)., Juv 84-21481 of vapors in am! air oe oye y 
of the Congressional Budget Office)., Mar 84-21488 program, Big Rock Point Plant : Consume 
of the Congressional Budget Office)., Nat 84-21487 program for the combat aviation battali 
of the Congressional Budget Office)., Nat 84-21489 program for transportation aircraft mai 
of the Congressional Budget Office)., Nat 84-21519 report no to ss operation me _ 
ofthe Congressional Budget Office), OM 84-21462 rpor related to the operation of Cat 
of the Congressio get Office), 2 P 
of the Congressional Budget Office)., Old 84-21478 report or to rm soma -< Shor pei 
of the Congressional Budget Office)., Org 84-21477 report pore to reg porto po ‘. ope 9421087 
ofthe Congressional Budget Office), Pub «4.21498 ‘Williams and MeKenzie Counties stady 84-21215 
of the Congressi get Office)., » Willi 1 i 
sivcabenmataesoma:Sa°  Seiutt | Snimine Repent Hagan tt ane Sa 
of the Con, 0! et Office)., 
of the Congressional Budget Office)., Sem 84-21506 evaluations :a cumulative index, FY 73-FY 80., Fed 84-21031 
of the Congressional Budget Office)., Sma 84-21479 | Ever ready to assist :the FBI disaster squad. 84-21227 
of the Congressional Budget re ee Sma 84-21541 Evidence of floods on the Potomac River from anato prot no 
of the Congressional Budget Office)., Sur 84-21495 “ _., An Outline of the rules for handling ph 84-21 
of the Congressional Budget Office)., The 84-21527 roma o wee /, Patient radiation expo rain 
of the Congressional Budget Office)., The 84-21533 “ »GuidetoDANTES 
of the Congressional Budget Office)., Vet 84-21501 examining international banking institutions need 84-21006 
of the Congressional Budget Office)., Vet 84-21502 % emma — need eS Sai 
of the Congressional Budget Office)., Vet 84-21504 exceed 000 :, S. , a to amend the Sm 
of the Congressional Budget Office)., Vet 84-21523 excellence., Employee services and quality of work 
of the Congressional Budget Office)., Vot 84-21540 “ _., U.S. Army Recruiting Support Center : 
of the Congressional Budget Office)., Wat 84-21440 excess aif combustion of propellants and explosive 
of the Congressional Budget Office)., Wat 84-21522 exchange :helping teens turn down drugs, Action’s 
of the Congressional, Hazardous materials 84-21500 “ rate issues /, Report on yen/dollar . 
of the, National Educational Software Act 84-21485 $ rates in an interdependent world :no simp 
ae of] the Ye eee Budget - pi too § a and bath mr -sersaasy > at = ‘ 
., Conveyance of national forest system executing a success atio e ing Wee 
estimates for selected small watersheds in eastern 84-21166 executive director, United States Holocaust Memori 84-21473 
* for 1929-82 and a statement of sources a 84-20495 “ proceedings of the Senate of the United 84-21550 
4 of the Congressional Budget Office)., Oc 84-21493 s sessions of the Senate Foreign Relations 84-21669 
* of the population of Colorado counties a 84-20306 “ summary :5-year (1984-1988) General Serv 84-21084 
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exhibitions ., How to get the most from overseas 
exhibits and promotional items., Keeping in touch 
expand the purposes for which such receipts may be 
expanded for the benefit of counties, and for othe 
Expanded Foed and Nutrition Education Program :tea 

a and Nutrition Education Program :the 
expanding private sector :key to unprecedented gro 
expenditure limits for tactical wheeled vehicles F 
expenses through administrative improvements :repo 
experience and its effect on earnings :retrospecti 
experiences with taxes on generators or disposers 
experiment) : data catalogue /, First GARP Global 

” ., Nantucket shoals flux 
experimental designs and quantitative evaluation o 

= results /, Transient horizontal flame 

* results for fitness-for-service asses 
Experimentation and measurement / 
expired :report to the chairman, Committee on Appr 
exploitation of the aerial weapon by the United St 
exploration for heavy-mineral deposits in the coas 
explosives /, Gaseous emissions from excess air co 
export department., The Export management company 

* development offices and facilities. 

” management company :your export department. 
exports and imports transshipped via Canadian port 

* & imports transshipped via Canadian ports 
exposure and costs :report to the Administrator, A 

. in diagnostic radiology examinations:an 0 
Express the Sense of the Congress that Increases i 
extend the effective date of amendments to the U.S 
extended renewal term :[symbol for section] 201.10 

< the life of appropriations which otherwis 
Extending and improving the National School Lunch 
extension of applicability of low emission, high e 

ss of applicability of low emission, high e 
extraction techniques /, Two methods for analyzing 
extracts from Manual of regulations and procedures 
E28, Calibration procedure for frequency counter 


F 


F/A-18 weapons tactics trainers :report to the Sec 
F (Argentina) /, Omega propagation correction tabl 
facilities /, Oxidation ditch technology for upgra 
‘final draft., Permit applicants’ guida 
guide Department of Defense activities 
guide, United Navy, Marine Corps, and C 
guide, United States Air Force, Transpo 
planning area :final environmental impa 
. Export development offices and 
Facilities Improvement Act of 1984 :report (to acc 
facility category codes., Department of the Navy 
= management and improvement manual for Arm 
., Preparation and serving of food in the 
ee , 1979-1980 /, Summary of channel catfish 
facing local government :, The fiscal dilemma 
Fact sheet for the current population survey. 
factbook ., The World 
factors in the adoption of agricultural best manag 
Facts about Down syndrome. 
a ., Great Lakes water level 
failing on-lot sewage disposal areas /, Restoratio 
failure, overturn, and fire Interstate 76 (Schuylk 
failures /, Assessment of innovative techniques to 
Fairfield-Nephi area, Utah : b parts of Juab, Sanp 
fall and summer chinook salmon in John Day Reservo 
2 enrollment in colleges and universities. 
falls from elevations., Injuries resulting from 
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84-20751 
84-21004 
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84-21040 
84-20464 
84-20442 
84-21565 
84-20394 
84-20401 
84-20380 
84-20998 
84-20897 
84-21151 
84-20939 
84-20505 
84-20504 
84-20505 
84-21396 
84-21396 
84-21019 
84-21116 
84-21062 
84-21611 
84-21271 
84-20998 
84-21455 
84-20958 
84-20959 
84-20952 
84-20496 
84-20745 
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84-20538 
84-20823 
84-20922 
84-20593 
84-20594 
84-20595 
84-20924 
84-20504 
84-21504 
84-20873 
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fans , Electric housewares and 
farm sector., Economic indicators of the 
farmers :eggs, chickens, and turkeys, by state and 
Farmers Home Administration section 502 housing lo 
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84-20947 
84-21227 
84-21115 
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/state cooperation in the licensing of a nu 
Federal Aviation Administration fiscal year 1985 r 
7 , Department of Tra 
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artillery brigade, and field artillery secti 84-20638 year 1985 :, Proposed Veterans’ Administrat 84-21721 

artillery cannon battalion. 84-20637 year 1985, and oversight :, Panama Canal Co 84-21698 
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finishing equipment., Rolling mills, drawing machi 84-20553 | Fia., standard metropolitan statistical area. Hous 
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fire and rescue cempadiatinnte Aircraft 84-21378 | flatware :report to the President on investigation 84-21220 
“ control system, MOS 45G10-ASI L8, student fleeing felon :a constitutional challenge /, Use o 84-21226 
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Foreign Affairs , House of Representatives /, Effor 
Foreign Relations /, USIA has taken action to impr 
Foreign Wars of the United States., Proceedings of 
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Forensic odontology today :a “new” forensic scie 
- science /, Forensic odontology today :a ‘ 
forest habitat types of the Lincoln National Fores 
lands in the state of Arizona as wilderness 
productivity, use, and pest control :procee 
receipts payable to states, and to expand t 
system land to Craig County, Va. :report (t 
system lands in the state of Virginia as wi 
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forestry schools and consortia /, Profiles of U.S. 
- , United States Senate /, Participation in 
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* assay to new drug screening., Application 
forms., Numerical and functional index of command 
Formulating public policy in emergency management 
formulation and a meta-analysis of the research, I 
Fort Laramie and the changing frontier :Fort Laram 
Fort Laramie National Historic Site, Wyoming /, Fo 
Fort Ord, California, using the rapid seismic anal 
Fort Union Coal Region of Montana /, Ecology and d 
Fort Worth, Tex., standard metropolitan statistica 
forty-eight contiguous states :[symbol for section 
Forums on federal pensions / 
Fossil and Synthetic Fuels, Committee on Energy an 
Foundations of professional morality / 
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fourth amendment at a rock concert /, The 
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fractionation of brine in the McMurdo Ice Shelf, A 
France :message from the President of the United S 
fraud, waste, and abuse in the Food Stamp Program. 
fraudulent automobile odometer modifications :repo 
Fred T, Goldberg, Jr., Julian I. Jacobs, Alfred H. 
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free home energy survey /, Spend less on your elec 
Free-space propagation of light pulses / 
Freedom of Information Act :policies and procedure 
Fremont counties, Colorado /, Alkaline rock comple 
French Republic with respect to, A protocol to the 
frequency allocations and other extracts from Manu 
correlation of HF skywave ground backsca 
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management., Tables of frequency allocat 
* radar software reference manual for prod 
* range /, A coaxial noise standard for th 
Fresno, Kings, and Merced Counties /, Central Vall 
Frieda Waldman :, Nominations of Ruth O. Peters an 
front work and levee system :Arizona, Coconino, Mo 
frontier :Fort Laramie National Historic Site, Wyo 
fronts and other weather hazards to aircraft /, In 
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frozen soil /, Transport of water in 
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fuels development :report to the chairman, Subcomm 
full tracked : medium, M88Al1 : NSN 2350-00-122-682 
full-sized structures by metal arc spraying /, Ele 
function :, Cost accounting standards 
« of grain size /, A study on the tensile s 
functional index of command forms., Numerical and 
functions of the CAB ; proceedings of a seminar he 
.. of the John F. Kennedy Center :report (t 
$ of the United States Holocaust Memorial 
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Fund code supplement to MILSBILLS. 
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fundamentals and interactions /, Combat operation 
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bo of tactical command and control :a So 
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funds by Defense extended the life of appropriatio 
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future administration of the international aviatio 
needs for long-term care :, Meeting the pre 
of consumer protection and federal preempti 
prison and correctional institution populat 
., Federal credit unions :America’s credit u 
1978-79 report for project 817 :a study to asse 
1979 /, Base structure annex to manpower requir 
73-FY 80., Federal evaluations :a cumulative in 
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G.S. water resources data. Maryland and Delaware, 
G.S.A. supply catalog 
gage :a statistical comparison /, Two standard pre 

« block comparator (7913365)., Calibration proc 
gages and the gamma transmission snow gage :a stat 
Gaithersburg, Maryland /, Abstracts, Conference on 


» Maryland /, Abstracts, symposium on 
Gallatin waste heat aquaculture facility, 1979-198 
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gamma _ transmission snow gage :a statistical compar 
GAO, working for the people. 
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gecrison dining facility., Preparation and serving 


84-20798 
84-20804 
84-20751 
84-20751 
84-20563 
84-20566 
84-20569 
84-20568 
84-20567 
84-20565 
84-20570 
84-20559 
84-20560 
84-20556 
84-20561 
84-20552 
84-20242 
84-20993 
84-21579 
84-21034 
84-20613 
84-20820 
84-21619 
84-20792 
84-20892 
84-21357 
84-21499 
84-21473 
84-20914 


84-21177 
84-21050 
84-20203 
84-20737 
84-20203 
84-20374 
84-20372 
84-21595 
84-21197 
84-20203 
84-20997 
84-21182 
84-20648 





government 


company mergers and acquisitions :, Federal in 84-21661 
leasing program on the outer continental shelf 84-21685 
pipeline rupture, West Odessa, Texas, March 15 84-21363 
gas-assisted cupola /, Evaluation of a 84-21189 
Gaseous emissions from excess air combustion of pr 84-20939 
gasifier system /, Performance and economic feasib 84-20942 
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€ trains /, Dynamics of planetary 84-21299 
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support maintenance manual :shop equipment 84-20615 
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)., Calibration procedure for internal comb 84-20735 
)., Calibration procedure for micrometers, 84-20741 
General Government Appropriation Bill, 1985 :repor 84-21524 
General Services strategic plan for ADP., Executiv 84-21084 
generalized system of preferences :report (to acco 84-21427 
generally does a good job when abating civil penal 84-21003 
generator for inhalable particle control /, A new 84-20957 
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generators or disposers of hazardous waste :report 84-21040 
genie :May 2, 1984., Arresting the nuclear 84-21323 
geochemistries of stable Pb, Pb-210, and Po-210 in 84-20945 
Geochemistry of ground water in the Sacramento Val 84-21164 
geodesy : a brief history of U.S. military mapmaki 84-20533 
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Geological Survey /, Publications of the 84-21143 
9 provided news-media information 84-21140 
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q of southern Atka Island, Aleutian Islands, 84-21137 
Geophysical investigations of the western Ohio-Ind 84-21566 
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$ , unincorporated areas., Flood insurance st 
Geothermal energy development in Nevada’s Great Ba 
¢ resources of Wyoming, 1983 / 
GHz /, Atmospheric channel performance measurement 
¢ frequency range /, A coaxial noise standard fo 
% to 12.4 GHz frequency range /, A coaxial noise 
gidroagregatov gidroelektricheskikh stantsii /, Vi 84-21131 
gidroelektricheskikh stantsii /, Vibration of hydr 84-21131 
glass fiber/epoxy composite support bands for cryo 
Glen Cove, N.Y. /, Removal of organic contaminants 
Glenwood Springs and Dotsero Springs waters /, Cha 
global analyses /, FGGE level III-B daily 
demands, limited forces ‘US Army deployment 
“ weather experiment) : data catalogue /, Fir 
glossary /, Tide and current 
goals., Our purpose, vision, missions and 
Goddard Space Flight Center,, 18th Aerospace Mecha 84-21302 
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., Specialized semiconductor, microelectr 84-20573 * drug trafficking organizations :report to th 84-21005 
machines and metal finishing equipment., Rolling m 84-20553 e forest types of the United States /, Silvicu 84-20189 
:FSC 3405., Metalworking saws and filing 84-20563 “operation and maintenance services.,Contrac  84-20891 
:FSC 3408, 3410., Machining centers, way 84-20566 manage alligatorweed /, The use of insects to 84-20783 
:FSC 3411, 3412, 3414., Boring machines, 84-20569 a vener-t :, Coastal zone 84-21636 
FSC 3413., Drilling and tapping 84-20568 :, Forecasting and technology for water 84-21711 
:FSC 3441, 3442, 3443, 3445, 3446, 3447, 84-20570 :, Ratification of interstate compacts 
, broaching machines, gear cutting and fin 84-20569 :a course book and resource manual for 
, electrical and ultrasonic erosion machin 84-20566 analysis :student manual., Elements of 
, gear cutting and finishing machines :FSC 84-20569 and control systems /, Economizer algor 
. Milling 84-20572 and control systems :hot deck/cold deck 
Machining centers, way type machines, electrical a 84-20566 and improvement manual for Army service 
machinist 's mate 2 /, Aviation 84-20862 :building manager’s handbook., Real pro 
os ’s mate 3 /, Aviation 84-20863 center., Division materiel 
macro-analytic regionwide transportation model :pr 84-21358 company :your export department., The E 
Madison limestone in rock cores from three test we 84-21154 concepts and practices / 
Madison Limestone and underlying rocks in parts of 84-21155 course : coursebook., Basic management 
magnetic filtration with continuous media regenera 84-20956 course :student manual., Emergency 
- resonance /, Characterization of organome 84-20400 guide., System engineering 
resonance imaging scan., Clinical center 84-21089 guidelines for use at Army installation 
mail ., Instruction booklet for mailers of third-cl 84-21306 information control., List of approved 
mailers of third-class bulk rate mail., Instructio 84-21306 information requirements :management in 
main text and appendices A and B /, Mississippi So 84-20780 (IRM) :a problem-solving concept for in 
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joint course, course book., Quality ass 84-20756 
joint course : course book., Work plann 84-20757 
joint course : work book., Work plannin 84-20758 
of aluminum finishing wastewaters and s 84-20944 
of new pain in office-based ambulatory 84-21119 
of patients., Interpersonal relations i 84-20715 
of Productive Credit Guaranty Program c $4-21019 
of stress in Army operations. 84-20682 
of the Alaskan fur seal, Callorhinus ur 84-20427 
of the Department of Defense : 84-21677 
of the Private Sector Program :report t 84-21021 
optimization procedure to an urban wate 94-20834 
plan /, Looe Key National Marine Sanctu 84-20457 
plan., Final environmental impact state 84-20212 
plan., Grand Mesa, Uncompahgre, and Gun 84-20211 
plan., Grays Harbor estuary 84-20455 
plan., Summary :final environmental imp 84-20210 
policy., Maintenance 84-20893 
policy :, Public land 84-21684 
practices /, Sociological factors in th 84-20954 
practices and increase resources at the 84-21020 
:proceedings of the second annual confe 94-20019 
profile :Department of Health and Human 84-20994 
program :participant workbook., Perform 84-20879 
program procedures, DoD LOGDESMAP 


for skill levels 1/2., Personnel management 84-20673 
for test set, guided missile system, AN/TSM 84-20617 
for test set, guided missile system (TSGMS) 84-20616 
for TOW weapon system training set, guided 84-20619 
for training teachers to be leaders in prof 84-20908 
clance system repairer, skill levels 1,2,3, 84-20643 
‘machine gun, 5.56MM, M249 (1005-01-127-751 84-20606 
:MOS 31N tactical circuit controller, skill 84-20656 
‘motor transport operator, MOS 64 C, skill 84-20687 
of regulations and procedures for federal r 

procedures., Unit supply operations : 

srecovery vehicle, full tracked : medium, M 

:tules and guidelines for the acquisition, 

‘shipping and storage containers (Pershing 

:shop equipment guided missile AN/TSM-153 i 

‘shop equipment guided missile system : tes 

skil) leve) 3 and trainer's guide, aircraft 

skill level 3 and trainer’s guide :MOS 67H 

skill level 3 and trainer’s guide :MOS 68D 

skill level 4 and trainer’s guide, MOS 68K 

‘skill levels 2/3/4 and trainer’s guide., B 

skil) levels 3 and trainer's guide, aircraf 84-20702 
skill levels 3/4 and trainer’s guide, MOS 6 

skill levels 3/4 and trainer’s guide, MOS 6 84-20699 


:TOW 2 Weapon System Training Set, Guided 
84-20546 M 


:Dep 
regulations :amendment E-253., Federal 94-21046 
report to the Administrator of Veteran 84-21018 
ad specialist :trainer’s guide for MOS75C 84-20673 
ny statistics :Army management course : co 84-20755 
“ ., Tables of frequency allocations and o 84-20496 
manager :a career with worldwide opportunities., T $4-20761 
- ’s handbook., Real property management :bui 84-20887 
Managing eastern white pine in the southeast. 84-20215 
rs the politics of decline :school closures 84-20911 
Manchuria /, August storm :the Soviet 1945 strateg 84-20854 
be , 1945 /, August storm :Soviet tactical a 84-20855 
manganese, and arsenic species in air /, A literat 84-20953 
Manpower and equipment control :manpower staffing 84-20598 
- requirements report for FY 1979 /, Base s 84-20528 
staffing standards system., Manpower and 84-20598 
manual /, Accounting for the micro business :a tea 84-21311 
*~ /, An interactive soils information system 84-20826 
/, Forecasting municipal and industrial wat 84-20835 
/, Radar subsystem 84-20493 
/, Style 84-21043 
/, Table computation program :users 84-20895 
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84-20618 
:troubleshooting of programmer-test station 84-20608 
verification., Military publications, prepa 84-20730 

}., [Office of Inspector General 84-21045 

., Aids to navigation manual and chart updat 84-21385 

., Clause 84-21047 

., Contract property disposition 84-20576 

.. DEERS :Defense Enrollment Eligibility Rep 84-20518 

.. Elements of management analysis :student 84-21312 

-, Emergency management course :student 84-20966 

., Flood damage reduction 84-20812 

., JOIN leader’s 84-20733 

.. MCL user 84-20722 

., Medicare carriers 84-21123 

., Medicare carriers 84-21124 

. Mobilization cross-leveling (MCL) user 84-20723 

., Personnel procurement REACT technical 84-20599 

., Representation case handling 84-21551 

, Skill level 3 and trainer’s guide :MOS 67N 84-20698 

, skill level 3 and trainer’s guide :MOS 67V 84-20700 

, Skill level 3/4 and trainer’s guide :attac 84-20701 

aa : lannin: , skill levels 1/2/3, and trainer’s guide fo 84-20667 

psy sve Arem , skill levels 4/5., Legal clerk MOS 71D :s0 84-20668 

and chart updating manual., Aids to navigat 84-21385 ., United States standard flight inspection 84-20623 

and trainer’s guide, MOS 15J :operations/fi 84-20636 manufacture wastewaters /, Technology evaluation f 84-20940 

and trainer’s guide, MOS 71C, skill levels 84-20666 manufactures ., 1982 census of 84-20257 

and trainer’s guide MOS 71E, skill levels 2 84-20669 ., 1982 census of 84-20258 

and trainer’s guide, MOS 74D, skill levels 84-20671 ., 1982 census of 84-20259 

and trainer’s guide, MOS 74F :programmer/an 84-20672 ., 1982 census of 84-20260 

and trainer’s guide motor transport operato 84-20688 ., 1982 census of 84-20261 

& training course /, Construction and rehab 84-21364 ., 1982 census of 84-20262 

:automatic data processor equipment mainten 84-20609 ., 1982 census of 84-20263 

:chapel activities specialist, MOS 71M, ski 84-20674 ., 1982 census of 84-20264 

for Army service schools., Development of a 84-20829 ., 1982 census of 84-20265 

for courts-martial, United States, 1984. 84-20527 ., 1982 census of 84-20266 

for defense supply centers and defense indu 84-20575 ., 1982 census of 84-20267 

for hazardous waste land treatment, storage 84-20922 ., 1982 census of 84-20268 

for high-powered illuminator radar set AN/M 84-20611 ., 1982 census of 84-20269 

for howitzer, medium, self-propelled :155MM 84-20612 ., 1982 census of 84-20270 

for land application of municipal sludge /, 84-20963 ., 1982 census of 84-20271 

for product two /, High frequency radar sof 84-20437 ., 1982 census of 84-20272 

for public officials, Formulating public p 84-20967 ., 1982 census of 84-20273 

for safeguarding classified information., I 84-20531 ., 1982 census of 84-20274 
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., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
., 1982 census of 
manufacturing automation :employment, education, a 
“4 industries., Evaluating your firm’s 
bas machinery., Specialized semiconducto 
% machinery :FSC 3650., Chemical and p 
manuscripts, and speeches., In answer to your quer 
mapmaking, and the first decade of the Defense map 
mapping — charting — geodesy : a brief history of 
x agency., MC&G :mapping — charting — geodes 
S in the Arctic National Wildlife Refuge, Al 
maps to the exploration for heavy-mineral deposits 
March 7, 1984, was referred jointly to the Committ 
March 14, 1984 was referred jointly to the Committ 
March 15, 1983 /, Pipeline accident report :Mid-Am 
March 15, 1984, was referred jointly to the Commit 
v4 , was referred jointly to the Perman 
March 30, 1984., Refugees, overseas aid and domest 
March 31, 1986, series S-1986., United States of A 
March 31, 1988, series L-1988., United States of A 
March 1982, Indiana, Michigan, and Ohio /, Floods 
March 1984., An expanding private sector :key to u 
Margaret Chase Smith Federal Building.”, An Act t 
marine birds off the northeastern United States /, 
+4 casualty report :MV Inca Tupac Yupanqui, TB 
fishes :a review and selected bibliography 
- life at Ras Mohamed, Arab Republic of Egypt 
Marine Corps in rapid deployment forces /, The rol 
* , and Coast Guard, Transportation and 
Marine Division and its regiments /, The 3d 
Marine Mammal Protection Act authorization for fis 
7 reauthorization : 
Marital status and living arrangements. 
Maritime Administration authorization : 
market activities of the Student Loan Marketing As 
= economy countries :a minerals availability 
in South Africa., Survey of the apparel 
Marketing in Thailand / 
- in Zaire / 
Marking, assembly and miscellaneous industry machi 
marsh vegetation /, Shore stabilization with salt 
Marshals Service and Witness Security Reform Act o 
marshes of the Pacific Northwest coast :a communit 
Martha Romayne Seger :, Nomination of 
Maryland /, Abstracts, Conference on Measurements 
/, Abstracts, symposium on Improving the 
and Delaware 
and Delaware, U.S.G.S. water resources da 
and Delaware, USGS water resources data. 
and West Virginia :hydraulic model invest 
counties and metropolitan areas :July 1, 
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84-20284 
84-20285 
84-20286 
84-20287 
84-20288 
84-20289 
84-20290 
84-20291 
84-20292 
84-20293 
84-20294 
84-21588 
84-21260 
84-20573 
84-20560 
84-21289 
84-20533 
84-20533 
84-20533 
84-20785 
84-21151 
84-21509 
84-21465 
84-21363 
84-21507 
84-21474 
84-21318 
84-21349 
84-21350 
84-21169 
84-21317 
84-21082 
84-20443 
84-21387 
84-20445 
84-20421 
84-20544 
84-20594 
84-20875 
84-21488 
84-21635 
84-20304 
84-21629 
84-21016 
84-21190 
84-20500 
84-20507 
84-20506 
84-20559 
84-20807 
84-21494 
84-21208 
84-21625 
84-20374 
84-20372 
84-21177 
84-21177 
84-21177 
84-20781 
84-20310 





Title Keyword Index 


standards and specifications for soil ero 
., Report on surveys of Delaware Maryland 
, Talbot County., Flood insurance study :t 
, unincorporated areas., Flood insurance s 
, unincorporated areas., Flood insurance s 
* , Wicomico County., Flood insurance study 
mass distribution during laboratory and simulated 
Massachusetts, Dukes County., Flood insurance stud 
masters :the stringed instrument collection in the 
mate 2 /, Aviation machinist’s 
* 3 /, Aviation machinist’s 
material in the Archive of Folk Song :reference ta 
= license no. SUB-526, docket no. 40-3392 : 
s not subject to copyright :[symbol for sec 
* Officer., Shipboard electronics 
* ., Chemical Surety Program :nuclear and ch 
+ ., Logistics complete round charts :grenad 
materialoy /, Structure and properties of heat-res 
materials /, Bromination process for disposal of s 
definitions., Hazardous 
for coastal structures /, Construction 
for diagnostic medical ultrasound /, Sou 
of the conterminous United States /, Ele 
transportation :report (to accompany H.R 
x ., Foods for Health :illustrated guide to 
Materials Science ., The Center for 
Materiel acquisition handbook, DARCOM TRADOC 
1984. 
management center., Division 
math ., Peace Corps, science & 
mathematics /, Pre-Meiji works in the Library of C 
matter of Representative George V. Hansen :report 
matters relating to the Commodity Futures Trading 
may be expanded for the benefit of counties, and f 
May 2, 1984., Arresting the nuclear genie : 
May 3, 1984., Testimony of John C. Keeney before t 
May 5, 1983., Aircraft accident report :Eastern Ai 
May 6, 1984, through May 13, 1984, as “National T 
May 8, 1984, was referred jointly to the Committee 
May 13, 1984, as “National Tuberous Sclerosis Wee 
May 14, 1984., Realism and responsibility :the U.S 
May 16-19, 1982, Houston, Texas /, Cardiovascular 
May 30, 1984., Soviet active measures : 
May 1984 through July 1984, 406 citations, includi 
May 1984, 145 citations /, Butylated hydroxyanisol 
MBDA. Guide to information resources at 
MC&G :mapping — charting — geodesy : a brief histo 
McClintock House at 16 East Williams Street, Water 
McDowell County., Flood insurance study :city of I 
« . Flood insurance study :town of D 
$ ., Flood insurance study :town of W 
McKenzie Counties study report :resource & potenti 
bs study report :resource & potenti 
MCL user manual. 
$ ) user manual., Mobilization cross-leveling ( 
McMurdo Ice Shelf, Antarctica /, Chemical fraction 
ME-77/U, ME-77A/U, ME-77B/U, ME-77C/U, TS-297( 


“ 


yu 
ME-77A/U, ME-77B/U, ME-77C/U, TS-297( )/U, and 
tri 
ME-77B/U, ME-77C/U, TS-297( )/U, and triplett mode 
ME-77C/U, TS-297( )/U, and triplett model 650, and 
mean over the contiguous United States 1895-1983., 


winter temperature departures from the long-t 

Means and Finance of H.R. 4170 as passed by the Ho 
$ :the policy implications of effective school 

, House of Representatives /, Administration 

measured efficiencies to standardized test conditi 


84-20223 
84-20486 
84-20977 
84-20975 
84-20976 
84-20978 
84-20943 
84-20979 
84-21264 
84-20862 
84-20863 
84-21266 
84-21563 
84-21274 
84-20859 
84-20592 
84-20731 
84-21296 
84-20928 
84-21394 
84-20808 
84-21118 
84-21153 
84-21500 
84-21104 
84-20373 


84-20729 
84-20686 
84-21310 
84-21290 
84-21549 
84-21612 
84-21490 
84-21323 
84-21222 
84-21360 
84-21073 
84-21484 
84-21073 
84-21319 
84-21102 
84-21327 
84-21111 
84-21110 
84-20250 
84-20533 
84-21472 
84-20986 
84-20985 
84-20987 
84-21215 
84-21216 
84-20722 
84-20723 
84-20786 


84-20742 


84-20742 
84-20742 
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- in the NBS furniture calorimeter., Fire p 


measurement /, Experimentation and 
and diagnostic equipment (TMDE), (four 
assurance programs. 
of multimode optical fiber attenuation 
requirements survey of the NCSL Nation 
services status report /, NBS physical 
measurements /, A summary of the 1982 EPA national 
s and Standards for Recycled Oil-IV :Se 
at 10 to 100 GHz /, Atmospheric chann 
in ice /, Stress 
on a bridge pier in the Ottauquechee 
using shear-horizontal waves from ele 
measures :May 30, 1984., Soviet active 
« of capacity and capacity utilization., Fe 
measuring discharge /, Use of flumes in 
# instruments /, Calibration handbook :ion 
meat distribution system /, Changing trends in the 
mechanic :student study guide, MOS 63E., Organizat 
mechanical failure, overturn, and fire Interstate 
¢ ice release processes / 
Mechanics of ice jam formation in rivers / 
Mecosta County , Michigan /, Soil survey of 
media in mill water /, Corrosion rates of grinding 
$ regeneration /, Pilot demonstration of magne 
mediating migration of late-instar gypsy moth larv 
medical care survey, 1980 and 1981 /, The manageme 
# libraries /, Grants for training, construc 
ha staff fellowship program at the National I 
ss ultrasound /, Source book of educational m 
Medical Center, San Francisco, California., Final 
Medicare : 
iy carriers manual. 
‘ carriers manual. 
medicine /, Bibliography of the history of 
medium and large firms /, Employee benefits in 
“ helicopter, technical inspector, MOS 66U., 
“ , M88A1 : NSN 2350-00-122-6826., Direct supp 
ay , self-propelled :155MM, M109 (2350-00-440-8 
Meeting the present and future needs for long-term 
# your needs for criminal justice informatio 
member, Senate Committee on Foreign Relations /, U 
members of the U.S. House of Representatives of th 
Memphis engineer district, 1976-1981 /, Into the s 
meningitis /, Bacterial 
mental health services block grant :report to the 
a illness, and social deviance :, Economic ch 
MEPS) handbook :(MEPS Handbook)., Military entranc 
MEPS Handbook)., Military entrance processing stat 
Merced Counties /, Central Valley project :San Lui 
Merchant Marine and defense :report (to accompany 
“ and Fisheries) (including cost est 
Merchant Marine Act, 1936 :report (to accompany H. 
Mercury 
° mass distribution during laboratory and si 
mergers and acquisitions :, Federal income tax con 
Mesa and Garfield Counties /, West Divide project 
Mesa County /, Colorado River Basin salinity contr 
MESA Puget Sound Project /, Technical development 
message from the President of the United States, t 
sia from the President of the United States tr 
+ from the President of the United States tr 
meta-analysis of the research, Interdependence and 
metal arc spraying /, Electromagnetic shielding of 
= finishing equipment., Rolling mills, drawing 
$ forming and cutting machines :FSC 3441, 3442 
$s , Structural iron & welding handbook :enginee 
metalizing equipment :FSC 3431, 3432, 3433, 3436, 
metallicheskikh materialov /, Structure and proper 


84-20398 
84-20380 
84-20750 
84-20382 
84-20396 
84-20409 
84-20413 
84-20950 
84-20374 
84-20498 
84-20799 
84-20806 
84-20415 
84-21327 
84-20991 
84-21144 
84-20517 
84-20191 
84-20844 
84-21362 
84-20801 
84-20784 
84-20229 
84-21187 
84-20956 
84-20202 
84-21119 
84-21093 
84-21094 
84-21118 
84-21402 
84-21600 
84-21123 
84-21124 
84-21112 
84-21250 
84-20693 
84-20613 
84-20612 
84-21601 
84-21241 
84-21021 
84-21453 
84-20765 
84-21106 
84-21017 
84-21638 
84-20529 
84-20529 
84-21178 
84-21454 
84-21454 
84-21483 
84-21199 
84-20943 
84-21661 
84-21182 
84-21180 
84-20423 
84-21452 
84-21407 
84-21451 
84-20910 
84-20820 
84-20553 
84-20570 
84-20525 
84-20565 
84-21296 





metals and alloys Struktura i svoistva zharoprochn 

¢ , Platinum-group 
Metalworking lathes. 

a saws and filing machines :FSC 3405. 
metamorphic rocks northwest of the Idaho batholith 
meteorites from Victoria Land, Antarctica /, Field 
meteorological satellite system :issues and option 
method for reversed phase liquid chromatography-ma 

= to refer measured efficiencies to standardi 
methodology for determination of nickel, chromium, 

“ for developing criteria /, Safety-rela 
methods /, Forecasting municipal and industrial wa 

and nuclear magnetic resonance /, Characte 
and standards development for active solar 
for analyzing trihalomethanes in drinking 
for implementing revisions to emergency op 
for process constants and properties used 

re .. BLS handbook of 

rc ., State personal income :estimates for 192 
METLIB-II :a program library for calculating and p 
metropolitan area, Atlanta, Georgia, 
area, Colorado /, Analysis of the Aug 
area, Colorado /, Calibration and ver 
area, Greenville-Spartanburg, South C 
area, Milwaukee, Wisconsin, 
area, Norfolk-Virginia Beach-Portsmou 
area, San Antonio, Texas, 
area, San Francisco-Oakland, Californ 
area, San Jose, California, 
areas, Annual housing survey, Fort Wo 
areas, Annual housing survey, Orlando 
areas, Annual housing survey, Phoenix 
areas, Annual housing survey, Pittsbu 
areas, Annual housing survey, Spokane 
areas, Annual housing survey, Tacoma, 
areas :July 1, 1981, and 1982 (provis 
areas :July 1, 1981, and 1982 (provis 
areas :July 1, 1981, and 1982 (provis 
areas :July 1, 1981, and 1982 (provis 
areas :July 1, 1981, and 1982 (provis 
areas :July 1, 1981, and 1982 (provis 
areas :July 1, 1981, and 1982 (provis 
areas :July 1, 1981, and 1982 (provis 
areas :July 1, 1981, and 1982 (provis 
areas :July 1, 1981, and 1982 (provis 
areas :July 1, 1981, and 1982 (provis 
areas :July 1, 1981, and 1982 (provis 
statistical area. Housing characteris 
statistical area. Housing characteris 
statistical area. Housing characteris 
statistical area. Housing characteris 
statistical area. Housing characteris 
statistical area. Housing characteris 
Mexico /, A statistical tropical cyclone motion fo 

# , and the West Indies (Ostracoda: Myodocopin 

ig , post report. 

MHE 193 NSN 3930-00-738-5938, Baker model FJF-060. 

“s 218 NSN 3930-00-403-5661, Drexel Dynamics 

mode 
Miami, Florida, May 5, 1983., Aircraft accident re 
Miami International Airport, Miami, Florida, May 5 
Michigan /, Soil survey of Mecosta County, 

" /, Water resources of Sleeping Bear Dunes 

" counties and metropolitan areas :July 1, 

4 listing of DPDS recurring reporting requ 

- , and Ohio /, Floods of March 1982, Indian 

~ ., County business patterns, 
micro business :a teaching manual /, Accounting fo 
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84-21296 
84-21200 
84-20571 
84-20563 
84-21136 
84-21345 
84-20461 
84-20961 
84-20395 
84-20953 
84-21573 
84-20833 
84-20400 
84-20407 
84-20952 
84-21575 
84-20947 
84-21247 
84-20495 
84-20436 
84-21255 
84-21168 
84-21174 
84-21256 
84-21258 
84-21251 
84-21257 
84-21253 
84-21252 
84-20326 
84-20327 
84-20328 
84-20329 
84-20330 
84-20331 
84-20306 
84-20307 
84-20308 
84-20309 
84-20310 
84-20311 
84-20312 
84-20313 
84-20314 
84-20315 
84-20316 
84-20317 
84-20326 
84-20327 
84-20328 
84-20329 
84-20330 
84-20331 
84-20453 
84-21346 
84-21337 
84-20621 


84-20622 
84-21360 
84-21360 
84-20229 
84-21173 
84-20311 
84-20577 
84-21169 
84-20322 
84-21311 
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microcomputer 


microcomputer knowledge base :Introduction and use 
Microcomputer-based monitoring and control system 
microcomputers /, Selected articles on 
e :introduction to features and uses 
microelectronic circuit board manufacturing machin 
micrometers , inside (general)., Calibration proced 
microsystem sediment-water simulation study for th 
Mid-America Pipeline System, liquefied petroleum g 
Middle and Late Ordovician solitary rugose corals 
Middle East ., Troop construction in the 
Midway Airport, Chicago, as the “John G. Fary Tow 
migration and refugee assistance, Department of St 
* of juvenile salmonids in the Snake-Colum 
sg of late-instar gypsy moth larvae /, Effe 
Migrational characteristics and survival of juveni 
“ characteristics of juvenile salmon and 
migratory behavior and survival of juvenile fall a 
miles 560-980, Cumberland and Green Rivers /, The 
military /, Cohesion in the US 
applications of modeling /, The 
avionics equipment :, Defense Department’ 
compensation., Quadrennial review of 
doctrine, and the development of weapons 
entrance processing station (MEPS) handbo 
historian in the field., The 
justice., Student pamphlet : 
mapmaking, and the first decade of the De 
petroleum pipelines, tanks, and related e 
police support for the airland battle. 
publications, preparation of plans for te 
requirements for chief petty officer / 
requirements for petty officer second cla 
requirements for petty officer third clas 
sales :report to the chairman, Subcommitt 
service, Transportation and travel :termi 
women in the Department of Defense. 
Military Airlift Command, Andrews and Bolling Air 
Military Police Battalion., Army Training and Eval 
mill water /, Corrosion rates of grinding media in 
Miller counties, Arkansas /, Soil survey of Lafaye 
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Mint., Annual report of the Director of the 
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system M70 (6920-00-179-7320) and TOW weap 
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Missing Children’s Assistance Act of 1983 :report 
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mission to the United Nations, post report., U.S. 
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” ., International Solar-Terrestrial Physics 
Mississippi :communication from the Assistant Secr 

., County business patterns, 
Mississippi River on 30 August 1979 with loss of 1 
Mississippi Sound wave-hindcast study :main text a 
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model /, Improvement of flood-frequency estimates 
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: final report /, Systan’s macro-analytic re 
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bridge piers /, Ice forces on 
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FJF-060., Organizational maintenance repair 
FL-40-EE-6550 : 180 in., Direct support and 
for photon noise induced by charged particle 
for predicting snowpack parameters affecting 
for seasonal variations in skid resistance., 
for several urban basins in the Denver metro 
investigation /, Big Creek flood-control pro 
investigation /, Bloomington Spillway, North 
investigation /, Cleveland Harbor, Ohio, des 
investigation /, Design for flood control, w 
investigation /, Weir jetty performance :hyd 
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:program maintenance model : final report /, 
results using three different wind forcing f 
studies of Theodore Roosevelt Dam, south spi 
to predict the adsorption of lead from solut 
V35A), AN/GSM-64A (ME218A) and AN/ 
USM-192 (M 
114A-400 Hz., Calibration procedure for puls 
303., Calibration procedure for multimeter A 
650, and vacuum tube volt-ohmmeter, Simpson 
, volumes I, EI, and III /, Water supply simu 
modeling /, The Military applications of 
flow through clay liners to determine req 
interference field in a ducting environme 
ss of three-dimensional, end-wall, turbulent 
models /, Basic concepts of kinematic-wave 
nq for two-dimensional steady-state heat condu 
+ for two-dimensional transient heat conducti 
4 101-5BG, 101-5BF, 101-SBFG, 101-5CF, and 10 
: 15-142D and 15-142F and thermometer ASTM 
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50 
$ 405AR, 405BR, 5265A (PL1344U), and 3430A; 
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x 5345A and 5345A/E28., Calibration procedure 
modification :, Automobile odometer 
modifications :report (to accompany S. 1407)., Con 
modified ) :(Lance guided missile system)., Operato 
Mohave, and Yuma Counties : California, Imperial, 
monetary policy :, The status of Ml as a target fo 
Monetary Affairs, Committee on Government Operatio 
monitoring and control system with uranium mining 
4 recommendations for western surface coa 
the seaward migration of juvenile salmo 
monk seal, Lisianski Island, 1982 /, Diving patter 
Montana /, Ecology and distribution of major diato 
ng and Wyoming /, Relationship of porosity an 
= , Nebraska, North Dakota, South Dakota, and 
Montgomery County, Tennessee, unincorporated areas 
Month of June 1984 as “Student Awareness of Drunk 
moral equivalence :April 9, 1984., Doctrine of 
morality /, Foundations of professional 
Moratorium on pension plan reversions, 1984 : 
mortar, M224., 60-MM 
508 15J :operations/fire direction specialist, ski 
27L., Soldier’s manual :lance system repairer, 
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31N tactical circuit controller, skill levels 
35R, avionic special equipment repairer., Trai 
45G10-ASI L8, student handout 1., Fire control 
63E., Organizational M1 Abrams tank automo- 
tive 
64 C, skill levels 1/2., Soldier’s manual :mot 
64C, skill levels 3/4. Soldier’s manual and t 
66 H., Trainer’s guide :observation airplane, 
66G., Trainer’s guide :utility/cargo airplane, 
66J., Trainer’s guide :aircraft armament techn 
66N., Trainer’s guide, utility helicopter tech 
66T., Trainer’s guide :tactical transport heli 
66U., Trainer’s guide :medium helicopter, tech 
66V., Trainer’s guide :observation/scout helic 
66Y., Trainer’s guide :attack helicopter, tech 
67G utility/cargo airplane repairer., Soldier’ 
67H observation airplane repairer., Soldier’s 
67N, utility helicopter repairer., Soldier’s m 
67T tactical transport helicopter repairer., S 
67V_ observation/scout helicopter repairer., So 
67Y., Soldier’s manual, skill level 3/4 and tr 
68B., Soldier’s manual skill levels 3 and trai 
68D aircraft powertrain repairer., Soldier’s m 
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68G., Soldier’s manual skill level 3 and train 
68K aircraft component repair supervisor., Sol 
TIC, skill levels 1/2/3 :secretary., Soldier’s 
71D., Legal clerk, MOS 71D :soldier’s manual, 
71D :soldier’s manual, skill levels 1/2/3, and 
71D :soldier’s manual, skill levels 4/5., Lega 
TIE, skill levels 2/3/4/5, court reporter., So 
71M, skill levels 1/2., Soldier’s manual :chap 
74D, skill levels 1/2/3/4., Computer machine o 
74F :programmer/analyst., Skill levels 1/2/3/4 
MOSFET’s including radiation-induced interface and 
most from overseas exhibitions., How to get the 
MOS75C and soldier’s manual for skill levels 1/2., 
moth larvae /, Effectiveness of artificial bark fl 
“ suppression and eradication projects :final e 
motion /, Oculometric indices of simulator and air 
= forecasting system for the Gulf of Mexico / 
motor transport operator, MOS 64 C, skill levels 1 
be transport operator MOS 64C, skill levels 3/4 
Motor Carrier Safety Act of 1984 :report (to accom 
Motor Vehicle Theft Law Enforcement Act of 1984 :r 
motors, demolition material., Logistics complete r 
Mount St. Helens eruption on selected streams in t 
mountainous terrains., Advanced structural concept 
movement in the United States :, Industrial policy 
= of mobile homes., Guide for 
movements in southern California, 1974 to 1978 /, 
MSC operations :the Navy Industrial Fund., NIF, fi 
mud assessment chemical analysis reference volume. 
mud-and-snow radial tires /, Driving traction on i 
multichannel reference data., Wire and 
multidisciplinary approach., Offender profiles :a 
Multimedia pollution assessment of the wood produc 
multimeter AN/URM-105, AN/URM-105A, AN/URM- 
105B, A 
multimode optical fiber attenuation :an NBS specia 
multiple appeals of agency orders :report (to acco 
¢ award federal supply schedule :new item i 
Multiple-purpose watershed projects under Public | 
multiplier phototubes of the space telescope fine 
multiyear contracting for the Black Hawk helicopte 
municipal and industrial water use :a handbook of 
and industrial water use :I[WR MAIN syste 
sludge /, Process design manual for land 
sludge ashes and leachates /, Analysis a 
solid waste /, Assessing the credibility 
music., In answer to your query :copyright registr 
musical works :[symbol for section] 201.18, 37 C.F 
2s works :[symbol for section] 201.19, 37 C.F 
mutagenicity testing of twelve (12) vapor-phase co 
mutual defense purposes :message from the Presiden 
support and cooperative backup among operat 
MV Inca Tupac Yupanqui, TB Panama City, Tug Capt. 
M1 as a target for monetary policy :, The status o 
M109 (2350-00-440-8811), 155MM, M109A1 (2350-00-48 
M109A1 (2350-00-485-9662) and 155MM, M109A3 (2350- 
M109A3 (2350-01-031-8851)., Operator’s manual for 
M224., 60-MM mortar, 
M249 (1005-01-127-7510)., Operator’s manual :machi 
M60A1 tank chassis, transporting :for bridge, armo 
M620, by US Army helicopters., Air transport proce 
M70 (6920-00-179-7320) and TOW weapon system train 
MZ70E2., Direct support and general support mainten 
M88A1 : NSN 2350-00-122-6826., Direct support and 
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N.T.P. review of current DHHS, DOE & EPA research 
N.Y. /, Removal of organic contaminants from the d 
Naming of Veterans’ Administration Medical Center 
Nantucket shoals flux experiment. 
narcotics control., International 

= control :, Recent developments in Colomb 
narratives and related material in the Archive of 
NASA authorization :, 1985 

- , the first 25 years, 1958-1983 :a resource fo 
Nashville District , Paducah, Kentucky to Knoxville 

= , Smithland, Kentucky to Celina, 
Nathaniel T. Allen, 1823-1872, A case study in the 
nation /, Serving the 
National Academy of Sciences, Washington, D.C., Ma 
National Aeronautics and Space Administration /, N 

3 and Space Administration, the 

= and Space Administration’s fi 
National Airport scatter plan test : 
National Apprenticeship Training Act :, Oversight 
National Bureau of Standards, Gaithersburg, Maryla 

. of Standards, Gaithersburg, Maryla 

* of Standards response to the 1982 

es of Standards 1983 /, GATT standard 
National Cancer Institute and Environmental Protec 
National Convention of the Veterans of Foreign War 

- of the Veterans of World War I 
National Defense Shipyard Protection Act of 1984 : 
National Demonstrations of Adolescent Family Life 
National Educational Software Act of 1984 :report 
National Fisheries Marketing Council : 
National Hearing Impaired Awareness Week.”, Joint 
National Heart, Lung, and Blood Institute., Report 
National Historic Preservation Act amendments :rep 
National Institute of Justice/NCJRS :meeting your 

© on Aging :Laboratory of Neurosc 
National Institutes of Health :, The medical staff 
National Inventors’ Day .”, Joint Resolution Desig 
National Inventors Hall of Fame :dedicated to the 
National Labor Relations Board., Decisions and ord 
National Maritime Museum :, Protection of historic 
National Measurement Laboratory . 
National Mental Health Counselors Week.”, Joint R 
National Ocean Service product information guide. 
National Ocean Service :Office of Charting and Geo 
National Ocean Survey publications handbook / 
National P.O.W./M.LA. Recognition Day.”, Joint R 
National Safe Boating Week campaign., Action manua 

- -» Think before you drin 
National School Lunch and Child Nutrition Programs 
National School Lunch Act and Child Nutrition Act 
National Science Foundation, fiscal year 1985 :rep 
National Telecommunications and Information Admini 

= and Information Admini 
National Toxicology Program annual plan 
National Trails System Act by adding the Oregon-Ca 
National Tuberous Sclerosis Week .”, Joint Resolut 
nationwide implementation /, Cost effectiveness of 

” job opportunities. 
natural resources districts, Nebraska /, Hydrogeol 

. streambed sediment /, Development of a mod 
Natural Gas Market Policy Act of 1984 :report of t 
Naval Audiovisual Center :your resource for audiov 
Naval Fleet Auxiliary Force., NFAF, the 
navigation charts., Lake Sidney Lanier 

M6 charts, Cumberland River, Nashville Dis 

cs charts, Tennessee River, Nashville Dist 

- manual and chart updating manual., Aids 
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ws facility category codes., Department of the 
“ family., SEA LEGS :a handbook for the 
- :graphic design standards., Department of the 
“ shipbuilding claim settlement at Electric Boa 
= ’s tactical air forces :, Readiness of the 
Navy Industrial Fund., NIF, financing MSC operatio 
NBS furniture calorimeter., Fire performance of fu 
physical measurement services status report / 
special test service /, Measurement of multimo 
switching radiometers /, The 
NCSL National Measurement Requirements Committee 


/ 
Nd*@in Gd;Sc/, Rare-earth ion-host lattice interactions 


15.a 
Nebraska /, Hydrogeology of parts of the Central P 
ne /, Hydrologic analysis of the High Plains 
_ , North Dakota, South Dakota, and Wyoming 
necessary to perform the functions of the United S 
need attention :report to the Congress /, Statutor 
“ attention :summary : report to the Congress / 
aad for new powerplants : 
- to know about adult leukemia., What you 
nc to know about childhood leukemia., What you 
needed to authorize emergency federal coal leasing 
= to clarify future of consumer protection an 
neods /, Advertising, packaging, & labeling srespo 
/, Offshore concrete structures in the Arcti 
better controls over payment of witness fees 
for criminal justice information—., National 
for long-term care :, Meeting the present an 
improved management :report to the Administr 
it? :VD., Who 
negotiations /, A practical overview of hostage 
Neighborhood statistics from the 1980 census. 
NEPA compliance strategy for new source coal minin 
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Neptune and Triton, 1989., Voyager at 
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Neurosciences ., National Institute on Aging :Labor 
neutron kinetics for BWR system transients /, A De 
e noise for diagnosis of in-vessel anomalies 
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* ’s Great Basin :, Geothermal energy developm 
arte Army building designs for energy efficiency /, 
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. Department of Labor prosram to improve the 
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drug screening., Application of a human tumor 
item introductory schedule., Multiple award fe 
pain in office-based ambulatory care :national 
powerplants :, Need for 
proposed revisions to OMB Circular A-122 :, Th 
source coal mining activity in the western Ken 
” forensic science /, Forensic odontology toda 
New Hampshire for potential addition to the nation 
New Mexico /, A Classification of forest habitat t 
:, White Sands Missile Range, 
- , Utah, and Wyoming /, Colorado River Ba 
New Technology to Biobehavioral Research, May 16-1 
New York /, The Port of Albany and ports on Hudson 
¢ :report (to accompany H.R. 4596) (includi 
* . An Act to Declare Certain Lands Held by 
New York Bight, January 1976 to February 1978, wit 
New York City :report /, Tri-State Regional Planni 
New York Harbor circulation survey, 1980-81 / 
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newly commissioned officers /, Useful information 
news-media information on the 1980 volcanic erupti 
NFAF, the Naval Fleet Auxiliary Force. 
nickel, chromium, manganese, and arsenic species i 
NIF, financing MSC operations :the Navy Industrial 
Night flight :techniques and procedures. 
. setback, ventilation purging, and hot and ch 
NIH research and development contracts 
+ research grants 
nineteenth century teaching :Nathaniel T. Allen, | 
ninth symposium :Psychology in the Department of D 
NMCES insurance surveys /, Estimation and sampling 
NMFS/MARAD Ship of Opportunity Program for 
1981., 
no-load speed, idle speed and buffer screw (Detroi 
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¢ employees., Careers in NOAA :a career develop 
a ., List of legislative authorities for 
NOAA-ERL-ARL solar UV radiation and climate resear 
NOAA VHF weather radio /, NETWORK :a user-ori- 


ented 

nocturnal stable layers at BAO /, Studies of 
NODC inventory of XBT data along transects in U.S. 
noise for diagnosis of in-vessel anomalies in ligh 

* induced by charged particles in multiplier p 

" standard for the 1 GHz to 12.4 GHz frequency 
nomenclature /, Stratigraphy of the Silurian outcr 
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5 of Charles L. Marinaccio and Aulana Lou 
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° of Sherman E. Unger : 
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nondramatic literary works solely for use of the b 
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musical works :[symbol for section] 20 
nonfiction ., Guide to spoken-word recordings :gene 
Nonperforming arts functions of the John F. Kenned 
nonpoint source pollution in the U.S. /, Report to 
Norfolk-Virginia Beach-Portsmouth , Virginia-North 
North America. 

se /, Remote sensing :applications to c 

7 , Hawaii, and the Caribbean region /, 

- , the northern Gulf of Mexico, and th 
North American Lake Society, October 26-29, 1982, 
North Branch Potomac River, Maryland and West Virg 
North Carolina) :, Emergency Wetlands Resources Ac 
North Dakota, South Dakota, and Wyoming /, Apparen 
North) Korea., Background notes, ( 
North Pacific marine fishes :a review and selected 
North Platte irrigation project :, Ground water re 
northeastern Pacific Ocean /, Development of Hexag 

-*s potato production and import-export f 

“ United States /, Pelagic distribution 
northern Gulf of Mexico, and the West Indies (Ostr 

ss Idaho stratigraphy, correlation, and som 
Northern Ireland for mutual defense purposes :mess 
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situation in Southeast Asia :, Overview of Related Agencies Appropriation Bill, 1985 :report 84-21526 
refugees :regional conditions and prospects and po “i + og , wae 84-21547 
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ee ere. wi ., National plan for space environment ser 84-20425 
representative fixed army installations /, Distrib 84-20824 : pay 
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/, State experiences with taxes on 84-21040 | Resolution of inquiry concerning the Central Intel 84-21464 
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respect to, A protocol to the 1967 Tax Convention 
response to hurricane probability forecasts /, Pub 
bs to the 1982 National measurement requirem 
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retorting /, Mercury mass distribution during labo 
Retrenchment and redirection at the Office of Pers 
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situation in Southeast Asia :, Overview of refugee 
Six-state High Plains Ogallala Aquifer Regional Re 
:water transfer element. 
size /, A study on the tensile strength of ice as 
skid resistance., Predictor model for seasonal var 
skill level 2/3/4., Soldier’s manual and trainer’s 
level 3 and trainer’s guide, aircraft struct 
level 3 and trainer’s guide :MOS 67H observa 
level 3 and trainer’s guide :MOS 67N, utilit 
level 3 and trainer’s guide :MOS 67V observa 
level 3 and trainer’s guide :MOS 68D aircraf 
level 3/4 and trainer’s guide :attack helico 
level 4 and trainer’s guide, MOS 68K _ aircraf 
level 30 course., Combined Arms Division bas 
levels 1/2., Personnel management specialist 
levels 1/2., Soldier’s manual :chapel activi 
levels 1/2., Soldier’s manual :motor transpo 
levels 1/2/3., Soldier’s manual :MOS 31N tac 
levels 1/2/3, and trainer’s guide for MOS 71 
levels 1/2/3 :secretary., Soldier’s manual a 
levels 1/2/3/4., Computer machine operator : 
levels 1/2/3/4, soldier’s manual and trainer 
levels 2/3/4 and trainer’s guide., Bridge cr 
levels 2/3/4/5, court reporter., Soldier’s m 
levels 3 and trainer’s guide, aircraft power 
levels 3/4., Soldier’s manual and trainer’s 
levels 3/4 and trainer’s guide, MOS 67G util 
levels 3/4 and trainer’s guide, MOS 67T tact 
levels 4/5., Legal clerk MOS 71D :soildier’s 
levels 1,2,3, MOS 27L., Soldier’s manual :la 
skywave ground backscatter Doppler spectra /, Freq 
. ground backscatter Doppler spectra /, Stat 
slave narratives and related material in the Archi 
Sleeping Bear Dunes National Lakeshore, Michigan / 
slide shows, and films., FDA information for consu 
slope water intrusions /, Net phytoplankton and zo 
sadge /, Process design manual for land applicati 
and lime /, Long-term plant persistence and 
and sewage sludge-soil systems /, Character 
ashes and leachates /, Analysis and assessm 
:Contrary Creek demonstration project, adde 
leachability /, Electroplating plant operat 
/wastepaper gasifier system /, Performance a 
sludge-soil systems /, Characterization of sewage 
sludges /, Evaluation of process systems for effec 
small & disadvantaged businesses with the U.S. Arm 
= business :, Effects of economic policy on 
business :, Federal antitrust enforcement an 
business subcontracting directory. 
watersheds in eastern Kansas using a rainfal 
Small Business, H.R. 5298 :, White House Conferenc 
Small Business Act in order to permit the SBA to a 
Small Business Administration :, Semi-annual repor 
Small Business Development Center Improvement Act 
Small Business Secondary Market Improvement Act of 
Smithland , Kentucky to Celina, Tennessee., Navigat 
smoke control system at the Bay Pines VA Hospital 
“4 on an Army training area /, A Health risk as 
smoltification and fitness for ocean survival of c 
Snake and Columbia rivers, 1981 /, Transportation 
ws rivers, 1982 /, Evaluation of transportation 
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84-21266 
84-21173 
84-21115 
84-20430 
84-20963 
84-20803 
84-20937 
84-20934 
84-20932 
84-20930 
84-20942 
84-20937 
84-20944 
84-20810 
84-21715 
84-21717 
84-20510 
84-21166 
84-21716 
84-21718 
84-21343 
84-21479 
84-21541 
84-20838 
84-20411 
84-20827 
84-20475 
84-20482 
84-20484 





Title Keyword Index 


Snake-Columbia River system /, A data analysis sys 
snow /, Review of the propagation of inelastic pre 
x4 gage :a statistical comparison /, Two standar 
snowpack parameters affecting vehicle mobility /, 
social deviance :, Economic change, physical illne 
security : 
security :, A plan to establish an independ 
security agreement between the United State 
security disability reviews : 
well-being :, Estimating the effects of eco 
Sociological factors in the adoption of agricultur 
software packages /, Introduction to 
we reference manual for product two /, High 
ory /, Transport of water in frozen 
consolidation Teoriya konsolidatsii gruntov / 
erosion and sediment control /, 1983 Maryland 
flora to seawater spills, Prudhoe Bay, Alaska 
survey of Atchison County, Kansas / 
survey of Butler County and part of Ripley Co 
survey of Fairfield-Nephi area, Utah : b part 
survey of Houston County, Minnesota / 
survey of Lafayette, Little River, and Miller 
survey of Mecosta County, Michigan / 
* water balance model /, REGIM4 :a deterministi 
soils and other surficial materials of the conterm 
* information system users manual /, An intera 
5 with sewage sludge and lime /, Long-term pla 
Solar collector test procedures :development of a 
$ heating and cooling systems /, Test methods 
% heating and cooling systems in commercial bu 
“ shading for an office building /, Effectiven 
UV radiation and climate research project pr 
idier performance in continuous operations. 
’s guide to education., A 
*s manual and trainer's guide, MOS 15J :ope 
’s manual and trainer’s guide, MOS 71C, ski 
’s manual and trainer’s guide MOS 71E, skil 
’s manual and trainer’s guide, MOS 74D, ski 
’s manual and trainer’s guide, MOS 74F :pro 
*s manual and trainer’s guide motor transpo 
’s manual :chapel activities specialist, MO 
’s manual for skill levels 1/2., Personnel 
*s manual :lance system repairer, skill lev 
*s manual :MOS 31N tactical circuit control 
’s ‘manual :motor transport operator, MOS 64 
’s manual, skill level 3 and trainer’s guid 
’s manual, skill level 3 and trainer’s guid 
’s manual skill level 3 and trainer’s guide 
’s manual skill level 3 and trainer’s guide 
’s manuai skill level 3 and trainer’s guide 
*s manual, skill level 3/4 and trainer’s gu 
’s manual skill level 4 and trainer’s guide 
*s manual, skill levels 1/2/3, and trainer’ 
’s manual :skill levels 2/3/4 and trainer’s 
’s manual skill levels 3 and trainer’s guid 
’s manual skill levels 3/4 and trainer’s gu 
’s manual skill levels 3/4 and trainer’s gu 
’s manual, skill levels 4/5., Legal clerk M 
solely for use of the blind and physically handica 
solid rubber tires, 4000 lb capacity, 100 in. lift 
* waste /, Assessing the credibility of the ca 
* waste /, Energy from 
solitary rugose corals of the Cincinnati Arch regi 
solution on a natural streambed sediment /, Develo 
solutions to the problems : report /, Floating exc 
- up to 150°C /, The chemical 
Solvent “cradle-to-grave” management guidelines 
Somalia ., Background notes, 
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84-20447 
84-20791 
84-20203 
84-20794 
84-21638 
84-21602 
84-21723 
84-21451 
84-21599 
84-21640 
84-20954 
84-20377 
84-20437 
84-20798 
84-21130 
84-20223 
84-20800 
84-20224 
84-20225 
84-20226 
84-20227 
84-20228 
84-20229 
84-20204 
84-21153 
84-20826 


84-21593 
84-21145 
84-21141 
84-21022 
84-21572 
84-20828 
84-21333 
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sound ranging., Field artillery 
sounds, images, or both :[symbol for section] 201. 
source book, Active corporation income tax returns 
book of educational materials for diagnosti 
book of statistics of income, Corporation 
coal mining activity in the western Kentuck 
data collection system desk guide :uniform 
material license no. SUB-526, docket no. 40 
measurements /, A summary of the 1982 EPA n 
pollution in the U.S. /, Report to Congress 
signatures /, Development and evaluation of 
11154040 (TA-114) and IR probe 10684700 (TA 
/, Grants administration information 
and methods., State personal income :estim 
of wreck information /, Possible 
., Telecommunications engineering alternati 
south Florida community :, Effects of drug traffic 
* spillway /, Hydraulic model studies of Theod 
South Africa., Survey of the apparel market in 
South Carolina counties and metropolitan areas :Ju 
aa , metropolitan area, Greenville-Spar 
South Dakota /, A preliminary assessment of the hy 
“i , and Wyoming /, Apparent water resist 
South Pacific, station C (Hawaii) /, Omega propaga 
# , Station D (North Dakota) /, Omega p 
South Platte River in the southern Denver metropol 
Southeast :, Children, youth, and families in the 
“ Cassia County, Idaho /, Gold in the Blac 
., Managing eastern white pine in the 
Southeast Asia :, Overview of refugee situation in 
southeastern North America, the northern Gulf of M 
he United States waters /, Configuration 
southern Atka Island, Aleutian Islands, Alaska /, 
be California, 1974 to 1978 /, Vertical crus 
Denver metropolitan area, Colorado /, Ana 


Fort Union Coal Region of Montana /, Ecol 
Paradox Basin, Utah and Colorado /, Regio 
pine beetle., Insecticides for the 
southwestern North America /, Remote sensing :appl 
Soviet active measures :May 30, 1984. 


tactical and operational combat in Manchuri 
view Osnovy upravieniia voiskami v boiu /, 
1945 strategic offensive in Manchuria /, Au 
Soviet Union :, The political economy of the 
space environment services and supporting research 
" policy and applications :summary., Civilian 
telescope fine guidance sensors /, A stochas 
Space Administration /, National Aeronautics and S 
- ’s first-year implementation o 
“ , the California Institute of 
Space Company, Inc., and held at Goddard Space Fli 
spaceflight missions., International Solar-Terrest 
spark arrester guide :arresters qualified and rate 
sparse, least squares computations /, HEART OF GOL 
special equipment repairer., Trainer’s guide :MOS 
test service /, Measurement of multimode o 
tools) for launcher and M60A1 tank chassis 
tools list (including depot maintenance re 
tools lists :truck, lift, fork, gasoline, 
tools lists :trucks, lift, fork, electric, 
specialist :trainer’s guide for MOS75C and soldier 
s ., Administrative 
6 , MOS 71M, skill levels 1/2., Soldier’s 
* , Skill level 2/3/4., Soldier’s manual a 
Specialized ammunition and ordnance machinery. 
‘ equipment :FSC 4940., Miscellaneous ma 
semiconductor, microelectronic circuit 
species in air /, A literature review on occurrenc 
specific disabilities :diabetes., Interviewing gui 
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84-20639 
84-21272 
84-21353 
84-21118 
84-21353 
84-20920 
84-20516 
84-21563 
84-20950 
84-20962 
84-20948 
84-20739 
84-21108 
84-20495 
84-20491 
84-20661 
84-21701 
84-21185 
84-20500 
84-20313 
84-21256 
84-21165 
84-21155 
84-20536 
84-20537 
84-21168 
84-21626 
84-21135 
84-20215 
84-21668 
84-21346 
84-20429 
84-21137 
84-21139 
84-21168 
84-21159 
84-21170 
84-20216 
84-21204 
84-21327 
84-20855 
84-20896 
84-20854 
84-21642 
84-20425 
84-21587 
84-21303 
84-21027 
84-21027 
84-21302 
84-21302 
84-21294 
84-20199 
84-20450 
84-20658 
84-20396 
84-20605 
84-20605 
84-20621 
84-20622 
84-20673 
84-20670 
84-20674 
84-20636 
84-20562 
84-20561 
84-20573 
84-20953 
84-21263 





standards 


% military service, Transportation and trav 


reference to the provision relating to th 
Specification for taxiway and runway signs. 
specifications for soil erosion and sediment contr 
a ., Aircraft, aircraft engines and pr 
, Callaway Plant, Unit no. 1 :docket 
# , Catawba Nuclear Station, Unit 1 :d 
spectra /, Frequency correlation of HF skywave gro 
- /, Statistics of HF skywave ground backsca 
“ of Nd*@in Gd 
spectrometry /, Application of a spray deposition 
speeches, In answer to your query :copyright reyi 
speed and buffer screw (Detroit diesel engine)., A 
as , idle speed and buffer screw (Detroit diesel 
speeds in Hurricane Alicia /, Fastest-mile wind 
Spend less on your electric bill :get a free home 
spending reduction provisions (within the jurisdic 
spilled hazardous materials /, Bromination process 
spills, Prudhoe Bay, Alaska /, Sensitivity of plan 
spillway /, Hydraulic model studies of Theodore Ro 
spinoffs of a successful program., Expanded Food a 
spirit of invention., The National Inventors Hall 
Spokane, Wash., standard metropolitan statistical 
spoken-word recordings :general nonfiction., Guide 
sponsored by National Aeronautics and Space Admini 
- by the Administration on Aging /, The pr 
spray deposition method for reversed phase liquid 
spraying /, Electromagnetic shielding of full-size 
spread tests on cellular plastics :experimental re 
sprinklers on life safety in residential occupanci 
squad ., Ever ready to assist :the FBI disaster 
squads in El Salvador :adverse report (to accompan 
squares computations /, HEART OF GOLD :computer 
ro 
stabilization with salt marsh vegetation /, Shore 
stable elevated layers /, A case study of layer fi 
Kg layers at BAO /, Studies of nocturnal 
$ Pb, Pb-210, and Po-210 in Crystal Lake, Wis 
staff fellowship program at the National Institute 
¢ handbook :Detroit Regional Office. 
$ , Army, Reduction of Administrative Workload 
# , June 1979-June 1983., E.C. Meyer :General, 
staffing standards system., Manpower and equipment 
Stainless steel table flatware :eport to the Pres 
stand, Lycoming, model LTCT421., Calibration proce 
standard data elements and codes spersonnel., Cata 
flight inspection manual., United States 
for the 1 GHz to 12.4 GHz frequency range 
in the physical layer of data communicati 
metropolitan statistical area. Housing ch 
metropolitan statistical area. Housing ch 
metropolitan statistical area. Housing ch 
metropolitan statistical area. Housing ch 
metropolitan statistical area. Housing ch 
metropolitan statistical area. Housing ch 
orders., Index of aviation technical 
precipitation gages and the gamma transmi 
problem 16) /, COBRA-NC post-test predict 
standardization and management program procedures. 
Standardization Act of 1952 :, Report to Congress 
standardize military avionics equipment :, Defense 
standardized test conditions /, Solar collector te 
standards and specifications for soil erosion and 
code activities of the National Bureau o 
development for active solar heating and 
for real property maintenance activities 
for real property maintenance activities 
for real property maintenance activities 
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84-20593 
84-21708 
84-21379 
84-20223 
84-21377 
84-21560 
84-21564 
84-20439 
84-20440 
84-20846 
84-20961 
84-21289 
84-20845 
84-20845 
84-20391 
84-21591 
84-21720 
84-20928 
84-20800 
84-21185 
84-20221 
84-20418 
84-20330 
84-21291 
84-21302 
84-21128 
84-20961 
84-20820 
84-20394 
84-20402 
84-21227 
84-21464 


84-20450 
84-20807 
84-20438 
84-20494 
84-20945 
84-21094 
84-21042 
84-20590 
84-20586 
84-20598 
84-21220 
84-20736 
84-20591 
84-20623 
84-20386 
84-21049 
84-20326 
84-20327 
84-20328 
84-20329 
84-20330 
84-20331 
84-21376 
84-20203 
84-21583 
84-20546 
84-21617 
84-21673 
84-20395 
84-20223 
84-20383 
84-20407 
84-20521 
84-20522 
84-20523 
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standards Title Keyword Index 


for real property maintenance activities 84-20524 station-siting program for NOAA VHF weather radio 84-20497 
for real property maintenance activities 84-20525 statistical area. Housing characteristics for sele 84-20326 
for Recycled Oil-IV :September 14-16, 19 84-20374 area. Housing characteristics for sele 84-20327 
function :, Cost accounting 84-21619 area. Housing characteristics for sele 84-20328 
handbook., Engineered performance standa 84-20523 area. Housing characteristics for sele 84-20329 
of Official Conduct, House of Representa 84-21549 area. Housing characteristics for sele 84-20330 
response to the 1982 National measuremen 84-20409 area. Housing characteristics for sele 84-20331 
system., Manpower and equipment control 84-20598 comparison /, Two standard precipitati 84-20203 
1983 /, GATT standards code activities o 84-20383 tropical cyclone motion forecasting sy 84-20453 
., Department of the Navy :graphic design 84-20857 uses of administrative records :recent 84-21352 
, Gaithersburg, Maryland /, Abstracts, Co 84-20374 statistics :Army management course : coursebook., 84-20755 
, Gaithersburg, Maryland /, Abstracts, sy 84-20372 from the 1980 census., Neighborhood 84-20254 
stantsii /, Vibration of hydro units in hydroelect 84-21131 of HF skywave ground backscatter Dopple 84-20440 
starter kit., Caribbean Basin business information 84-20502 of income. 84-21353 
" kit :a guide for Caribbean Basin firms /, 84-20501 of income, Corporation source book of 84-21353 
State :, Kissinger Commission report recommendatio 84-21663 of the United States., Vital 84-21120 
:a report on efforts to reduce fraud, waste, 84-20238 ., Guide to the 1982 economic censuses a 84-20256 
& local data elements., Initial — : 84-21347 Status and commercial potential of the Barnwell Nu 84-21033 
pe a oma ee wy r2ig6 | «and living arrangements., Marita 84-20304 
catalog /, ce for esi ‘ 
cooperation in the licensing of a nuclear po 84-21558 we ee ae 


oa = of federal aviation regulations. 84-21375 
descriptions., Individual ' pegs ed of MI as a target for monetary policy :, Th 84-21618 
experiences with taxes on generators or disp of smoltification and fitness for ocean sur 84-20475 
observations from aircraft and sea state cat 84-20424 of the Great Plains Coal Gasification Proje 84-21037 
of Arizona as wilderness, and for other purp 84-21458 : : 

: ro : report /, NBS physical measurement services 84-20413 
of Maine as the “Saint Croix Island Interna 84-21470 statutes and the law exforcement officer /, Civil 84-21225 
of New Hampshire for potential addition to t 84-21468 : be : J 
, Statutory audit provisions applicable to federal f 84-21011 
of New York., An Act to Declare Certain Land 84-21083 “4 requirements for examining international 84-21006 
“ ease ae ear tee HR. 3788) @ py oe “4 requirements for examining international 84-21007 
perigee Fe cee ox steady-state heat conduction /, Computer models fo 84-20788 
of Virginia as wilderness, and for other pur 84-21465 : 
: : steam blowdown test V44 (International standard pr 84-21583 
of Washington /, Some chemical effects of th 84-21138 : : 
. aa steel industry., The effects of import quotas on t 84-21724 
personal income :estimates for 1929-82 and a 84-20495 ex : : 
: ae table flatware :report to the President on i 84-21220 
regulations for control of radiation /, Sugg 84-21117 : 
a steelhead /, FY 1978-79 report for project 817 :a 84-20475 
:a report on efforts to reduce frau 84-20238 ai i Aer 
the Judici . trout for homing, 1981 /, Imprinting sal 84-20478 
‘ iciary, and related agencies appropr 84-21512 a : Patek 
state-of-the-art detectors and automatic sprinkl 2040; trout in the Columbia River system - 198 84-20480 
ste a | @ Lee-Miller, David C. Mulford, and David 84-21660 
stated requirements for F/A-18 weapons tactics tra 84-21026 tephanie er, : ord, anc 
statement /, Cleveland Southwest suburban faciliti 84-20924 steps in the quest for excellence., Employee servi ‘ 84-20725 
/, Proposed Gulf of Alaska/Cook Inlet le 84-21132 | STN 50-454 and STN 50-455 :Commonwealth Edison 
: draft /, John Day Resource Management 84-21133 J Com . 84-21554 
:Arapaho and Roosevelt National Forests 84-20209 50-455 :Commonwealth Edison Company., 
for Grand Mesa, Uncompahgre, and Gunniso 84-20212 r | e - eer —? i os 
for round II coal lease sale in the Powd 84-21134 50-483 : appendix license no. ae 
dor that qundest hen betn conebeds’T 8421707 | stochastic model for photon noise induced by charg 84-21303 
for the Pacific Northwest regional guide 84-20214 stock of U.S.-Japan relations :June 12, 1984., Tak 84-21326 
for the San Juan National Forest land an 84-20210 | stocks, Rubber, production, shipments, and 
of sources and methods., State personal 84-20495 | storage container, M620, by US Army helicopters., 
:120 bed nursing home care unit and park 84-21402 containers (Pershing 1A Field Artillery Mi 
.. Great Lakes connecting channels and ha 84-20836 ‘flat and mountainous terrains., Advanced 
- Gypsy moth suppression and eradication 84-20213 , and disposal facilities :final draft., Pe 
. Operation of the Chemical Agent Muniti 84-20754 , Surveillance, shipment on tactical vehicl 
Statements of account covering compulsory licenses 84-21279 storm runoff to the South Platte River in the sout 
ei of account —_ compulsory license for 84-21280 * a yn pelle: emir combat in M 
tatewide average climatic history. 84-20467 ry ithe Soviet strategic offensive in Manc 
average climatic history. 84-20468 straight sections of 3-inch and 8-inch unpressuriz 84-21580 
average climatic history. 84-20469 | strata in eastern Kentucky /, Sandstone units of t 84-21148 
average climatic history. 84-20470 Strategic defense initiative :defensive technologi 84-20513 
average climatic history. 84-20471 offensive in Manchuria /, August storm : 84-20854 
average climatic history. 84-20472 - plan for apt pags summary :5-year ae 
average climatic history. 84-20473 strategies for army installations /, Energy conser 20831 
average climatic history. 84-20474 strategy (DEA, Coast Guard, Customs) :, Drug law e 84-21700 
station AN/TSM-87 : (Pershing 1a Field Artillery M 84-20608 “ for new source coal mining activity in th 84-20920 
B (Liberia) /, Omega propagation correctio 84-20539 Stratigraphy and structure of the western Kentucky 84-21146 
C (Hawaii) /, Omega propagation correction 84-20536 * of the Silurian outcrop belt on the e 84-21147 
D (North Dakota) /, Omega propagation corr * , correlation, and some petrologic asp 84-21136 
! Spe Mera oe ones ; 84-20538 stream on shelf currents /, Topographic effects of 84-20435 
: andbook)., Militar stream-gaging program in Maine :a prototype for na 84-21142 
» guided missile system AN/TSM-93, 4935-00- Streambank protection for landowners and local gov 84-20768 
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protection guidelines—for landowners an 84-20769 report for fission product release test HI 84-21569 
streambanks /, Erosion of perennially frozen 84-20804 through fiscal year 1983 /, Nuclear fuel c 84-21579 
streambed sediment /, Development of a model to pr 84-21141 :5-year (1984-1988) General Services strat 84-21084 
streams /, Determination of dioxin levels in carbo 84-20931 ., Civilian space policy and applications : 84-21587 

e in the state of Washington /, Some chemica 84-21138 ., Technology and handicapped people : 84-21589 
strength in cements., Development of 84-21369 summer chinook salmon in John Day Reservoir /, Eff 84-20476 

“ __ of ice as a function of grain size /, A s 84-20792 summit :, Prospects for the London economic 84-21664 
stress in Army operations., Management of 84-20682 | sunsets :report to the Chairman, Subcommittee on I 84-21041 


“ measurements in ice / 84-20799 | Superfund Expansion and Protection Act of 1984 :re 84-21548 
stringed instrument collection in the Library of C 84-21264 prance rm 


yeaa : supervision of Empire Savings and Loan Association 84-21674 
stripping of tin in an acid fluoborate electrolyte 84-21188 supervisor ., Schtiers somnenl a level 4 all tr 84-20705 
nee — fee weapons storage fist and 9¢-20619 supplemental and additional views (to accompany H. 84-21478 
pe ete & pn mea rare og pt on and minority views (to accompany H.R. 84-21455 
pa ay roenynn “ ne - ng authorizations for migration and refu 84-21663 
structure /, Reliability assessment of Indian Poin 84-21576 information to the June 1983 issue of 84-20199 
< and properties of heat-resistant metals 84-21296 
d tarbel stelie enelh ehmauniil tn 84-20438 set no. 2, less power (NSN 4910-00-75 84-20629 
_ - eee -m = sauce views (to accompany H.R. 3282) (inclu 84-21522 
pw resdbeathamens geen nr mpcicontine -snariaas views (to accompany H.R. 4971) (inclu 84-21481 
of the western Kentucky fluorspar distri 84-21146 views (to accompany H.R. 5151 which o 84-21507 
, ier oe San re oe a veo views (to accompany H.R. 5620 which o 84-21484 
structur re El aa “ ost aliens 84-20965 views (to accompany S. 2341)., The Vo 84-21439 
‘ai “ ae Won rn eaeees , dissenting, and additional views (to 84-21509 
/, Probebilty besed safety checking of , eeamete |) 2: ah ae es apr 
6 y : y oe ° supplementary registration :[symbol for orton 2 84-21275 
by ata arc pe by veers poe anon «views (to accompany H.R. 5640 ... 84-21548 
in the Arctic :research n ; 
Struktura i svoistva zharoprochnykh metallicheskik 84-21296 | Supplies ae eee ireference po sg tidrop ae 
student handout 1., Fire control system, MOS 45G10 84-20843 and equipment :rigging industrial whee! 


manual., Elements of management analysis : 84-21312 and equipment, rigging M- rl2 decontaminati 84-20654 
manual., Emergency management course : 84-20966 y and equipment, rigging maintenance wes 84-20653 
“ hlet -mili featien: 84-20764 supply /, A portable ramped D-C test set using a U 84-21186 
pamphle itary justice. er ‘ - hates 
“ study guide, MOS 63E., Organizational M1 A 84-20844 | “ ait reset, day/night setback, ventilation p 84-20408 
¢ workbook /, Learning Center Instructor Cou 84-20860 and field service operations in separate br ‘ $4-20684 
Student Awareness of Drunk Driving Month.”, Joint 84-21067 at Glen ‘Cove, IC. /; Removal of cegmic. co SUSRNS 
Student Loan Marketing Association :report tothe 84-21016 cateiog., GBA 8¢-21098 
students at the Air Force Academy., Minority 84-20898 catalog,G.S.A. i 84-21050 
Studies in defense / 84-20542 centers and defense industrial plant equipm 84-20575 
~ of nocturnal stable layers at BAO / 84-20494 operations :manual procedures., Unit 84-20645 
of Theodore Roosevelt Dam, south spillway 84-21185 schedule :new item introductory schedule., 84-21048 
“ ., How plain English works for business :tw 84-20248 simulation model, volumes I, Hl, and III /, 84-20929 
Style manual / 84-21043 system /, Prototypal application of a droug 84-20834 
SUB-526, docket no. 40-3392 :Allied Chemical Compa 84-21563 and cooperative backup among operational p 84-20426 
subcontracting directory., Small business 84-20510 and general support maintenance manual for 84-20616 
subject to copyright :[symbol for section] 202.1, 84-21274 and general support maintenance manual :re 84-20613 
submersible traveling screens on juvenile salmonid 84-20481 and general support maintenance manual :sh 84-20614 
submitted to the Clerk of the House pursuant to 2 84-21453 and general support maintenance manual :TO 84-20618 
submitting a report, together with accompanying, I 84-21446 and general support maintenance repair par 84-20605 
subp[oJena power :report (to accompany H.J. Res. 5 84-21477 and general support maintenance repair par 84-20622 
«  [oJena power :report (to accompany S.J. Res. 2 84-21434 bands for cryogenic dewars, phase II /, Th 84-20416 
substitute highway and transit projects., Revised 84-21706 battalion) and calibration and repair supp 84-20713 
subsystem manual /, Radar 84-20493 company (AVIM)., Army training and evaluat 84-20714 
Subterranean termites :their prevention and contro 84-20190 company TMDE., TMDE calibration and repair 84-20713 
suburban facilities planning area :final environme 84-20924 :developmental supportability test and eva 84-20726 
successful National Safe Boating Week campaign., A 84-21383 equipment (ALSE) for Army aircrews., Aviat 84-20633 
bs program., Expanded Food and Nutrition E 84-20221 for the airland battle., Military police 84-20676 
such receipts may be expanded for the benefit of c 84-21490 — (ILS)., Logistics, funding for integrated 84-20603 
Suggested state regulations for control of radiati 84-21117 maintenance manual for test set, guided mi 84-20616 
suitable for shipboard data system III /, Selectio 84-20449 maintenance manual :recovery vehicle, full 84-20613 
summary : report to the Congress /, Status of the 84-21037 maintenance manual :shop equipment guided 84-20614 
: report to the Congress /, Statutory requ 84-21007 maintenance manual :shop equipment guided 84-20615 
:alcohol., Cancer prevention research 84-21098 maintenance manual :TOW 2 Weapon System Tr 
:final environmental impact statement for 84-20210 maintenance repair parts and special tools 
:nutrition., Cancer prevention research 84-21099 maintenance repair parts and special tools 
of channel catfish and rainbow trout produ 84-21595 operations-corps., Combat service 
of corrections : 84-20535 operations division., Combat service 
of selected fish and wildlife characterist 84-21210 requirements /, Assessing aircraft battle 
of tax and spending reduction provisions ( 84-21720 set (ICSS) (4935-01-114-3920) : for TOW 2 
of the 1982 EPA national performance audit 84-20950 system (LCSS)., Calibration procedure for 
plan description. The US Army nonappropri 84-20718 system (LCSS)., Calibration procedure for 
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« systems., Interaction and load transfer th 
bs type B (NSN 4220-01-023-1701), (LIN D32927 
$ , and general support maintenance manual :s 
“ , scuta (NSN 4220-00-569-8809), (LIN D49154 
¥ , type A (NSN 4220-01-023-0246), (LIN D3285 
« ., U.S. Naval Audiovisual Center :your reso 
supportability test and evaluation guide., Integra 
supporting documentation., Great Lakes connecting 
. research., National plan for space envi 
suppression and eradication projects :final enviro 
surcharge ban :, Credit card 
surface coal mines /, Groundwater quality monitori 
deformation near Oildale, California /, Hi 
for the critical region of ethylene /, A T 
mining equipment /, Improved personnel acc 
winds based on sea state observations from 
winds in some Alaskan passes / 
Surface Transportation and Uniform Relocation Assi 
surficial materials of the conterminous United Sta 
surrogates for use in analyzing highway safety haz 
surveillance dosimetry improvement program /, Ligh 
, shipment on tactical vehicles, and d 
survey /, Spend less on your electric bill :get a 
development program /, Lifetime work experi 
of Atchison County, Kansas /, Soil 
of biological effects of toxicants upon Pug 
of biological effects of toxicants upon Pug 
of Butler County and part of Ripley County, 
of eastern Bering Sea groundfish /, Data re 
of Fairfield-Nephi area, Utah : b parts of 
of fishing, hunting, and wildlife-associate 
of fishing, hunting, and wildlife-associate 
of fishing, hunting, and wildlife-associate 
of Houston County, Minnesota /, Soil 
of Lafayette, Little River, and Miller coun 
of Mecosta County, Michigan /, Soil 
of the apparel market in South Africa. 
of the NCSL National Measurement Requiremen 
of 1981., Employer perception 
., Area wage 
., Area wage 
., Area wage 
., Area wage 
.. Area wage 
. Area wage 
., Area wage 
., Area wage 
., Fact sheet for the current population 
, Fort Worth, Tex., standard metropolitan st 
, inventory-July 1, 1981, sales-January-June 
, Orlando, Fla., standard metropolitan stati 
, Phoenix, Ariz., standard metropolitan stat 
, Pittsburgh, Pa., standard metropolitan sta 
, Spokane, Wash., standard metropolitan stat 
, Tacoma, Wash., standard metropolitan stati 
, 1980 and 1981 /, The management of new pai 
“ , 1980-81 /, New York Harbor circulation 
surveys /, Estimation and sampling procedures in t 
as of Delaware Maryland boundaries in coopera 
Survival in a hurricane. 
m of chinook, coho, and steelhead /, FY 197 
of juvenile fall and summer chinook salmo 
of juvenile salmonids entering the Columb 
Survivors, to Express the Sense of the Congress th 
Survivors Insurance and Disability Insurance Trust 
suspension agreements by the Department of Commerc 
sustainable agriculture in U.S. arid/semiarid land 
sustaining the economic recovery :, Building and 
svoistva zharoprochnykh metallicheskikh materialov 
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84-21395 
84-20627 
84-20615 
84-20625 
84-20626 
84-20856 
84-20726 
84-20837 
84-20425 
84-20213 
84-21620 
84-20951 
84-21150 
84-20389 
84-21193 
84-20424 
84-20434 
84-21495 
84-21153 
84-21366 
84-21567 
84-20607 
84-21591 
84-20305 
84-20224 
84-20431 
84-20451 
84-20225 
84-20446 
84-20226 
84-21211 
84-21212 
84-21213 
84-20227 
84-20228 
84-20229 
84-20500 
84-20409 
84-21246 
84-21251 
84-21252 
84-21253 
84-21254 
84-21255 
84-21256 
84-21257 
84-21258 
84-20253 
84-20326 
84-20233 
84-20327 
84-20328 
84-20329 
84-20330 
84-20331 
84-21119 
84-20490 
84-21121 
84-20486 
84-20422 
84-20475 
84-20476 
84-20479 
84-21062 
84-21448 
84-21030 
84-21590 
84-21621 
84-21296 





Title Keyword Index 


swimmer support, scuba (NSN 4220-00-569-8809), (LI 
switching radiometers /, The NBS 
syenite, and aplite, Feldspar, nepheline, 
Syllabus of courses offered through the IE trainin 
symbol for section] 201.1, 201.2, 37 C.F.R., Commu 
for section] 201.5, 37 C.F.R., Corrections 
for section] 201.6, 37 C.F.R., Payment and 
for section] 201.9, 37 C.P.R., Recordation 
for section] 201.10, 37 C.F.R., Notices of 
for section] 201.12, 37 C.F.R., Recordation 
for section] 201.14, 37 C.F.R., Warnings of 
for section] 201.14, 37 C.F.R., Warnings of 
for section] 201.15, 37 C.F.R., Voluntary | 
for section] 201.16, 37 C.F.R.., Recordatio 
for section] 201.17, 37 C.F.R., Statements 
for section] 201.18, 37 C.F.R., Notice of i 
for section] 201.19, 37 C.F.R., Royalties a 
for section] 201.22, 37 C.F.R., Advance not 
for section] 202.1, 37 C.F.R., Material not 
for section] 202.10, 37 C.F.R., Pictorial, 
symposium held at the University of Vermont, Burli 
* on Improving the Analytical Chemistry/Re 
ais :Psychology in the Department of Defense 
* sponsored by National Aeronautics and Sp 
Synarep, Washington /, Land sale :one parcel near 
syndrome (AIDS) :fourth quarterly update and suppl 
si ., Facts about Down 
synfuels shale oil program., Project, Rivet Shale 
Synthesis study of nondestructive testing devices 
synthetic fuels development :report to the chairma 
synthetic-aperture system for thick-weld inspectio 
Synthetic Fuels, Committee on Energy and Commerce, 
Systan’s macro-analytic regionwide transportation 
system /, A data analysis system for monitoring th 
/, Changing trends in the red meat distribu 
/, Fatal accident reporting 
/, Handbook for broadband isotropic antenna 
/, National accident sampling 
/, Performance and economic feasibility of 
/, Portawasher :a self-contained dumpster c 
/, Prototypal application of a drought mana 
- 1981 :final report., Migrational characte 
: test set, guided missile system AN/TSM-14 
:a collaborative descriptive research proje 
AN/TSM-93, 4935-00-930-7250, land combat su 
AN/TSM-140B (4935-01-142-9561) TOW 2 
Weapon 
AN/TSQ-73., Organizational maintenance manu 
:Arizona, Coconino, Mohave, and Yuma Counti 
at the Bay Pines VA Hospital /, Field tests 
(CELDS) /, Addition of coal mining regulati 
desk guide :uniform chart of accounts., Aut 
engineering management guide. 
for a primary copper converter /, Evaluatio 
for John Day Dam, 1981 /, Research to devel 
for monitoring the seaward migration of juv 
for the Gulf of Mexico /, A statistical tro 
for thick-weld inspection /, Electromagneti 
in Box Butte County, Nebraska /, Hydrologic 
in the national forests in the state of Tex 
‘issues and options., International meteoro 
land to Craig County, Va. :report (to accom 
lands in the state of Virginia as wildernes 
(LCSS)., Calibration procedure for intensit 
(LCSS)., Calibration procedure for test sta 
M70 (6920-00-179-7320) and TOW weapon syste 
of preferences :report (to accompany S. 171 
repairer, MOS 27L., Trainer’s guide :lance 


84-20625 
84-20417 
84-21195 
84-21585 
84-21276 
84-21275 
84-21285 
84-21277 
84-21271 
84-21273 
84-21269 
84-21270 
84-21286 
84-21278 
84-21279 
84-21282 
84-21280 
84-21272 
84-21274 
84-21281 
84-20206 
84-20372 
84-20906 
84-21302 
84-21218 
84-21111 
84-21107 
84-20889 
84-21370 
84-21034 
84-20387 
84-21034 
84-21358 
84-20447 
84-20191 
84-21392 
84-20397 
84-21393 
84-20942 
84-20825 
84-20834 
84-20480 
84-20615 
84-20912 
84-20740 


84-20615 
84-20609 
84-21179 
84-20411 
84-20832 
84-20516 
84-20520 
84-20936 
84-20477 
84-20447 
84-20453 
84-20387 
84-21175 
84-21475 
84-20461 
84-21544 
84-21465 
84-20739 
84-20740 
84-20619 
84-21427 
84-20644 





repairer, skill levels 1,2,3, MOS 27L., Sol 
thermodynamics (BLAST) computer program to 
training set, guided missile system M70 (69 
training set, guided missile system XM-145 
transients /, A Description and assessment 
(TSGMS) :TOW airborne system., Operator, di 
user’s guide for interactive processing and 
users manual /, An interactive soils inform 
(WARS) RCS CSGLD-1322 (RI) (MIN)., Logis- 
tic 
with uranium mining application /, Microcom 
XM-145 (P/N 13060929) :(TOW heavy antitank 
III /, Selection of a general purpose langu 
6 /, A sample plant design for 
, AN/TSM-84 and electrical equipment shelter 
, and for other purposes :report (to accompa 
.. Manpower and equipment control :manpower 
, MOS 45G10-ASI L8, student handout 1., Fire 
)., Operator and organizational maintenance 
., Operator and organizational maintenance m 
., Operator, direct support and general supp 
).. Operator, organizational, DS and GS main 
. Road design 
systematic evaluation program, Big Rock Point Plan 
systems /, Characterization of sewage sludge and s 
/, Comparison of airborne turbulence-indic 
/, Economizer algorithms for energy manage 
/, Test methods and standards development 
:[symbol for section] 201.17, 37 C.F.R., S 
:defense management joint course : course 
:defense management joint course : work bo 
for effective management of aluminum finis 
for the major forest types of the United S 
shot deck/cold deck/supply air reset, day/ 
in commercial buildings /, Performance cri 
located outside of the forty-eight contigu 
model V35A), AN/GSM-64A (ME218A) and 
AN/US 
with ground-based doppler radar systems /, 
., Guideline, American national dictionary 
¢ ., Interaction and load transfer through tr 
Systems Approach Assistance Visits (SAAV ). 
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TA-114) and IR probe 10684700 (TA-437) :land comba 
TA-201-49 under section 201 of the Trade Act of 19 
TA-437) :land combat support system (LCSS)., Calib 
table /, Radar profiling of buried reflectors and 
“ computation program :users manual / 
flatware :report to the President on investi 
tables for apportioning 1984 and 1985 fiscal year 
. for 10.2 kHz :area 16, South Pacific, stati 
* for 10.2 kHz :area 16, South Pacific, stati 
8 for 10.2 kHz :area 19, Queen Maud Land, sta 
- for 10.2 kHz :area 21, Victoria Land, stati 
ps of frequency allocations and other extracts 
Tacoma, Wash., standard metropolitan statistical a 
tactical air forces :, Readiness of the Navy’s 
and operational combat in Manchuria, 1945 
circuit controller., Trainer’s guide :MOS 
circuit controller, skill levels 1/2/3., 
command and control :a Soviet view Osnov 
transport helicopter repairer., Soldier’s 
transport helicopter, technical inspector 
vehicles, and demolition to prevent enemy 
wheeled vehicles FSC group 23, FSC classe 
tactics trainers :report to the Secretary of Defen 
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84-20643 
84-20815 
84-20619 
84-20619 
84-21577 
84-20616 
84-20835 
84-20826 


84-20602 
84-21192 
84-20619 
84-20449 
84-20205 
84-20617 
84-21468 
84-20598 
84-20843 
84-20619 
84-20611 
84-20616 
84-20617 
84-20194 
84-21553 
84-20937 
84-21381 
84-20404 
84-20407 
84-21279 
84-20757 
84-20758 
84-20944 
84-20189 
84-20408 
84-20388 
84-21273 


84-20744 
84-21381 
84-20392 
84-21395 
84-20574 


84-20739 
84-21220 
84-20739 
84-20789 
84-20895 
84-21220 
84-21706 
84-20536 
84-20537 
84-20538 
84-20539 
84-20496 
84-20331 
84-21675 
84-20855 
84-20657 
84-20656 
84-20896 
84-20699 
84-20692 
84-20607 
84-20751 
84-21026 





Talbot County., Flood insurance study :town of Eas 
Tandem Truck Safety Act of 1984 :report (to accomp 
tank and automotive equipment (Apr. thru June - 2n 
e automotive mechanic :student study guide, MOS 
« chassis, transporting :for bridge, armored-ve 
s semitrailer mechanical failure, overturn, and 
tanks, and related equipment., Organizational main 
tapes., Recording of slave narratives and related 
tapping machines :FSC 3413., Drilling and 
target for monetary policy :, The status of M1 as 
Targeting Farmers Home Administration section 502 
Tasks of field and lab in firearms identification. 
tax and spending reduction provisions (within the 
— considerations in oil and gas company mergers 
returns, Corporation income 
returns, source book, Active corporation incom 
treatment of foreign investment in U.S. real p 
treatment of life insurance products and polic 
Tax Convention with France :message from the Presi 
Tax Court /, Tax Court can reduce growing case bac 
-~ can reduce growing case backlog and expe 
Taxation, Congress of the United States /, IRS gen 
taxes on generators or disposers of hazardous wast 
taxicab regulation /, An economic analysis of 
taxiway and runway signs., Specification for 
Taylor Grazing Act, 1934-1984 :50 years of progres 
TB Panama City, Tug Capt. Norman; collision in the 
te operating license for the Union Carbide Subsidi 
teachers : a curriculum project., NASA, the first 
* to be leaders in professional development 
teaching manual /, Accounting for the micro busine 
“ :Nathaniel T. Allen, 1823-1872, A case st 
¢ nutrition to low-income families., Expand 
team (support battalion) and calibration and repai 
Technical development plan, fiscal year 1982 :MESA 
information from the Food Safety and Ins 
inspector, MOS 66 H., Trainer’s guide :o 
inspector, MOS 66G., Trainer’s guide :ut 
inspector, MOS 66J., Trainer’s guide :ai 
inspector MOS 66N., Trainer’s guide, uti 
inspector, MOS 66T., Trainer’s guide :ta 
inspector, MOS 66U., Trainer’s guide :me 
inspector, MOS 66V., Trainer’s guide :ob 
inspector, MOS 66Y., Trainer’s guide :at 
manual., Personnel procurement REACT 
manual verification., Military publicati 
processing of documents and journal arti 
specifications, Callaway Plant, Unit no. 
specifications, Catawba Nuclear Station, 
¢ standard orders., Index of aviation 
technician A 3 & 2 /, Cryptologic 
techniques /, Two methods for analyzing trihalomet 
* and procedures., Night flight : 
¢ for evaluation of vapors in ambient air 
for reaeration of hydropower releases / 
to detect waste impoundment liner failu 
technological advance, military doctrine, and the 
technologies and policy implications., Defense aga 
9 for sustainable agriculture in U.S. a 
“ study., The Strategic defense initiat 
Technology and handicapped people :summary. 
evaluation for priority pollutant remov 
for upgrading Army sewage treatment fac 
for water management :, Forecasting and 
in foreign affairs :April 25, 1984., Th 
on industrial boilers :second annual re 
series., The Computer science and 
, and Lockheed Missiles and Space Compan 
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84-20977 
84-21438 
84-20749 
84-20844 
84-20605 
84-21362 
84-20646 
84-21266 
84-20568 
84-21618 
84-21622 
84-21228 
84-21720 
84-21661 
84-21353 
84-21353 
84-21719 
84-21659 
84-21407 
84-21004 
84-21004 
84-21003 
84-21040 
84-20992 
84-21379 
84-21214 
84-21387 
84-21561 
84-21297 
84-20908 
84-21311 
84-20915 
84-20220 
84-20713 
84-20423 
84-20243 
84-20690 
84-20689 
84-20691 
84-20707 
84-20692 
84-20693 
84-20694 
84-20695 
84-20599 
84-20730 
84-20909 
84-21560 
84-21564 
84-21376 
84-20865 
84-20952 
84-20631 
84-20926 
84-20773 
84-20935 
84-20897 
84-20512 
84-21590 
84-20513 
84-21589 
84-20940 
84-20823 
84-21711 
84-21324 
84-20960 
84-20385 
84-21302 
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Technology 


* ) (including cost estimate of the, Natio 
TECOM career opportunities for engineers and scie 
teens turn down drugs, Action’s Drug Prevention Pr 
Telecommunications engineering alternative energy 
Telephone directory. 
directory., Military Airlift Command, An 
* industry :access charges, universal serv 
Telephone Revolving Fund Self-Sufficiency Act of | 
telescope fine guidance sensors /, A stochastic mo 
temperature departures from the long-term mean ove 
* of the Madison Limestone and underlyin 
Tennessee and Mississippi :communication from the 
counties and metropolitan areas :July 1, 
., County business patterns, 
., Navigation charts, Cumberland River, N 
., Navigation charts, Tennessee River, Na 
, unincorporated areas., Flood insurance 
, unincorporated areas., Flood insurance 
Tennessee River, Nashville District, Paducah, Kent 
tensile strength of ice as a function of grain siz 
Teoriya konsolidatsii gruntov /, Theory of soil co 
term :[symbol for section] 201.10, 37 C.F.R., Noti 
terminal facilities guide Department of Defense ac 
= facilities guide, United Navy, Marine Cor 
. facilities guide, United States Air Force 
termination of transfers and licenses covering ext 
termites :their prevention and control in building 
terms (short title: AD)., Dictionary of United Sta 
terrains., Advanced structural concepts for weapon 
Terror Lake Project /, Conducting a FERC environme 
Terrorism, the problem and the challenges :June 13 
test /, COBRA/TRAC simulation of semiscale S-UT-5 
:, National Airport scatter plan 
and evaluation guide., Integrated logistic su 
conditions /, Solar collector test procedures 
equipment /, Economic model of calibration im 
HI-3 /, Data summary report for fission produ 
methods and standards development for active 
procedures :development of a method to refer 
results for straight sections of 3-inch and 8 
service /, Measurement of multimode optical f 
set AN/PRM-34., Calibration procedure for rad 
set, guided missile system, AN/TSM-84 and ele 
set, guided missile system AN/TSM-140B (4935- 
set, guided missile system (TSGMS) :TOW airbo 
set using a USBR developed high-voltage D-C p 
source 11154040 (TA-114) and IR probe 1068470 
stand, Lycoming, model LTCT421., Calibration 
Station, guided missile system AN/TSM-93, 493 
V44 (International standard problem 16) /, CO 
wells in Montana and Wyoming /, Relationship 
» Measurement and diagnostic equipment 
(TMDE), 
tester (general)., Calibration procedure for inter 
- , M.B. electronics models 101-5BG, 101-5BF, 
Testifying in court / 
Testimony of John C. Keeney before the Subcommitte 
testing devices for use in overlay thickness desig 
o equipment., Physical properties 
of twelve (12) vapor-phase compounds /, Va 
ests : hydraulic model investigation /, Design fo 
* of the smoke control system at the Bay Pines 
on cellular plastics :experimental results / 
Tex., standard metropolitan statistical area. Hous 
Texas /, Cardiovascular instrumentation :proceedin 
ss ‘report (to accompany H.R. 3788) (including 
, Bexar County., Flood insurance study :city 
, March 15, 1983 /, Pipeline accident report 
, metropolitan area, San Antonio, 
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84-21485 
84-20583 
84-20246 
84-20661 
84-21403 
84-20882 
84-21725 
84-21443 
84-21303 
84-20466 
84-21155 
84-21447 
84-20314 
84-20325 
84-20838 
84-20839 
84-20981 
84-20982 
84-20839 
84-20792 
84-21130 
84-21271 
84-20593 
84-20594 
84-20595 
84-21271 
84-20190 
84-20596 
84-20819 
84-21209 
84-21525 
84-21582 
84-21637 
84-20726 
84-20395 
84-20381 
84-21569 
84-20407 
84-20395 
84-21580 
84-20396 
84-20746 
84-20617 
84-20615 
84-20616 
84-21186 
84-20739 
84-20736 
84-20740 
84-21583 
84-21154 


84-20750 
84-20735 
84-20743 
84-21238 
84-21222 
84-21370 
84-20551 
84-20926 
84-20776 
84-20411 
84-20394 
84-20326 
84-21102 
84-21475 
84-20983 
84-21363 
84-21257 





Title Keyword Index 


Texas-Missouri-Evacuation Creeks study area, Rio B 
text and appendices A and B /, Mississippi Sound w 
of an amendment to the, Cooperation on the us 
Thailand /, Marketing in 
than activities of a specific military service, Tr 
theater of operations., Ammunition service in the 
Theodore Roosevelt Dam, south spillway /, Hydrauli 
theoretical formulation and a meta-analysis of the 
theory and circuits., Communications-electronics f 
4 of soil consolidation Teoriya konsolidatsii 
Thermal conductivity of glass fiber/epoxy composit 
Thermodynamic surface for the critical region of e 
thermodynamics (BLAST) computer program to review 
thermometer ASTM 50F., Calibration procedure for t 
¢ sets 7910479 and ASTM 80-182 (80-211-2 
thermometers, Fisher scientific models 15-142D and 
thick-weld inspection /, Electromagnetic-acoustic- 
thickness design of flexible pavements., Synthesis 
¢ ., Procedures for modeling flow through c 
Things to remember when you visit your Coast Guard 
Think before you drink :be a responsible boat oper 
third class., Military requirements for petty offi 
third-class bulk rate mail., Instruction booklet f 
thirty-ninth report /, Pay equity :EEOC’s handling 
Thorium 
Threat analysis :the psycholinguistic approach / 
three different wind forcing fields /, A compariso 
ag hazardous waste sites :report to the chairma 
> masters :the stringed instrument collection 
. test wells in Montana and Wyoming /, Relatio 
three-dimensional neutron kinetics for BWR system 
_ , end-wall, turbulent boundary la 
thru June - 2nd qtr CY 83)., Equipment improvement 
tidal marshes of the Pacific Northwest coast :a co 
Tide and current glossary / 
tin in an acid fluoborate electrolyte /, Electroly 
tires /, Driving traction on ice with all-season a 
_ , 4000 Ib capacity, 100 in. lift, Army model 
Tisbury , Massachusetts, Dukes County., Flood insur 
title in fee simple to McClintock House at 16 East 
se 10, U.S.C. of the Defense Cataloging and Sta 
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traction on ice with all-season and mud-and-snow r 
tractor cargo tank semitrailer mechanical failure, 
tractors., Airdrop of supplies and equipment :rigg 
trade agreements with Israel and Canada :report (t 
deficit and the economy : 
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’s guide :MOS 67H observation airplane repa 
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’s guide, MOS 68K. aircraft component repair 
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procedures, transport of Pershing II war 
Transportation /, Legislation needed to clarify fu 
/, Transportation’s first-year imp 
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and Related Agencies Appropriation 
and related research on Columbia an 
and Tourism, Committee on Energy an 
and Tourism, House Committee on Ene 
and travel :terminal facilities gui 


222 28. 2.22 & 


e 
a 


84-20699 
84-20700 
84-20703 
84-20705 
84-20666 
84-20669 
84-20671 
84-20672 
84-20688 
84-20690 
84-20694 


84-21014 
84-21271 
84-20790 
84-20394 
84-21577 
84-21706 
84-21305 
84-20378 
84-20203 
84-20454 
84-21279 
84-21446 
84-21447 
84-21407 
84-21451 
84-21452 
84-20699 
84-20692 
84-20706 
84-20798 
84-20687 
84-20688 
84-20706 
84-21041 
84-21039 
84-21632 
84-20714 
84-21526 
84-20484 
84-21040 
84-21036 
84-20593 


Page 1-445 





Transportation 


and travel :terminal facilities gui 

and travel :terminal facilities gui 

for a period, Superfund Expansion a 

improvements :final report /, Short 

model :program maintenance model : 

operations and research on the Snak 

planning :PLANPAC2 user documentati 

:feport (to accompany H.R. 5530 whi 
., Federal Aviation Administration, 

) (including cost estimate of the Co 

) (including cost estimate of the Co 

’s first-year implementation of the 

.» 1982 census of 

., 1982 census of 

., 1982 census of 

transporting :for bridge, armored-vehicle-launched 

transshipped via Canadian ports /, U.S. exports & 
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* :terminai facilities guide, United Navy, Ma 

* ‘terminal facilities guide, United States A 
traveling screens on juvenile salmonids, 1982 /, E 
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areas., Flood insurance study :Mont 
areas)., Flood insurance study :Out 
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*s guide., Current awareness literature servic 
*s guide for interactive processing and user’s 
’s manual /, Forecasting municipal and industr 
user-oriented, interactive, station-siting program 
users manual /, An interactive soils information s 
“ manual /, Table computation program : 
uses /, Microcomputers :introduction to features a 
of administrative records :recent research an 
of atomic energy between the United States an 
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kHz :area 19, Queen Maud Land, station F 
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:operator’s handbook., AFOS handbook 
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Weapon System Training Set, Guided Missile 
Syste 
, docket nos. STN 50-454 and STN 50-455 :Com- 
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., Soldier’s manual :chapel activities specialist 
., Soldier’s manual :motor transport operator, MO 
., Yellow Creek Nuclear Plant, units 1 and 
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/3/4, soldier’s manual and trainer’s guide, MOS 7 
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plan 
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S /, Water supply simulation model, volumes I, I 
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and trainer’s guide., Bridge crewman, soldier’s 
and trainer’s guide :attack helicopter repairer 
and trainer’s guide, MOS 67G utility/cargo airpl 
and trainer’s guide, MOS 67T tactical transport 
and trainer’s guide, MOS 68K aircraft compo- 
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., Computer machine operator :soldier’s manual an 
., Soldier’s manual and trainer’s guide, MOS 15J 
, soldier’s manual and trainer’s guide, MOS 74F : 
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es & 


sees e eee & 


see ef 


2 SE RR BS -SHBKR BRB BS 


84-20669 


84-20449 
84-20929 
84-20458 
84-20875 
84-21577 
84-20634 
84-20701 
84-20696 
84-20699 


84-20705 
84-20386 
84-20671 
84-20636 
84-20672 
84-20688 


Page 1-451 





+ 


* /5., Legal clerk MOS 71D :soldier’s manual, skill 

- /5, court reporter., Soldier’s manual and trainer 
5, Administrative personnel, CFR. 

? , court reporter., Soldier’s manual and trainer’s 

# ., Legal clerk MOS 71D :soldier’s manual, skill | 

* , 37 C.F.R., Corrections and amplifications of co 

? 56MM, M249 (1005-01-127-7510)., Operator’s 

manua 
5-year (1984-1988) General Services strategic plan 
6 /, A sample plant design for system 
* , 37 C.F.R., Payment and refund of Copyright 
Offi 
7(a) regular business loans and 502/503 developmen 

« ) (including cost estimate of the Congressional B 
8, 1984, as “National Hearing Impaired Awareness 

sn , 1984, as “National Mental Health Counselors We 
8-inch unpressurized pipes /, Damping test results 
9, 37 C.P.R., Recordation of agreements between co 

, 1984., The near west, America and the Pacific : 
0 to 100 GHz /, Atmospheric channel performance m 
, U.S.C. of the Defense Cataloging and Standardi 
.2 kHz /, Omega coverage diagrams, 
.2 kHz :area 16, South Pacific, station C (Hawai 
.2 kHz :area 16, South Pacific, station D (North 
.2 kHz :area 19, Queen Maud Land, station F (Arg 
.2 kHz :area 21, Victoria Land, station B (Liber 
, 37 CF.R., Notices of termination of transfers 
, 37 CF.R., Pictorial, graphic, and sculptural 
11, 1984, “National Inventors’ Day.”, Joint Reso 
12, Banks and banking, CFR. 
. ) vapor-phase compounds /, Validation of che- 
mica 
.4 GHz frequency range /, A coaxial noise standa 
cy , 37 C.F.R., Recordation of certain contracts by 
13, 1984, as “Education Day, U.S.A.”, Joint Reso 
14, 37 C.F.R., Warnings of copyright for use by ce 

? , 37 C.F.R., Warnings of copyright for use by ce 

= , 1984, as “Parkinson’s Disease Awareness Week. 
14-16, 1982, National Bureau of Standards, Gaither 
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a . analysis of the spectra of Nd* 

“ , 37 C.F.R., Voluntary license to permit reprodu 
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18-20 April 1984., Proceedings of the ninth sympos 
18th Aerospace Mechanisms Symposium :proceedings o 
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- , 37 C.F.R., Royalties and statements of account 
19-21, 1982, National Bureau of Standards, Gaither 
20, Employees’ benefits, CFR. 

XX _ and preventive health services block grants :re 
21, Food and drugs., CFR. 

" , Food and drugs., CFR. 
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22, Foreign relations, CFR. 

% , 37 C.F.R., Advance notices of potential infrin 
23, FSC classes 2310, 2320, and 2330., Maintenance 
24, Housing and urban development, CFR. 

25 years, 1958-1983 :a resource for teachers : ac 
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course., Combined Arms Division basic skill lev 
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31, United States Code, to authorize contracts ret 
31N tactical circuit controller., Trainer’s guide 
tactical circuit controller, skill levels 1/2/ 
35R, avionic special equipment repairer., Trainer’ 
37 C.F.R.., Recordation and certification of coin- 
C.F.R., Advance notices of potential infringeme 
C.F.R., Communications with the Copyright 
Offic 
C.F.R., Corrections and amplifications of copyr 
C.F.R., Freedom of Information Act :policies an 
C.F.R., Material not subject to copyright :[sym 
C.F.R., Notice of intention to obtain a compuls 
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C.F.R., Payment and refund of Copyright Office 
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C.F.R., Voluntary license to permit reproductio 
C.F.R., Warnings of copyright for use by certai 
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C.P.R., Recordation of agreements between 
copyr 
. , Title 31, United States Code, to authorize con 
37th annual conference report on cotton-insect res 
38, United States Code, to Increase the Rates of C 
40-3392 :Allied Chemical Company, UF6 Conversion P 
41E, audio-visual equipment repairer., Trainer’s g 
45G10-ASI L8, student handout 1., Fire control sys 
48)., James P. Purvis :report (to accompany S. 
50 states /, A Summary of selected fish and wildli 
<i years of progress., The Taylor Grazing Act, 193 
50-54., Safety evaluation report related to the re 
50-148 ., Safety evaluation report related to the r 
50-155, final report., Integrated plant safety ass 
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50F ., Calibration procedure for thermometer sets 7 
56MM, M249 (1005-01-127-7510)., Operator’s manual 
60-MM_ mortar, M224. 
63E., Organizational M1 Abrams tank automotive mec 
64 C, skill levels 1/2., Soldier’s manual :motor i 
64C, skill levels 3/4., Soldier’s manual and train 
66 H., Trainer’s guide :observation airplane, tech 
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66U ., Trainer’s guide :medium helicopter, technica 
66V ., Trainer’s guide :observation/scout helicopte 
66Y ., Trainer’s guide :attack helicopter, technica 
67G_utility/cargo airplane repairer., Soldier’s ma 
67H_ observation airplane repairer., Soldier’s manu 
67N, utility helicopter repairer., Soldier’s manua 
67T tactical transport helicopter repairer., Soldi 
67V_observation/scout helicopter repairer., Soldie 
67Y ., Soldier’s manual, skill level 3/4 and traine 
68B., Soldier’s manual skill levels 3 and trainer’ 
68D aircraft powertrain repairer., Soldier’s manua 
68G ., Soldier’s manual skill level 3 and trainer’s 
68K aircraft component repair supervisor., Soldier 
71C, skill levels 1/2/3 :secretary., Soldier’s man 
71D :soldier’s manual, skill levels 1/2/3, and tra 
© :soldier’s manual, skill levels 4/5., Legal cl 
. .. Legal clerk, MOS 71D :soldier’s manual, skil 
TIE, skill levels 2/3/4/5, court reporter., Soldie 
71M, skill levels 1/2., Soldier’s manual :chapel a 
73-FY 80., Federal evaluations :a cumulative index 
74D, skill levels 1/2/3/4., Computer machine opera 
74F :programmer/analyst., Skill levels 1/2/3/4, so 
76 (Schuylkill Expressway), Philadelphia, Pennsylv 
80., Federal evaluations :a cumulative index, FY 7 
80-182 (80-211-22); and thermometers, Fisher scien 
80-211-22); and thermometers, Fisher scientific mo 
83)., Equipment improvement report and maintenance 
88 :final environmental impact statement /, Propos 
$ Piper PA-31-350, Grand Canyon, Arizona, 
August 
96-607 to permit the Secretary of the Interior to 
100 GHz /, Atmospheric channel performance measure 
¢ in. lift, Army model MHE 218 NSN 3930-00-403- 
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€ years of animal health, 1884-1984. 
101-5BF, 101-5BFG, 101-5CF, and 101-SCPBG., Calibr 
101-SBFG, 101-SCF, and 101-SCPBG., Calibration pro 
101-5BG, 101-5BF, 101-SBFG, 101-5CF, and 101-SCPBG 
101-5CF, and 101-SCPBG., Calibration procedure for 
101-5CPBG .., Calibration procedure for igniter circ 
114A-400 Hz., Calibration procedure for pulse gene 
120 bed nursing home care unit and parking structu 
150°C /, The chemical behavior of iodi 
155MM, M109 (2350-00-440-8811), 155MM, MI09A1 
(235 
¢ , MI09A1 
M109A3 
¢ » M109A3 (2350-01-031-8851)., Operator’s manu 
160(d) of Public Law 96-607 to permit the Secretar 
180 in., Direct support and general support mainte 
193 NSN 3930-00-738-5938, Baker model FJF-060., Or 
201 of the Trade Act of 1974., Stainless steel tab 
< .1, 201.2, 37 C.F.R., Communications with the C 
.2, 37 C.F.R., Communications with the Copyrigh 
5, 37 C.F.R., Corrections and amplifications o 
.6, 37 C.F.R., Payment and refund of Copyright 
.9, 37 C.P.R., Recordation of agreements betwee 
.10, 37 C.F.R., Notices of termination of trans 
12, 37 C.F.R., Recordation of certain contract 
.14, 37 C.F.R., Warnings of copyright for use b 
.14, 37 C.F.R., Warnings of copyright for use b 
.15, 37 C.F.R., Voluntary license to permit rep 
.16, 37 C.F.R.., Recordation and certification 
17, 37 C.F.R., Statements of account covering 
.18, 37 C.F.R., Notice of intention to obtain a 
.19, 37 C.F.R., Royalties and statements of acc 
.22, 37 C.F.R., Advance notices of potential in 
202.1, 37 C.F.R., Material not subject to copyrigh 
¢ 10, 37 C.F.R., Pictorial, graphic, and sculptu 
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203, 37 C.F.R., Freedom of Information Act :polici 

204, 37 C.F.R., Privacy act, policies and procedur 

218 NSN 3930-00-403-5661, Drexel Dynamics model FL 

233)., Organized Crime Commission subp[oJena power 

303., Calibration procedure for multimeter AN/URM- 

314)., In-Flight Medical Emergencies Act :report ( 

405AR, 405BR, 5265A (PL1344U), and 3430A; AN/ 
GSM-6 

405BR, 5265A (PL1344U), and 3430A; AN/GSM-64 
(ME21 

452) (including cost estimate of the Congressional 

467)., Resolution of inquiry concerning the Centra 

469)., Providing for the consideration of H.R. 515 

470)., Providing for the consideration of H.R. 470 

479)., Waiving certain points of order against the 

480, Title I food purchases :report to the Secreta 

500 ,000 :, S. 2069, a bill to amend the Small Busi 

502 housing loans :, Targeting Farmers Home Admini 

. /503 development company loans which exceed 

$50 

503 development company loans which exceed $500,00 

511)., Waiving certain points of order against con 

514)., Providing for the consideration of H.R. 478 

515)., Providing for the consideration of H.R. 367 

519)., Providing for the consideration of H.R. 151 

520)., Providing for the consideration of H.R. 539 

521)., Providing for the consideration of the bill 

§22)., Providing for the consideration of H.R. 328 

524)., Waiving certain points of order against con 

526)., Providing for the consideration of H.R. 568 

527)., Providing for the consideration of H.R. 539 

528)., Providing for the consideration of H.R. 549 

529)., Providing for the consideration of H.R. 560 

532)., Waiving certain points of order against con 

533)., Waiving certain points of order against con 

548) (including cost estimate of the Congressional 

560-980, Cumberland and Green Rivers /, The Port o 

566 /, Multiple-purpose watershed projects under P 

650, and vacuum tube volt-ohmmeter, Simpson model 

703 (a)., Financial disclosure reports of members o 

803 )., Commission on the centennial review of the 

817 :a study to assess status of smoltification an 

1005-01-127-7510 )., Operator’s manual :machine gun 

1135) (including cost estimate of the Congressiona 

1146-DOL-XX, DD-M (A)1446)., Mishap investigation, 

1149)., The Oregon Wilderness Act of 1984 :report 

1250) (including cost estimate of the Congressiona 

1300)., Rural Electrification and Telephone Revolv 

1400)., Motor Vehicle Theft Law Enforcement Act of 

1407 )., Consumer protection from fraudulent automo 

1430-01-078-9643 :HAWK air defense guided missile 

1446)., Mishap investigation, reporting and record 

1510 :report (to accompany H. Res. 519)., Providin 

1668 )., Amending Chapter 37, Title 31, United Stat 

1718)., Renewal of the generalized system of prefe 

1739) (including cost estimate of the Congressiona 

1786-1964 /, History of scientific study and manag 

1823-1872, A case study in the professionalization 

1852 :report (to accompany H. Res. 479)., Waiving 

1871—S. 1967 :, S. 

1880-1982 /, Violent tornado climatography, 

1884-1984., 100 years of animal health, 

1895-1983., Atlas of mean winter temperature depar 

1915 relating to tax treatment of foreign investme 

1920 :, Amending the Mineral Leasing Act of 

1929-82 and a statement of sources and methods., S 

1930, by Impressing a Trust on the Commodities and 

1934-1984 :50 years of progress., The Taylor Grazi 
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1936 :report (to accompany H.R. 5505) (including c 
1945 /, August storm :Soviet tactical and 
“ strategic offensive in Manchuria /, August st 
1952 :, Report to Congress of the Department of De 
1956 /, A history of Petersburg National Battlefie 
1958-1983 :a resource for teachers : a curriculum 
1959-78 ., Prices received by farmers :eggs, chicke 
1961 ., Executive sessions of the Senate Foreign Re 
1965-1979 :turbojet/turbofan aircraft operating co 
1966 :report together with supplemental and minori 
967 :, S. 1871—S. 
* Tax Convention with France :message from the 
1970-1982 /, Literature for United States aquacult 
1974 to 1978 /, Vertical crustal movements in sout 
* , S. 2614 :report (to accompany S. 2614)., Ame 
Ss ., Stainless steel table flatware :report to t 
1974-1982 /, Guerrilla warfare in Argentina and Co 
1976-1981 /, Into the second century :Memphis engi 
1978 /, Vertical crustal movements in southern Cal 
_ bottom trawl survey of eastern Bering Sea gro 
q Navy shipbuilding claim settlement at Electri 
« , a before and after look :report to the Chair 
1978-79 report for project 817 :a study to assess 
1979 /, Base structure annex to manpower requireme 
i. :, H.R. 3376—S. 
income survey development program /, Lifetime 
1979-1900 /, Summary of channel catfish and rainbo 
1980 /, The Privacy Protection Act of 
and 1981 /, The management of new pain in off 
censo de poblacion. 
census., Neighborhood statistics from the 
census of housing. 
census of housing. 
census of housing. 
census of housing. 
census of housing. 
census of housing. 
census of population. 
volcanic eruptions /, Between Mount St. Helen 
) /, Evaluation of low emission coal burner te 
’s /, Choices for the 
1980-81 /, New York Harbor circulation survey, 
1981 /, Imprinting salmon and steelhead trout for 
/, Migrational characteristics and survival o 
/, Research to develop an improved fingerling 
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